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PREFACE 


My major objective in the preparation of this volume has been to 
meet the needs of college and university students who seek information 
concerning the aspects of irrigation which are not considered in works 
on irrigation engineering. These aspects of irrigation, which are some- 
times referred to as the agricultural phases, are of special interest to 
students of agriculture and of agricultural engineering. They are also 
of interest to civil engineering students. Although the needs of students 
have been given first consideration, and irrigation principles therefore 
stressed, a considerable amount of material describing modern methods 
and practices also is included. Water commissioners, irrigation com- 
pany officers, superintendents of irrigation projects, water masters, ditch 
riders, county agricultural agents in the western states, and intelligent 
irrigation farmers are all interested in the dissemination of knowledge 
that will make possible better irrigation practices and more eflSicient 
and economical use of irrigation water. In addition to providing for 
the needs of college students, I have aimed to include also material that 
will be of value to leaders in irrigation affairs who recognize the basic 
importance of proper use and control of irrigation water to the perpetua- 
tion of profitable agriculture in arid regions. 

Experience in teaching a course in irrigation practice to agricultural 
and engineering students, and in teaching courses in the design of irri- 
gation and drainage systems to engineering students, has convinced 
me that elementary equations are really of great value to agricultural 
as well as to engineering students. For example, I think it is much easier 
to establish clearly in the mind of a student who has had a beginners’ 
course in algebra, including the use of logarithms, the influence of canal 
roughness, cross-section, and slope, on the velocity of water, and on the 
discharge of the canal, by means of the equations of Chapter II than by 
lengthy descriptions in sentences without the use of symbols and equa- 
tions. With the possible exception of Chapters X and XV, a student 
who has the minimum of mathematics required for college entrance, by 
exerting reasonable effort, can obtain, without aid from the instructor, 
a clear understanding of all the equations presented and of the principles 
which the equations embody. It is probable that some aid from in- 
structors in the analysis and use of the equations of Chapters X and XV 
will be found desirable. 
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Because the working of problems and the answering of questions are 
helpful means of obtaining a clear understanding of principles, there is 
included as an appendix a set of problems and questions for each of 
Chapters II to XVIII, inclusive, most of which consider subject matter 
of general application in irrigation practice, regardless of the particular 
crop irrigated. 

Irrigation engineers, agronomists, and soil and plant scientists, are 
recognizing more and more the need of a study of the elements of the 
physical properties of soils as a basis for intelligent advancement of 
practices in the application of irrigation water. Uniform distribution 
of irrigation water and adequate (but not excessive) depth of water 
penetration into the soil would be much easier to obtain if it were 
possible for the irrigator by simple inspection to see how deeply into 
the soil his irrigation water penetrates, and to estimate by direct means 
the amount of water stored in each foot of sod. But, since these thing s 
caimot be determined by inspection, it is essential to determine them 
by indirect means. The equations of Chapter IX are simple practical 
tools which, when used in the hght of available information concerning 
moisture percentages in typical soils before and after irrigation, enable 
the irrigator better to understand what becomes of the water he applies 
to his sods. 

A study of the movement of water in sods is difficult because of the 
many variable factors involved. Some simplifying assumptions have 
been made in the treatment of the topic in Chapter X. 

Efficient use of water in irrigation is being encouraged by increased 
knowledge concerning its consumptive use — a topic which in recent 
years has been of unusual interest. Much more experimental data are 
needed on the relations of crop yield to water consumed — a subject 
treated in Chapter XV. Of equal importance is the proper interpreta- 
tion of avadable experimental data, on which Chapter XVIII presents 
an analytical method that is comparatively new. 

There are, as yet, no generally accepted definitions of efficiency and 
economy in irrigation. Certain definitions are proposed which it is 
hoped wdl stimulate further interest and merit the consideration of 
appropriate groups of scientific workers in irrigation with a view to the 
formulation of definitions that may be generady adopted. 

formation concerning the irrigation of standard crops, briefly sum- 
marized, will probably be of interest to readers other than college 
students. 

In humid climates there is a growing interest in irrigation for truck 
crops,^ small fruits, and orchards. Therefore the value, extent, and pos- 
sibilities of irrigation in humid climates are briefly considered. 
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And, finally, there are enumerated some of the problems of irrigation 
that must be solved in order completely and efficiently to utilize the 
available water supplies of arid regions. 

I have endeavored to examine all available irrigation literature in the 
preparation of this volume. Liberal use has been made of the publica- 
tions of the agricultural experiment stations and of the United States 
Department of Agriculture. Acknowledgment is gratefully made to the 
Utah and the California State Experiment Stations for the use of pub- 
lished experimental data and illustrations, and also for several unpub- 
lished pictures on orchard irrigation supplied by the Division of Irrigation 
Investigations and Practice of the University of California. A large 
amount of material and many illustrations have been obtained from the 
publications of the Bureau of Agricultural Engineering. 

Following each chapter there is a brief list of references. 

To students and to colleagues I am deeply indebted for aid in the prep- 
aration of this volume. I am especially grateful to Professor George D, 
Clyde, who has read the manuscript and offered helpful suggestions. 
Drs. Willard Gardner, D. S. Jennings, N. E. Edlefsen, and L. A. 
Richards, and Professors L. M. Winsor and F. M. Coe and Mr. Wells A. 
Hutchins have read parts of the manuscript and have given valuable aid. 

Messrs. V. R. Bennion, L. K. Hill, and C, H. Milligan have assisted in 
the preparation of tables and figures, and Mr. Milligan has assisted in 
checking problems. 

To Dr. J. Brownlee Davidson I am grateful for stressing the possi- 
bility of service in the preparation of the book. 

Readers who discover errors will confer a favor by calling them to 
my attention. 

Oeson W. Israelsen 

Logan, Utah. 

January, 1932. 
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difference in head, i.e. (hz — hi), due to pressure differences 
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p rate at which water percolates into the soil; also, intensity of water pressure; 

also, pressure of a film 
p' pressure difference, i.e., p 2 — pi 
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Qh quantity of available heat in day-degrees, during crop year 
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Rf surface run-off from the farm 
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dimension, time 
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gate a given area 
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Note: Each of these symbols is also defined where it is first used In an equation. 
This list is presented for convenience of reference. 
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CHAPTER I 
INTRODUCTION 

Irrigation is an age-old art. Civilizations have risen on irrigated 
lands; they have also decayed and disintegrated in irrigated regions. 
In the United States and Canada, irrigation is yet in its youth. Most 
men who are weU informed concerning irrigation are certain of its per- 
petuity, so long as it is intelligently practiced. Others insist that a 
civilization based on agriculture under irrigation is destined sooner or 
later to decline, because some ancient civilizations based on irrigation 
have declined. The perpetuity of civilized peoples is probably depend- 
ent on many factors, of which a permanently profitable agriculture is 
vitally important. Some of the principles and practices essential to 
permanently profitable agriculture under irrigation are considered in 
this volume. 

1. Irrigation Defined. — {Irrigation is defined as the artificial applica- 
tion of water to soil for the purpose of supplying the water essential to 
plant growth. Water may be applied by flooding in different ways; or 
in furrows large or small; or by applying water underneath the land 
surface by sub-irrigation and thus causing the ground water to rise; 
or by sprinkling the land surface — all these methods of applying water 
to soil are forms of irrigation^ In some regions, usually classed as humid, 
crops are grown satisfactorily every year without irrigation, the neces- 
sary soil moisture being supplied by rainfaU. In other regions, the rains 
during some years supply all the water needed by crops, but during other 
years, only part of the necessary water. In years of low rainfall it is 
economically advantageous in these regions to supply supplemental water 
by irrigation, the value of the increase in crop yields thus obtained being 
greater than the cost of irrigation. In regions of very low annual rain- 
fall, and in those where little or no rain falls during the crop-growing 
season, even though the total annual rainfall is fairly high, irrigation is 
essential every year in order to produce crops. However, in nearly all 
areas where irrigation is practiced, crops get some water from the rains, 
either as moisture stored in the soil from the time of the rainy period to 
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the period of crop growth, or as moisture added to the soil directly by 
the crop-season rains. [Thus it is apparent that irrigation is essentially 
a practice of supplementing the natural precipitation for the production 

of crops 

2. Extent of Irrigation. — It is estimated that one-third of the earth's 
surface receives less than 10 inches of water annually, and that an 
additional third receives only 10 to 20 inches. The United States 
Bureau of Commerce has recently given the geographical distribution 
of regions of deficient rainfall roughly as follows: The southwestern 
parts of Africa, South America, and Australia; the northern part of 
Africa; the northern and western parts of North America and Asia; 
and parts of southern Europe. These areas include parts of Canada 
west of the one-hundredth meridian; northwestern India up to the 
Ganges; the greater portion of Australia; Palestine and Iraq; consider- 
able portions of South Africa and adjacent areas; and the Sudan. 
There are also large semi-arid areas in China, Japan, Turkestan, EgjT>t,' 
the western United States, Mexico, and countries in South America! 
A summary of the extent of irrigation in the world is given by the Bureau 
of Commerce as follows: 


Continent Millions of Acres Irrigated 

North America 26 S 

South America q q 

Europe. I4 g 

140.8 

Africa jQ g 

Oceania 12 

200.5 

It thus appears that there are approximately 200 million acres of 
migated land m the world, of which Asia has nearly three-fourths and 
North America slightly more than one-eighth. 

T The major part of the irrigated land in North America is in the western 
Umted States -approximately 20 miUion acres. The approximate 

SantTr NXm ^ 1- As indicated in 

Chapter XXIII, there is now some irrigation in the eastern United 

btates, a,lthough, because the irrigated areas are relatively small thev 
not shown on the map. In some parts of the eastern United ^ates 
the natural ramfaU usually supplies enough water to meet all the needs 
of growing crops Parts of the West, such as central and southern Cali- 
forma, depend almost whoUy on irrigation because the rainfall during 
the crop-growing season is insuflicient in amount. ® 

3. Nature of Irrigation Agriculture. - Irrigation farming is essen- 
lally cooperative with respect to crop production — it is optionally 
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cooperative with respect to harvesting and marketing. The pioneer 
development of modern irrigation in America by the Mormon col- 



Fig. 1. — Map of the western United States showing approximate iocation and 
extent of irrigated areas. (U. S. Bureau of the Census.) 


onies was distinctly cooperative, even though, in many Utah localities, 
only small groups of men were required to divert and use all the water 
of a given stream. Likewise, the pioneer efforts in Colorado and 
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California were essentially cooperative. During pioneer days small 
diversion weirs and short canals were the rule — today great dams, 
large reservoirs, diversion weirs, headgates, powerful pumps, and long 
canals with flumes, siphons, tunnels, drops, chutes, wasteways, spill- 
ways, and take-out gates are required to supply water to the modern 
irrigation area. Although these requirements are essentially engineer- 
ing, a phase of irrigation with which this volume deals only in a limited 
way, they are of importance to the irrigation farmers who must so use 
the water made available by these expensive works as to produce the 
revenue with which to pay their cost and maintenance. 

American irrigation is as yet in the period of youth — merely ap- 
proaching maturity. In the beginning, cooperation of small groups of 
men was urgently essential to accomplish the tasks of the pioneer in 
desert regions; the building of dams and canals with crude implements 
and man power, supplemented sometimes by oxen and horses, demanded 
the loyal cooperation of leaders and followers in each community. 
Today, cooperative effort is even more important than during the pio- 
neer times, although it is of a somewhat different nature. Massive 
storage dams are now being built, as well as long diversion canals and 
other irrigation structures above enumerated. These structures, to- 
gether with power plants on irrigation systems, command the cooperative 
effort of large groups of people guided by skilled engineers, and industrial 
and agricultural leaders. 

4, Present Status of Irrigation in the United States. — The task of 
utilizing all the arid-region lands of the United States that may ulti- 
mately be irrigated is only about half accomplished. Probably 50 per 
cent of the ultimate irrigable area yet remains non-productive because 
of lack of water. The capital investment necessary to reclaim the 
remaining half will far exceed relatively the investment that has been 
made to supply water for the area now irrigated. The largest reser- 
voirs, the longest canals, the most expensive tunnels, and the deepest 
inverted siphons, are yet to be built. Clearly, the time when these 
monumental structures will be built, for the final control of the water 
supply of the West for irrigation, cannot be precisely predicted. The 
essential fact is that, so long as the population of our country is materially 
increased each decade, the demand for further utilization of water for 
irrigation will also increase. The rate of population increase in the 
western states is especially significant. During the decade 1920 to 1930 
the population of the seven states on the Pacific slope increased from 
less than 7 million to more than 9.5 million ; an increase of approximately 
41 per cent, as compared to a population increase of 16 per cent for the 
country as a whole. 
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6. The Phases of Irrigation. — Many and varied are the irrigation 
questions which confront the people of the arid regions of the world. 
For decades and even centuries, strong men in different countries have 
struggled with the problems of water diversion, conveyance, distribu- 
tion, and use for food production. Arid-region peoples by means of 
irrigation must overcome sterility or low productivity due to dryness — 
then after irrigation water is provided and used for a few years some 
soils again become sterile because of excess irrigation, water-logging, and 
alkali concentrations. 

Irrigation is often viewed from three aspects or phases, namely, engi- 
neering, agricultural, and economic and social. There are no impene- 
trable barriers between these phases of irrigation; rather, the problems 
in one phase are to a very great extent dependent on those of another. 
The major responsibilities of those who work in each phase of irrigation 
are enumerated in the following sections. 

6. Engineering Phases. — The engineer has the responsibility of 
designing and building the structures essential to the storage, diversion, 
conveyance, delivery, and distribution of water to irrigators. It is 
clearly important that irrigation structures be substantially built so 
that they may be safely relied on during critical periods. The failure 
of a large storage dam not only causes the loss of large property invest- 
ments, but sometimes results also in the loss of the lives of many people. 
The washing out of a diversion dam, or the breaking of a canal, causes 
not only the loss of a year's crop, owing to failure to obtain water when 
most needed, but also loss of the money invested in such works. Modern 
irrigation further demands that the engineer build structures econom- 
ically. Some projects are ^o situated that large quantities of water 
must be pumped from rivers, lakes, or reservoirs, in order to reach the 
land. The design and installation of suitable pumping machinery also 
are the responsibilities of the engineer. The many outstanding irriga- 
tion structures in the West affirm silently but convincingly the skillful 
achievements of American engineers. 

A less conspicuous but equally perplexing responsibility confronting 
the irrigation engineers is the determination of the water needs of , and 
the water supplies for, large areas of irrigated land. Irrigated lands 
vary widely in their water needs; the water supply likewise varies 
greatly. Reliable predictions of the approximate water yield of a river 
system from month to month and year to year are based only on pains- 
taking measurements of rainfall, snowfall, and stream discharges for 
many years. Many “ rough estimates " were of necessity made in the 
earlier years of irrigation. Unfortunately, the estimates of water 
supply frequently have been too high and estimates of the water needs 
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too lowj with disastrous results to many irrigation projects. The 
engineer has made remarkable progress in his ability to cope with these 
and related irrigation problems, but the opportunities for advancement 
are yet very great; for the best results, he must work in close cooperation 
with the soil and plant scientists. 

7. Agricultural Phases. — The agricultural phases of irrigation are 
essentially concerned with the use of irrigation water on the farm or 
with irrigation practices. Naturally, therefore, there are many more 
people who are directly concerned with the agricultural than with the 
engineering phases. Indeed, every irrigation farmer must decide im- 
portant questions concerning his irrigation practice, and some of these 
questions have to be decided each year — they cannot be decided once 
for all time. For example, there are no specific rules applicable to all 
arid-region climates, to all soils, and for all crops as to when irrigation 
water should be applied to the soil. Likewise, the seasonal amount of 
irrigation water required to produce crops most economically under 
different climatic and soil conditions is a question that perplexes many 
irrigation farmers. 

Other agricultural aspects of irrigation are the determination of the 
proper quantity of water to apply to the soil in single irrigations, the 
.best methods of application in order to distribute the water as nearly 
uniformly as possible, the capacities of different soils for irrigation water, 
and the movement of water in the various irrigated soils. 

It is axiomatic among persons best informed concerning the agricul- 
tural aspects of irrigation that in order to make the most efficient use of 
irrigation water the methods and practices employed must be based on 
the conditions provided by nature in the locality concerned. These 
natural conditions are largely the conditions of climate and of soils. 
Clearly the crops grown are selected to some extent according to the 
climatic conditions under which the farmer works. The agricultural 
engineer has both the opportunity and the responsibility of finding the 
necessary facts with which to aid the irrigator to answer correctly the 
many perplexing questions in the agricultural aspects of irrigation. 

8. Climate and Irrigation. — The snow and the rains, the winds, the 
humidity of the air, the temperature, the sunshine, the length of growing 
season — all these climatic factors influence irrigation practice. In 
some localities, such as parts of Arizona, California, New Mexico, and 
western Texas, irrigation is practiced from 10 to 12 months of every 
year, and is essential to satisfactory crop production. In other places, 
like parts of Montana and of western Canada, the rainfall during some 
years is so abundant that irrigation is of doubtful value, if not really 
harmful. It should therefore be clearly kept in mind tha>t irrigation 
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is fundamentally a practice of supplementing that part of the natural 
precipitation which is available for crop production. Remembering this, 
it is evident that the amount of water used in irrigation practice varies 
from place to place and from time to time as the natural precipitation 
available to crops varies. There are a few arid valleys in which the nat- 
ural precipitation is so small that it is of negligible value in crop growth, 
but as a general rule the moisture made available by nature should be 
carefully conserved for the use of plants. Moreover, it should also be 
considered in estimating the irrigation needs of soils and crops. 

9. Soils and Irrigation. — The influences of soil properties on irriga- 
tion practice are of very great importance. It is probably conservative 
to say that as a rule the importance of soil influences on irrigation prac- 
tice is much under-estimated. Some soils consist of coarse particles 
loosely compacted, and these are highly permeable to water. Others 
consist of fine particles tightly compacted, and these are almost imperme- 
able to water. Recent research shows that some soils transmit water 
several thousand times faster than other soils. The permeability of a 
soil greatly influences irrigation practice. Highly permeable soils tend 
to cause excessive water losses through deep percolation, whereas im- 
permeable soils are difficult to moisten adequately. Soils also act as 
storage reservoirs in which irrigation water is held between the periods 
of irrigation for the use of plants. The size of soil particles, their com- 
pactness, the depth of the soil, the organic matter it contains, and the 
position of the ground water — all these influence the amount of water 
that the irrigator can store in his soil in a single irrigation and hence 
influence the required frequency of irrigation. The depth of the soil 
also influences greatly its capacity as a storage reservoir for water and 
the necessary frequency of irrigation. And it should always be remem- 
bered that variation in size of soil particles, in compactness, in perme- 
ability, and in depth from place to place is the rule, not the exception. 
In fact, there is no such thing as uniformity in natural soils. Conse- 
quently, the irrigation farmer finds it very essential to study his soil 
carefully in order to be able to make his irrigation practices conform 
most nearly to the conditions of the soil on which he desires to produce 
crops profitably. 

Aiid-region soils vary not only in ph 3 rsical properties, which directly 
influence methods of irrigation and water requirements, but also in 
chemical properties, i.e., in the presence of adequate amounts of available 
plant food substances, and the absence of excessive amounts of toxic or 
harmful soluble salts. As a rule, the irrigation farmer whose good for- 
tune it is to be located on highly productive soils provided with an ad- 
equate amount of irrigation water is successful in making a living and 
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meeting Ms irrigation expenses; on the contrary, the farmer whose ill 
fortune it is to be located on poorly productive soils is frequently unable 
to make a good living and also meet his expenses. In some cases, the 
productivity of the soil is decreased from year to year because of the 
gradual rise of the ground water and the accumulation of alkali salts, 
so that some farmers who were successful in the early years of irrigation 
find difficulty in meeting their obligations dui’ing the later years because 
of declining productivity of the soil. 

The conditions of soil productivity above described are peculiar to 
irrigated regions. Clearly, however, the irrigation farmer, like the 
humid-climate farmer, must intelligently consider the problems of main- 
tenance of soil productivity even with the best arid-region soils, in order 
to assure a permanently profitable agriculture. Detailed consideration 
of the methods of maintaining soil fertility is beyond the scope and the 
purpose of this volume. Suffice it here to say that the experiences of 
farmers in the older irrigated sections of the western United States seem 
to have established the fact that, in order to maintain a high productive 
capacity of soils, intelligent soil management and application of barn- 
yard manure or the plowing under of green manure crops, or use of other 
fertilizers is really essential. 

10. The Irrigation Farmer. — The difficulties and the failures in 
farming on new irrigation projects have been much heralded in recent 
years, and the irrigation farmer seems to have had more than his share 
of discredit for the failures that have occurred. Undoubtedly, a strong 
vigorous man who has been reared on an irrigated farm and had experi- 
ences in irrigation farming, when aided and inspired by a devoted, intel- 
ligent, industrious, rural-minded wife, will succeed under conditions 
that will cause the failure of a man inexperienced in irrigation farming 
who is also discouraged and weakened by a discontented city-minded wife 
unaccustomed to the privations of pioneer hfe. Between these two 
extremes there are, of course, a great variety in the capacities, the ex- 
perience, the determination, the vision, the industry, and the courage 
of irrigation farmers and their wives. The financial difficulties that have 
developed on some of the newer American irrigation projects since the 
World War, including the federal projects, have adequately demon- 
strated the need of reasonable selection of the irrigation farmer in the 
settlement of new irrigation projects in order to guard against unfortu- 
nate misfits on the land, preventable financial failures, and pathetic 
fanoily disappointments sometimes followed by permanent weakening 
or wrecking of individuals. 

However, the student of irrigation should keep continuously in mind 
the fact that on the older irrigation projects of the West, and of other 
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countries, average men and women are maintaining permanent homes 
and rearing families successfully. As in humid-climate farming, and 
indeed in other phases of American industrial life, the man of high native 
capacity, great vision, and untiring energy, ultimately acquires a posi- 
tion of leadership and financial security, whereas the man who is seri- 
ously lacking in these characteristics ultimately reaches a place of servi- 
tude if not one of actual financial dependence. In writing the specifi- 
cations for the irrigation farmer,’^ who will succeed on the new American 
irrigation project, there has been a tendency to specify only the type of 
man who will succeed in spite of adverse conditions on the farm, and who 
can, if necessary, leave the farm and acquire success in the competition 
of industrial city life. This tendency is probably justified, in part at 
least, by the importance of guarding against the failure of individuals on 
new irrigation enterprises, because the project success rests so largely 
on the success of every unit in the entire enterprise. 

11. The Irrigation Community. — As used herein, the irrigation com- 
munity is defined as the group of families which obtain irrigation water 
by means of dams, canals, ditches, etc., owned and operated by the group, 
or by any other single enterprise, public or private, incorporated or 
unincorporated. To illustrate, it is assumed that a 60,000-acre irrigation 
project is occupied by an irrigation community of 1000 families, each 
operating a farm of 60 acres. If only one family fails each year and 
moves away, the community will probably have little difficulty in finding 
another family to occupy the vacated farm. Furthermore, the prompt 
payment of irrigation assessments by 999 families will provide ample 
funds with which to pay all regular irrigation costs, as well as special 
assessments made necessary by the occurrence of unusual conditions. 
However, if 100 families fail and move away, the replacements will be 
more difficult and costly; and the irrigation revenues from 90 per cent 
of the people may be inadequate to meet all the irrigation expenses. 
As a matter of fact, many American irrigation communities struggle for 
years in the early development of their projects with only one-half or 
less of the total arable project land for which water is available actually 
producing crops. Many perplexing factors contribute to these delays 
in settlement of all the project lands. It is of the utmost importance 
that leaders in irrigation expansion and the formation of new irrigation 
enterprises keep clearly in mind that ultimate payment of irrigation costs 
must be made by the irrigation community, and that the final source of 
revenue is the increased production of the land by means of actual irriga- 
tion. If a substantial number of the original members of an irrigation 
community are by temperament, experience, and lack of capital, unpre- 
pared for irrigation farming, and hence soon leave the project, or if a 
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significant percentage of the land is of low productivity^ or if the water 
supply is materially insufficient, the irrigation community is sure to 
work at a low efficiency. In such cases, financial difficulties and ulti- 
mate financial collapse are almost inevitable. The subject of irrigation 
economics is large and complex; many factors of national and inter- 
national scope are involved. 

Two elements are common to colonization problems on nearly all 
irrigation projects: these are the basic facts that irrigation is distinctly 
a community enterprise, and that an adequate number of irrigation 
farmers on each project, each worldng under reasonably favorable 
conditions, is fundamentally essential to the financial success of any 
project. 

12. Social Phases of Irrigation. — A satisfying social situation is 
essential to the success of any community enterprise. Men and women 
work most efficiently when encouraged, stimulated, and inspired by the 
ideals, the growth, and the advancement of the family, the school, and 
the church. Other community institutions, such as the farm bureau, 
the public library, and wholesome public amusements, contribute 
greatly to the contentment and thus to the efficiency of the irrigation 
community. It is of course apparent that family, school, and church 
progress are dependent, in part, on the financial status of the members 
of the community. But financial strength alone, though essential to 
a satisfactory social situation, is insufficient to assure its attainment. 
In addition there must be provided competent social leadership. In 
the schools of the irrigation communities there should be intelligent 
teachers who are inspired by the beauties of rural life, who understand 
the necessity of the perpetuation of the ideals of government in a democ- 
racy, and who inspire children and parents to the attainment of the best 
in cooperative effort. In the churches there must be leaders who are 
interested in the common problems of the community, who inspire men 
to bury bigotry and conceit, and who impress their associates with the 
beauty and the satisfaction that comes to humanity by cultivating faith 
and tolerance. The proper kind of leadership in the schools and the 
churches of irrigation communities attracts and holds men and women 
whose major objective is to build homes and rear strong families under 
rural conditions. And the men and women who are guided by the ob- 
jective of building homes usually contribute largely to the satisfying 
social conditions which are so essential to the success of irrigation 
communities. 

13. Public Interests in Irrigation. — The American public, for nearly 
three-quarters of a century, has shown a definite interest in irrigation 
progress. In varying degree, all the western states have enacted laws 
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providing for the orderly acquirement of irrigation water rights and for 
the distribution of public waters to those who have acquired rights to 
their use in irrigation. The states also have enacted laws governing 
the creation and the activities of irrigation corporations, both private 
and public. Many of the states consider irrigation a definite public 
benefit and have encouraged its advancement by exempting irrigation 
works from taxation. 

The Federal Congress, in 1866, recognized the value of irrigation by 
enacting a law for the protection of water rights which had become vested 
through actual use of water in irrigation. In 1877 it encouraged irriga- 
tion expansion by providing for the granting of individual ownership 
to certain public lands provided necessary improvements were made, 
and a certain portion of the land of each entry was actually cultivated. 
In 1894 the Federal Government enacted a law for the transfer, to each of 
the western states, of one million acres or more; provided the state would 
make satisfactory arrangements with private enterprise to construct irri- 
gation works and supply water to be used by bona-fide land settlers. And 
finally, through the outstanding federal reclamation legislation of 1902, 
the Congress provided definitely for the use of public non-interest-bearing 
funds to construct irrigation works and supply water to settlers. The 
above very brief statements concerning public legislation for the encour- 
agement of irrigation are here made to stress at the outset the fact that 
irrigation is basically a public activity, and that convincing recognition 
of this fact has been made by both the state and federal legislatures. 
American legislation concerning irrigation is more fully considered in 
Chapter XVI. The wisdom of public participation in irrigation expan- 
sion has been much debated in recent years, with special reference to 
the subsidizing of the construction of irrigation works by lending money 
without interest to irrigation projects. It is doubtless true that great 
care should be exercised to avoid extended irrigation development in 
advance of national or state needs; it is also true that with a rapidly 
increasing national population there will ultimately be an urgent need 
for using all the nation^s agricultural resources. It is noteworthy that 
the complete utilization of all the available water supply in the western 
states for irrigation purposes will make possible a larger utilization of 
vast timber, mining, grazing, power, and other natural resources now 
only partly and inadequately used. 

Finally, the public interest in irrigation is by no means restricted to 
legislation concerning water rights, to lending encouragement to private 
capital in irrigation expansion, and to public financing of the construc- 
tion of irrigation works. Of even greater importance to the efficient 
and economical use of arid-region water supplies in irrigation practice 
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is the public interest in the study of the problems of irrigation practice. 
For more than one-third of a century the Federal Department of Agri- 
culture has devoted serious attention to the study of the agricultural 
aspects of irrigation. Likewise, many of the state agricultural experi- 
ment stations have contributed very largely to the accumulation of a 
large body of information concerning irrigation practice. Public interest 
in the agricultural phases of irrigation is likely to become even greater 
as the years advance and the need for more efficient use of irrigation 
water increases. 

This volume concerns largely the progress thus far made in the clarifi- 
cation of principles on which to build a permanently profitable agricul- 
ture under irrigation and the improvement of irrigation practices. This 
progress is probably due largely to the achievements of public irrigation 
research agencies. 
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CHAPTER II 


SOURCES AND CONVEYANCE OF IRRIGATION WATER 

Rain and snow constitute the primary sources of water for irrigation 
purposes. As a rule, the precipitation which falls on the valley lands in 
irrigated regions is of little consequence as a source of water for irrigation; 
that which falls on the mountain areas is the chief source of supply. 
The success of every irrigation project rests largely on the adequacy 
and dependability of its water supply. In irrigated regions it is there- 
fore of the utmost importance that public agencies make continuous 
long-time records of precipitation and stream flow as a basis for intelligent 
and complete utilization of the water resources. 

14. Precipitation and Temperature. — Moisture and heat are essen- 
tial to the growth of all crops, yet, as a rule, in irrigated regions these 
two essentials are provided by nature at different time periods. In gen- 
eral, the larger precipitation occurs during cold non-crop-growing months 
and smaller precipitation occurs in the frost-free months during which 
crop growth occurs. In some irrigated valleys, notably in Nevada and 
California, the precipitation during the season of most rapid growth 
is so small that it is of no value to the crops. The fact that the precipi- 
tation is low during the months of highest mean temperatures is illus- 
trated in Fig. 2, which reports average precipitation together with aver- 
age, low, mean, and high temperatures for each month at certain towns 
in Utah, Oregon, Nevada, and California. 

15. Annual Precipitation. — Regions which annually receive large 
amounts of precipitation are known as humid; those which get each year 
only small amounts are considered semi-arid or arid. The annual pre- 
cipitation on the surface of the earth varies widely — from zero inches in 
desert regions such as Aswan, Egypt, to 600 inches or more at Assam, 
India. Where the annual precipitation is 30 inches or more, irrigation 
may not be essential to the economical growth of crops. However, in 
some localities, such as parts of the Hawaiian Islands, irrigation is 
profitable in spite of the fact that these regions have large annual rain- 
fall, because the heavy rains come during the non-growing season. In 
other areas, such as the eastern United States, periods of drought during 
the growing season sometimes cause serious decreases in crop yield, and 
provision for irrigation during such periods is becoming increasingly 
profitable. 
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Fio. 2. — Condensed climatology of typical stations, showing average frost-free 
period; mean monthly precipitation; and mean minimum (lightly shaded bars), 
mean (double shaded bars), and maximum (solid bars) temperatures. (14) 






















Fig. 3 




VALLEY AND MOUNTAIN PEECIPITATION 


15 


The average annual precipitation in the United States is shown in the 
map of Fig. 3^ prepared by Henry Gannett from data collected by the 
United States Geological Survey and the United States Weather Bureau, 
The map shows that in going east from meridian 101 the average annual 
rainfall increases from approximately 20 inches to 35 inches near the 
Great Lake states and up to 50 inches or more in the southeastern states. 
In the eastern parts of the Dakotas, Nebraska, Kansas, Oklahoma, and 
Texas, irrigation is essential only during the dry years, whereas in the 
western parts of these states it is nearly always advantageous. It is 
evident from the map that great variability exists in the mean annual 
precipitation of the western states. However, all the arable lands lying 
west of the 101 meridian, excepting parts of western Montana, Oregon, 
and Washington, are usually benefited by irrigation. The high annual 
precipitation in limited areas of northern California makes irrigation 
of marginal value. 

16. Valley and Mountain Precipitation. — The rain and snow which 
fall in the irrigated valleys of the West are valuable as sources of moisture 
to be stored directly in the soil. In some valleys the winter precipita- 
tion stores enough moisture to germinate the seeds and maintain the 
growth of the young plants for several weeks. In these valleys, peren- 
nial crops also make substantial growth in the early season by using 
winter precipitation which has been stored in the soil. Other western 
valleys receive so little winter precipitation that farmers must irrigate 
the soil before seeding their crops in order to insure a sufficient amount 
of moisture to germinate the seeds and start satisfactory growth. 
Clearly, such valleys must depend almost wholly on the rain and snow 
that fall in adjacent mountain areas as a source of their supply of water 
for irrigation. Indeed, as a rule, in nearly all irrigated regions, the val- 
ley precipitation as a direct source of irrigation water is relatively unim- 
portant, whereas the precipitation in the mountain areas constitutes the 
major source of water supply. This condition quite naturally presents 
to the people of arid regions very interesting and yet perplexing problems 
in the conveyance of water from the mountainous sources to the valley 
lands. It has also given rise to an urgent need for painstaking study of 
the seasonal and annual water yield of each mountainous area on which 
the rains and snows fall. The vital problems which demand intelligent 
solution as a basis for complete and economical utilization of nearly all 
western natural resources are inseparably connected with the water 
yield of a watershed, its conveyance to places of use, and its economical 
use, whether for power, irrigation, or domestic purposes. The purpose 
of this volume is primarily to further information essential to the 
economical use of water in irrigation. However, there is urgent need 
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for a stimulation of the public interest with a view to encouraging a 
wider recognition of the fact that intelligent solution of watershed-yield 
problems and of economical conveyance of water will appreciably ad- 
vance the general welfare. 

17. Water-Supply Studies. — The accumulation of dependable infor- 
mation concerning water supply demands not only intelligent and pains- 
taking endeavor, but also continuous effort. Of the several major 
factors which have contributed to years of financial stress and ultimate 
financial failure of many irrigation projects, it is probable that inadequate 
water supply has played the greatest havoc. Over-optimism, and con- 
clusions based on insufficient knowledge of watershed yield, have been 
common and expensive follies among many leading western citizens in 
both private and public places. Over-estimates of water supply for 
various projects are frequently reflected in the small areas of land actu- 
ally irrigated in 20 to 30 years after the projects were initiated and after 
their original areas were decided. Naturally, these over-estimates have 
been made largely during cycles of wet years and have been followed 
by disastrous results during cycles of dry years. The occurrence 
of these climatic cycles, which cannot as yet be predicted with precision, 
together with the wide variations of precipitation and stream flow from 
one time of year to another, complicates the problem of economically 
using all the available water every year. Yet arid-region communities 
may intelligently adjust their irrigation practices, to some extent, on 
the basis of reliable information concerning water supplies, based on the 
measurement of water content of snow covers such as illustrated in Fig. 4. 
To outline the nature of, and procedure in, the necessary water-supply 
investigations is beyond the scope of this volume. It is urgent, however, 
that the public officials be advised as to the vital importance of the prob- 
lem, and that public funds be made available in sufficient amounts to 
prosecute thorough investigations on every stream system concerning 
the watershed yield and the supply of water for further irrigation 
expansion, 

18. Natural Streams. — During the early development of modern 
irrigation in America, natural stream flow supplied all the water that was 
needed for irrigation. The discharge of most natural streams decreases 
greatly during the late summer months when the largest supply of water 
is needed for irrigation. This fact is illustrated by Fig. 5 which gives 
the monthly discharge of three typical rivers in the Great Basin. The 
mean monthly discharge of the Logan River (Utah) for August is only 
12,000 acre-feet as compared to 48,000 acre-feet in June. Basing his 
calculations on a 34-year period. Professor George D. Clyde has recently 
found that the average annual discharge of the Logan River is 228,000 
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(a) A potential water supply. 



(h) An ideal location for snow courses. 

Fio. 4. ■ Scenes in the study of irrigation water supplies by measurements of moun- 

tain snow covers. (Utah Agr. Exp. Sta. Circular 91.) 
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Fig. 5. — Mean monthly flow of typical rivers of the Great Basin. (U. S. Dept. 
Agr. Bui. 1340.) 
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acre-feet. It is therefore evident that, in order to use all the water of 
western streams for irrigation purposes, the flood waters must be held in 
storage reservoirs until needed on the land for irrigation. 

19. Surface Reservoirs. — Many surface reservoirs have already 
been built in the West. The capacity of each reservoir is fixed by the 
natural conditions of the canyon or valley in which the water is stored, 
together with a height of dam sufficient to store the quantity of water 
needed and economically available. These capacities vary from a few 
acre-feet on tributaries of small streams to nearly 2 million acre-feet 
for one of the United States Government's new reservoirs. Likewise, 
the dams constructed for irrigation purposes vary from a few feet in 
height, built at a low cost, to massive masonry structures over 300 feet 
high and built at a cost of several millions of dollars. It is estimated 
that fully one-half of the total annual water supply of the West is yet to 
be used for irrigation. Of the one-half of the water supply now used, 
probably more than 25 million acre-feet is obtained directly from 
storage reservoirs. Ultimately, when the total annual water supply of 
the West is applied to some 40 million acres of irrigated land, probably 
two-thirds or more of the supply will each year be obtained directly from 
storage reservoirs. Provision of the necessary additional water-storage 
capacity will necessitate the construction of higher and more expensive 
dams than have thus far been built. The time at which these structures 
will be needed is dependent largely on the rate of increase in the national 
population and the increase in demand for food products. 

20. Underground Reservoirs. — In certain parts of California, and 
in other western states, large bodies of water occur in the coarse gravels 
well beneath the valley land surface. Pumping water from under- 
ground sources is so widely practiced that it has become a well-established 
method of obtaining irrigation water. The lowering of the ground- 
water surface which has followed extensive pumping for irrigation in 
some places has proved valuable as a means of drainage. In other 
localities the ground-water surface has been lowered so much by irriga- 
tion pumping that deepening of wells has become necessary. Also, the 
lowering of the ground water has increased the pumping lift and thus 
made the water so obtained increasingly expensive. However, a reason- 
able lowering of the ground-water surface each year, in a locality where 
conditions are favorable for pumping, really develops capacity for subse- 
quent underground water storage. Systematic flooding of land surfaces 
overlying or draining into underground reservoirs is gradually becoming 
a recognized method of water storage. To a limited extent the gravels 
under the higher lands may serve as ground-water reservoirs, provided 
the movement of the water toward the lower levels is not too rapid. 
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The advisability of spreading water over land surfaces during the periods 
of surplus flow as a means of storing it for later use is a question to which 
there is no general answer. Local conditions which determine the 
capacity of the ground-water storage; the method; the percentage; 
the cost of water recovery; and also the feasibility of equitably distribut- 
ing the water stored by different irrigation interests — these and other 
more detailed problems demand attention in each locality as a basis for 
determining the advisability of such storage. 

21. Conveyance of Irrigation Water. — In general, irrigated lands 
are situated great distances from the sources of water supply. Water 
obtained from natural streams and from surface reservoirs, as a rule, 
must be conveyed further than water obtained from underground reser- 
voirs. Water flowing in ordinary canals moves slowly — from 1 to 
3 miles per hour. The main conveyance or diversion canals of American 
irrigation projects vary from a few miles to 75 or more miles in length. 
Some projects convey water several hundred miles from storage reser- 
voirs in the mountains by commingling the stored water with the water 
of natural rivers and then again diverting it into large canal systems in 
the vaUeys. Consequently, many hours, and on some projects, days, 
are required to convey the water from points of storage or diversion to 
points of use. Extraordinary knowledge, skill, and devotion to respon- 
sibility are required of the designing and the operating engineers and 
their staffs in order safely and economically to convey large amounts 
of water long distances, frequently through rugged lands and canyons. 

A brief survey of the natural forces which cause water flow and of the 
conveyance structures used on modern irrigation systems is presented 
in the following pages. 

The pinciples of water flow and the problems of water conveyance 
are topics to which entire volumes of technical engineering books are 
devoted. In this book, some of the forces which cause water flow and 
also some of those which retard its flow, are briefly considered. ’ The 
discussion considers only steady flow, i.e., flow in which the same volume 
of water passes any given point in a channel during each second of time. 
Iflrthermore, with a few minor exceptions, it is assumed that there is 

“ velocity from point to point along a channel* 
that IS, the flow is considered uniform. ’ 


_ ibrticles 22 to 27 mclusive, deal with the forces and conditions that 
mfluence steady uniform flow; Articles 28 and 29 contain equations that 
are used m practice to measure the velocity and the discharge of streams. 
These articles are followed by brief descriptions of some structures used 
for conveyance of irrigation water. 
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22. Forces which Cause Water Flow. — Water flows as a result of 
being acted on by certain forces, the most important of which are: 

1. The attraction of the earth, commonly spoken of as the earth- 

pull, or gravity; and 

2. The action of pressures of different intensities which give rise 

to certain resultant forces. 

23. Gravity, and Flow in a Canal. — Water flowing in a canal of uni- 
form cross-section area and constant depth has a constant velocity. 
Every unit mass of water in a canal is attracted toward the center of the 
earth by a force which is continuously pulling vertically downward. 
The effective or resultant force which causes the flow of each unit mass 
of water is the component of gravity parallel to the water surface. 



Fig. 6. — Illustrating the weight per unit mass, and its component parallel to the 
water surface as the driving force causes water flow in a canal. 


This force is represented by the line Fg in Fig. 6. The slope is defined 
as the fall in water surface per given length of canal; such as 1 foot per 
1000 feet. In Fig. 6 it is represented by hjl, as illustrated by the small 
triangle. The two right triangles are similar, having two sides perpen- 
dicular. It is therefore apparent that: 

^ = j hence = ^ ...... . (1) 

It is clear from equation (1) and Fig. 6 that the driving force Fg per unit 
mass in the direction of flow increases as the slope of the water surface 
increases. If the slope is zero, i.e., if the water surface is level, h = 
zero, Fg'= zero, and there is no flow. 

24. Pressure Differences and Flow in a Level Pipe. — The intensity 
of water pressure at any point in a body of stiU water is proportional to 
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the depth of the point below the water surface. This law is widely used 
in engineering and is stated mathematically as 

p = wH (2) 

where p = intensity of pressure (pounds per square foot) ; 

w = weight of unit volume of water (pounds per cubic foot) ; 

H = depth of the point vertically below the water surface (feet). 

The pressure difference at two points designated as points 1 and 2 


may be obtained thus: 

P2 — wH2 (a) 

Pi == wHi (b) 

Subtracting equation (b) from (a), 

P2 Pi = w(H2 - Hi) . . (c) 


For convenience, the pressure differences at any two points, (p 2 — pi), 
are represented by p', and the differences in depth (i ?2 ■" Hi) are repre- 
sented by ho. It then follows that 


p' = who and ho = ^ 
^ w 


( 3 ) 


The force on each unit mass causing flow through a level pipe is pro- 

p^ 

portional to the pressure head difference ho or — per unit length of pipe. 

Measurements of the pressure head differences are illustrated in 
Fig. 7, which shows a level pipe, A-B, connected to a reservoir, i2, 
into which a stream of water is flowing. The inflow is just large enough 
to maintain the water level constant at a distance H' feet above the 
middle of the outlet pipe. The six small vertical tubes, called piezom- 
eters, numbered 1, 2, 3, etc., are connected with the large pipe in order 
to measure the pressure heads at various points along the large horizontal 
pipe. When the valve near the outlet end of the large pipe is closed, 
the water stands at the elevation E' in pipe 6, the same elevation as it 
is in the reservoir, and in each of the other piezometer tubes. The 
total pressure on unit area inside the large pipe at B is equal to the 
atmospheric pressure , on unit area plus the water pressure due to the 
column of water of height H\ when the valve is closed; but as soon as 
it is opened, water flows out because the total pressure inside the pipe 
is higher than the atmospheric pressure outside. After the flow through 
the large pipe has reached a steady state, the water in each of the several 
piezometer tubes will stand as indicated by the dotted line E-B, The 
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dilference in the pressure heads as measured in piezometer (1) and (2) 
is given by the equation 


Ih == 


= ~ 
w 


id) 


In order to evaluate the driving force for unit mass due to those pres- 
sure head differences, it is necessary to express the weight of water per 

unit volume, w, in terms of mass and density. 

The weight of water per unit volume is equal to its density times the 
force of gravity per unit mass, i.e., 

w = pg* (4) 

where 

g = the force of gravity per unit mass, as used in Article 23, and 
P — density, or mass per unit volume. 

Placing in equation (3) the value of w as given in equation (4), there 

results 

v' = pgh and gha 

Remembering that the K represents a pressure head difference in a 
given length of level pipe, I, it is not difficult to see that the resultant 

riving force ^ on umt mass, due to pressure head differences, is given 
by the equation, ’ *= 

h 

1 ( 6 ) 


g 


From equations (5) and (6) it is evident also that 


p. = 'bLIi 

^ I 


(7) 

26. Flow in an Inclmed Kpe. - Provided the velocity of flow is 
cons an m a sloping pipe, the total driving force per unit mass F is 
equ^ to the sunt of the forces F, + F, of equatioos (I) “uef ' 


F 




• ( 8 ) 

This is iUustrated in Pig. 8. At the point (1) the combined e w 
per umt mass due to position with respect to the plane M, and to pres- 

may write: w = 62.5 pounds, .1 32Y Lf " 

according to equation (4) 62.5 = 1.94 X 32 2 = 69^2 The t V 4 
a Similar illustration using other units of weight, mass, aS aSSioT 
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sure, is represented by the product g{he + hp'). The resultant driving 
force on unit mass due to the combined effect of differences in position 
and in pressure between the points (1) and (2) separated by a distance I 
is given by; 

F = ~ iW + W) \ ^ 


I 


I 


( 9 ) 


where hf - the drop in the hydraulic grade hne* in the distance I as 
shown in Fig. 8. 

Comparison of equations (1), (7), and (9) shows that the slope of the 
line connecting the heights to which water will rise above a pipe line 
because of the water pressures inside the pipe is somewhat analogous to 
the slope of the water surface in open channels. The foregoing analysis 
shows that the driving force per unit mass causing water flow, may be a 
component of gravity (equation 1), a pressure potential ’gradient,! 
(equation 7), or a combination of these two forces (equation 9} 

26. Retarding Forces. — Motion of aU substances, including water 
IS retarded by forces which are brought into action by the resistance of 
one body moving over another with which it is in contact. For example 
a moving train is retarded by its contact with the earth. Forces of this 
type which resist motion are called f notional forces. The frictional forces 
are ^eater on bodies moving at high velocities than on the same bodies 
moving at low velocities. In a canal, the necessary condition for a 
constant velocity of water is that the frictional force per unit mass 
resisting motion, i.e., F, in Fig. 6, is equal in magnitude to the driving 
force F, If at a given point along the canal, the slope increases, the 
driving force, F^, is also increased and at this point the velocity of the 
water will be accelerated. The increase in velocity increases the fric- 
tional resistance until F, again equals F^ (in magnitude).! As a result 
of expenments on the relation of friction to velocity of water in canals 
and pipes, it is generaUy agreed that when the velocity exceeds the 
cnhcal velocttg and the flow is turbulent, the frictional resistance varies 
approximately with the square of the velocity, i.e., 

Ff = Cv^ 

where C = a constant. 


(c) 


See Article 27 and Figs. 9 and 10 for the meaning of the term “hydraulic grade 

t See Chapter X for a definition of the potential gradient, 
f In the flow of water in ordinary canals and pipes there are pddie« „ 

■m „„v. » ‘taZ 

IS of aa a yzom. as contrasted to streamline Jtoio, which character 

istic of the slow flow of water through sands, or very small tubes There aL 

or crossKJurrents in stream-line flow. -iJiere are no eddies 
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Since as stated above 

Fr = Fg (for canals) 


It follows that : 

Fr = Fp (for level pipes) f • • • 
F, = F (for sloping pipes) J 

(/) 

and 

and hence: 

= C' X Fg (for canals) 

= C XF (for pipes) 

= C'g ~ (for canals) 

1)2 = C'g y (for pipes) 

I- 

. .... (g) 


. . . 

m 


Remembering that h/l is the slope of the water surface in a canal, that 
hf/l is the hydraulic slope (Fig. 8), and that g is constant, it follows that 
for flow of water in a particular canal or a pipe the velocity equals a 
constant times the square root of the slope, i.e., 

V = C" X V slope (10) 

where C" = VWg. 

The frictional forces which retard the velocity of water in a channel 
are influenced by the relative area of the surface of contact between the 
water and the bottom and sides of the channel per unit of length, and 
also by the degree of roughness of the material of which the channel is 
built. The relative area of surface contact between water and channel, 
as represented by the ratio of the cross-sectional area of the channel to 
the wetted perimeter, is termed the hydraulic radius, and is represented 
by the symbol r. For example, a rectangular channel having a bed 
width of 5 feet and depth of 2 feet has a cross-sectional area of 10 square 
feet and a wetted perimeter of 9 feet, from which the hydraulic radius 
is li feet. From the above definitions the student may prove that the 
hydraulic radius of a circular pipe running full of water is one-fourth of 
the diameter. 

27. Energy and Hydraulic Grade Lines. — It is apparent from the 
preceding sections that expenditure of energy is essential to make water 
flow. Mechanical work is defined as the product of force times distance, 
and mechanical energy is the capacity for doing work. Each unit mass 
of water in a flowing stream has three forms of energy: one of position, 
one of pressure, and one of velocity. The loss in energy per unit mass 
of water for each unit length of canal is represented by the lines marked 
energy grade line in Figs. 9 and 10. The loss of energy per unit mass 
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per foot length of a canal of uniform cross- 
section and depth of water is constant as 
shown by the energy grade line of Fig. 9. 
F or flow in pipes, the slope of the energy 
grade line changes at points where the di- 
ameter of the pipe changes, but the energy 
grade line always falls, as shown in Fig. 
10, whereas the hydraulic grade line rises 
at sections where the velocity head is 
suddenly decreased and the pressure head 
increased, as also illustrated in Fig. 10. 

In general, the driving force per unit 
mass of water is proportional to some 
function of the slope of the energy grade 
line, i.e., to the loss of energy per unit 
mass per unit length of pipe or canal. 
In any given pipe line of uniform diameter 
in which water flows at a constant ve- 
locity, the velocity is proportional ap- 
proximately to the square root of the slope 
of the hydraulic grade line, as shown in 
equation (10).* 

It is important to note that in comput- 
ing the slope of the hydraulic or energy 
grade lines the length I is measured along 
the canal or the pipe, not along the line. 
The length along the canal or pipe is the 
same as the length of the line between two 
points only in the case of steady uniform 
flow in a canal or in a pipe in which the 
hydraulic or energy grade line is parallel 
to the pipe line. (See Figs. 6 to 10.) 

Energy and hydraulic grade lines are 
considered further in Chapter X in con- 
nection with the study of the movement 
of water in soils. 

* Scobey has found significant departures from 
the approximate relation, that the velocity is 
proportional to the square root of the hydraulic 
slope. It is beyond the scope or the purpose of 
this chapter to give his findings concerning the 
flow of water in pipes. 




energy grade line always falls in the direction of flow. 
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28* Velocity Equations. — Many valuable experiments have been 
conducted in order to ascertain the numerical relation between the 
velocity of flowing water, the degree of roughness, the hydraulic radius, 
and the slope of the channel; and thus obtain a velocity equation of 
general value. These experiments have resulted in a number of closely 
related velocity equations, most of which have much merit. Of these 
equations, the one proposed by Chezy, using the Kutter formula to 
evaluate C, the Manning equation, and the equations derived by Scobey 
are widely used. The Manning equation follows:* 

1.486r%^^ 


in which 

V == mean velocity in feet per second; 

n = coefficient of roughness, which is also used in the Kutter formula; 

r = hydraulic radius in feet; 

s = slope of the canal water surface or the hydraulic slope. 

By the use of Table I the student can select n, and he can then determine 
V, when r and s are known, (The selection of n from Table I is very im- 
portant, as the velocity varies inversely with its value.) For known 
values of r and s the value of the product nv may be computed by use of 
equation (11). Dividing the proper value by n gives the velocity. For 
example, suppose that r = 2.3 and s = 0.0008. Then nv = 0.0732, 
If the canal considered is built in earth, straight and uniform, then ac- 
cording to Table l,n — 0.020. Therefore the velocity is 

V = Q~ Q 2 ^ ~ 3.66 feet per second 

29. Discharge Equation. — Fig. 11 represents a rectangular channel 
2 feet wide in which water 1 foot deep is flowing as indicated by the 
arrows. If the mean velocity of all the water particles, v, in equation 
(11) be 1 foot per second, then the discharge would be 2 cubic feet per 
second. However, if the mean velocity were 1.5 feet per second, then 
the discharge (or quantity of flow) would be 3 cubic feet per second. It 
is apparent from the above reasoning that 

q = av . . . (12) 

where g == quantity of flow in cubic feet per second; 

a = cross-section area of canal in square feet; and 
V = the mean velocity in feet per second. 

* Manning’s equation is presented here because of its simplicity despite the fact 
that other velocity equations are more widely used in the design of irrigation conduits. 
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It is very important that the student clearly understand equation (12), 
because it is the basis of all discharge measurements of flowing streams. 

30. Earth Canals. — By far the most common type of irrigation con- 
veyance channel is the one excavated in the natural material along the 
line that the water must be conveyed. When used without artificial 
lining of bed or sides, such a channel is called an earth canal. Exces- 
sive velocities of water in earth canals must be avoided to prevent 
erosion. Very few natural materials will stand velocities in excess of 
5 feet per second. The low initial cost constitutes the major advantage 
of earth canals. The disadvantages are: (a) excessive seepage losses, 

(b) low velocities and therefore relatively large cross-section areas, 



Fig. 11. — Illustrating the flow of water in a rectangular flume. 


(c) danger of breaks due to erosion and the burrowing of animals, and 

(d) favorable conditions for growth of moss and weeds which retard the 
velocity. The sides of earth canals are usually built as steep as the earth 
will stand when wet. The slope of the sides varies from 3 horizontal 
to 1 vertical, to J horizontal to 1 vertical, for very favorable materials. 
The relation of bed width to depth of earth canals is determined accord- 
ing to the topographic conditions. The bed width may be less than the 
depth, or it may be 10 or more times the depth. The most economical 
cross-section under favorable structural conditions is 

bed width = 2 X depth X tan d/2, . . ... (13) 

where ^ is the angle of the side slope with the horizontal. This relation 
applies also to lined canals. For rectangular channels tan 6/2 = 1, 
and hence the bed width = twice the depth. 
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31. Concrete-Lined Canals. — For the purposes of (1) decreasing 
conveyance losses, (2) providing safety against breaks, (3) preventing 
weed growth, (4) retarding moss growth, (5) decreasing erosion with 
high velocities, (6) cutting down maintenance costs, and (7) increasing 
the capacity of the canal to convey water, many irrigation canals are 
now being lined with concrete. Detail cost investigations are essential 
to a determination of the economic advisability of lining canals with 
concrete. From the viewpoint of the irrigation project, the most impor- 
tant single factor in a study of the advisability of lining is the annual 
value of the water saved by decreasing conveyance losses. In localities 
where water is very limited, the public interests are advanced by lining 
canals and thus contributing to a more economical use of the available 
water supply. 

32. Flumes. — For crossing deep natural depressions or narrow can- 
yons, and for conveyance of irrigation water along very steep side hills, 
flumes are commonly constructed either of wood, metal, or concrete. To 
attain economy in the use of materials for flumes, it is desirable to give 
the flume sufficient slope to assure a water velocity appreciably higher 
than in earth canals, thus making possible a proportionate reduction in 
canal cross-section. 

33. Tunnels. — To shorten the length of the diversion canal, to avoid 
difficult and expensive construction on steep, rocky hillsides, and to con- 
vey irrigation water through mountains from one watershed to another, 
many tunnels have been constructed. It is usually economical to line 
the bottom and sides of tunnels through rock formations as a means of 
decreasing seepage losses and lessening the frictional resistance. Irri- 
gation tunnels constructed through loose material are lined with con- 
crete as the boring of the tunnel progresses. 

34. Drops and Chutes. — It is essential to avoid excessive velocities in 
irrigation canals in order to prevent damage from erosion of the bottom 
and sides. In places where the natural slopes down which canals must 
flow are so high as to cause excessive velocities, at convenient points 
wood or concrete bulkheads are placed, over which the water is dropped 
several feet. The function of drops is reaUy to dissipate the energy of 
the flowing stream without causing erosion. Chutes built of wood, 
concrete, or steel are serviceable where it is necessary to convey water 
down relatively steep hiUs which would require many drops closely 
spaced to control the water velocity, and in which the water would 
cause serious erosion if not controlled. Chutes may well be considered 
in three sections: (1) the transition and section of accelerating velocity, 
(2) the section of uniform high velocity, and (3) the stilling basin. In 
the first section the velocity is increased from approximately 3 feet per 
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second up to 20 or more feet per second, and the cross-section area of the 
water is proportionately decreased. In the second section, because of 
the very high velocity, the retarding forces are equal in magnitude and 
opposite in direction to the driving forces, and hence the water velocity 
remains constant. To dissipate the energy at the lower end of a chute, 
it is necessary to provide a deep stilling basin. A design which will 
assure the occurrence of a hydraulic jump* is an effective means of dis- 
sipating energy. 

35. Inverted Siphons. — For crossing wide deep hollows, depressions, 
or canyons, it is customary to build pipe lines and force water through 
them under pressure. The cost of flumes for crossing wide depressions 
is so high as to prohibit their construction. Pipes used to convey irri- 
gation water across canyons are known as inverted siphons. Such pipe 
lines are built either of steel, of wood staves held in place by iron bands, 
or of reinforced concrete. A wood stave inverted siphon across the 
Bear River in Idaho resists a water pressure of nearly 300 feet along 
the bottom of the canyon. 

The stress caused by the water pressure in siphons is resisted by the 
unit strength and thickness of steel, in steel pipes; by the unit strength, 
diameter, and spacing of the bands around wood stave pipe; and by 
the unit strength and amount of reinforcement in concrete pipe. Large- 
diameter siphons require respectively thicker steel, larger and more 
closely spaced bands, and more steel reinforcement than small-diameter 
siphons under the same water pressure. The velocity of the water 
flowing through a siphon of given diameter is fixed by the hydraulic 
slope and the roughness of the inside of the pipe. The velocity is not 
influenced by the total water pressure inside the pipe. To determine 
the velocity the student may use Manning's formula given in Article 28, 
together with Table I. For example, consider a 6-foot diameter wood 
stave siphon in the best of condition, 1 mile long, having a drop in water 
surface of 9 feet. Then r = 1.5 and s = 0.0017 ; from Table I, n = 0.01. 
Therefore, nv = 0.0803, and hence v = 8.03 feet per second. As the 
cross-section area of a 6-foot diameter pipe is 28.3 square feet, this 
pipe would discharge 8.03 X 28.3 = 227 cubic feet per second. 

Note: See Appendix for problems and questions for Chapters II to XYIII, 
inclusive. 

* King's Handbook of Hydraulics, second edition, page 334. 
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TABLE I 


Horton’s Values of n. To be Used With Rutter’s and Manning’s Formulas 


Surface 

Best 

Good 

Fair 

Bad 

Uncoated cast-iron pipe 

0.012 

0.013 

0.014 

0.015 

Coated cast-iron pipe 

.011 

.012* 

.013* 


Commercial wrougnt-iron pipe, black. . . , 

.012 

.013 

.014* 

.015 

Commercial wrought-iron pipe, galvanized 

.013 

.014 

.015 

.017 

Smooth brass and glass pipe 

.009 

.010 

.011 

.013 

Smooth lockbar and welded ^^OD” pipe. . 

.010 

.011* 

.013* 


Riveted and spiral steel pipe 

.013 

.015* 

.017* 


Vitrified sewer pipe 

r.oio 

t.oii 

.013* 

.015 

.017 

Common clay drainage tile 

'.on 

.012* 

.014* 

.017 

Glazed brickwork 

.011 

.012 

.013* 

.015 

Brick in cement mortar; brick sewers .... 

.012 

.013 

.015* 

.017 

Neat cement surfaces 

.010 

.011 

.012 

.013 

Cement mortar surfaces 

.011 

.012 

.013* 

.015 

Concrete pipe 

.012 

.013 

.015* 

.016 

Wood stave pipe 

.010 

.011 

.012 

.013 

Plank Flumes: 





Planed 

.010 

.012* 

.013 

.014 

Unplaned 

.011 

.013* 

.014 

.015 

With battens 

.012 

.015* 

.016 1 


Concrete-lined channels 

.012 

.014* 

.016* 1 

.018 

Cement-rubble surface 

.017 

.020 

.025 

.030 

Drv-rubble surface 

.025 

.030 

.033 

.035 

Dressed-ashlar surface 

.013 

.014 

.015 

.017 

Semicircular metal flumes, smooth 

.011 

.012 

.013 

.015 

Semicircular metal flumes, corrugated. . . 

.0225 

.025 

.0275 

.030 

Canals and Ditches: 





Earth, straight and uniform 

.017 

.020 

.0225* 

^ .025 

Rock cuts, smooth and uniform 

.025 

.030 

.033* 

.035 

Rock cuts, jagged and irregular 

' .035 

.040 

.045 


Winding sluggish canals 

.0225 

.025* 

.0275 

.030 

Dredged earth channels. 

.025 

.0275* 

.030 

.033 

Canals with rough stony beds, weeds 





on earth banks 

.025 

.030 

.035* 

.040 

Earth bottom, rubble sides 

.028 

.030* 

.033* 

.035 

Natural Stream Channels: 

(1) Clean, straight bank, full stage, no 





rifts or deep pools 

.025 

.0275 

.030 

.033 

(2) Same as (1), but some weeds and 





stones 

.030 

.033 

.035 

.040 

(3) Winding, some pools and shoals. 





clean 

.033 

.035 

.040 

.045 

(4) Same as (3), lower stages, more 





ineffective slope and sections 

.040 

.045 

.050 

.055 

(5) Same as (3), some weeds and 





stones... 

.035 

.040 

.045 

.050 

(6). Same as (4), stony sections 

.045 

.050 

.055 

.060 

(7) Sluggish river reaches, rather 




weedy or with very deep pools. 

.050 

.060 

,070 

.080 

(8) Very weedy reaches. 

.075 

.100 

,125 

.150 


From Handbook of Hydraulics ” by King. McGraw-Hill Book Com{)any, Inc., 
Publishers. 


* Values commonly used in designing. 
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CHAPTER III 

MEASUREMENT OF IRRIGATION WATER 


The economical use of water for irrigation depends very largely on 
measurement of water. The rapidly increasing utilization of all avail- 
able water, the resultant increase in its value, and the growing tendency 
among irrigation companies to base annual water charges on the amount 
of water used, make an understanding of the principles and methods of 
water measurement very necessary. Moreover, many irrigators and 
others now realize that the vast store of information concerning the 
relations of water, soils, and plants that has been accumulated in years 
past cannot be utihzed in irrigation practice without the measurement 
of water. The first step in a study of water measurement is to become 
acquainted with tlie units employed. 

36. Units of Water Measurement. — The units of water measure- 
ment are here considered in two classes: first, those expressing a specific 
volume of water at rest; and second, those expressing a rate of flow. 
The commonly used units of volume of water at rest are the gallon, the 
cubic foot, the acre-inch, and the acre-foot. An acre-inch is a quantity 
of water sufficient to cover 1 acre 1 inch deep, which is 3630 cubic feet. 
An acre-foot of water will cover 1 acre 1 foot deep, and is therefore equal 
to 43,560 cubic feet. The commonly used units of rate of flow are 
gallons per minute, cubic feet per second, acre-inches per hour, and 
acre-feet per day. The miner^s inch is also used. It is defined as the 
amount of water that will flow through an opening 1 inch square in a 
vertical wall under a pressure ranging from 4 to 7 inches. Each of 
the western states defines the miner^s inch in terms of 1 cubic foot per 
second. One miner^s inch is designated as of a cubic foot per second 
in parts of California, Idaho, Kansas, New Mexico, North Dakota, 
South Dakota, Nebraska, and Utah. In Arizona, Nevada, Montana, 
Oregon, and Central California, 1 miner’s inch is equal to of a cubic 
foot per second, and in Colorado 38.4 miner’s inches are considered 
equal to 1 cubic foot per second. 

37. Velocity of Flow through an Orifice. — It is well known that when 
the water-pressure intensity inside the pipes of a domestic water system 
is high the water flows out of an open tap at a high velocity, and that 
when the pressure intensity is low it flows out slowly. If the water- 
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pressure intensity within the pipe were exactly equal to the pressure 
intensity of the air outside the pipe there would be no flow. Therefore, 
when taps are opened water flows out of pipes in response to pressure- 
intensity differences. Remembering from Article 24 that pressure 
intensity at any point within a body of water is proportional to the depth 
of the point below the water surface, it is easy to understand that the 
velocity of water through an opening in a vessel (or in a wall built across 
a stream) which is well below the water surface is greater than the ve- 
locity through an opening near the water surface. In irrigation practice 
it is important to know just what the velocity will be through an orifice 
at any vertical distance below the water surface. The basic physical 
law which determines the velocity of water through an orifice is the same 
as the law which determines the velocity of a freely falling body at any 
vertical distance below the point from which it began to fall. 

The student who has pursued a course in elementary physics will 
remember that the velocity of a falling body, ignoring atmospheric 
friction, may be determined at any point by knowing the vertical dis- 
tance through which the body has fallen from rest. Likewise, the ve- 
locity of water in feet per second escaping from an opening (orifice) in 
a vessel, ignoring friction, may be determined by knowing the height of 
the water in the vessel above the opening. Stated as an equation, this 
very important law of falling bodies, as applied to the flow of water, 
asserts that: 

V == Vh (14) 

where = velocity in feet per second; 

g == the acceleration due to gravity (or the force of gravity per 
unit mass of water), which is 32.2 feet per second; 
h = the depth of water in feet, or maximum pressure head 
causing the discharge through the orifice. 

If the orifice opening is very high, then the velocity of flow through the 
orifice wiU be appreciably greater near the bottom of the orifice than near 
the top. For the purpose of this discussion it is assumed that the orifice 
height is so small as compared to the pressure head of water causing the 
discharge that the difference between velocity near the top and near the 
bottom of the orifice is negligible. To illustrate the use of equa tion (^14), 
assume that h in Fig. 12 = 4 feet. Then v = V2 X 32.2 X = 
16.04 feet per second, i.e., theoretically, water should flow through an 
orifice which is 4 feet below the water surface at a velocity of approxi- 
mately 16 feet per second. In reality, owing to frictional resistance, the 
actual velocity is somewhat less than the theoretical velocity. 
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38. Discharge through an Orifice. — Remembering from equation 
(12) that g = av, it is apparent that the theoretical discharge through an 
orifice may be determined by substituting the value of v from equation 
(14) in the above quantity equation, i.e., 

g = aV^ VA (15) 

If the orifice opening in Fig. 12 were 4 inches high by 18 inches long (per- 
pendicular to the plane of the paper), the area would be 

4 X 18 / , 

a = - ' square feet 

Experiment has shown that the actual discharge for standard orifices is 



Fig. 12. — Illustrating the discharge of water through an orifice under a head, h, 

approximately six-tenths the theoretical discharge, so that the actual g 
would be computed thus: 

g = AX^Xi = 4.8 ci.s. 

Finally, the equation for actual discharge through an orifice is 

q = Ca Vh (16) 

in which (7 is a coefficient of discharge determined by experiment. The 
coefficient C ranges from 0.6 to 0.8 or more, depending on the position 
of the orifice relative to the sides and bottom of the vessels or of the 
water channel, and also on the degree of roundness of the edges of the 
orifice. 

Suppose that the height of the orifice is increased and that the water 
surface is lowered until it drops below the upper edge of the orifice, as 
shown in Fig. 13. Then the pressure head in feet, which causes the 
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average velocity, as represented by h of Fig. 13, is one-half of the 
total depth of water over the bottom edge of the orifice. The cross- 
section area of the stream at right angles to the direction of flow is actu- 
ally less than the cross-section area of the orifice. The length of orifice 
being 18 inches or 1.5 feet, it is clear that the cross-section area of the 
stream is 

a — 2h X 1.5 square feet 

or representing the length of orifice by the symbol L measured in feet, 

a = 2hL square feet 

Substituting this value of a in equation (16) it is evident that 
g = 2(7 xVh = 2C 



Fig. 13. — Showing that discharge through a partly-filled orifice is similar to the 
discharge over a weir. 

Since the acceleration due to gravity, g, is nearly constant, it is con- 
venient to represent the product 2C by a single symbol, say C\ 
and then it follows that 

q-=C^Lm .(17) 

Equation (17) gives the theoretical discharge of an orifice when the top 
edge of the orifice is above the water surface. 

39. Discharge of Weirs. — The term weir as used in measurement of 
water is defined as a notch in a wall built across a stream. The notch 
may be rectangular^ trapezoidal, or triangular in shape. It is apparent 
that the orifice in Fig. 13, when flowing partly full, is a weir according to 
the above definition. In measuring the flow of water over weirs, it is 
convenient and customary to measui'e the total depth, i.e., 2h of Fig. 13. 
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Although the total depth, as represented in Fig. 14 by the symbol H, 
does not represent the point in the stream of average velocity, it can be 
used in equation (17) by changing only the coefficient C. Substi- 
tuting for h its equivalent H/2 in (17), there results 

or q = C" (18) 

in which C" = 

Equation (18) is the general form for discharge of rectangular and 
trapezoidal weirs. Although, as shown above, it is based on the funda- 
mental equation q = m, the student should note that in using equation 
(18) the only measurements essential are those of length of weir crest, 



Fig. 14. — A rectangular weir with complete end contractions. 


L, and depth of water flowing over it, H. The velocity need not be 
measured directly. The coeflicient C", ordinarily represented by C, 
has been determined by experiment by many workers. For rectangular 
weirs it was early found by Francis to be 3.33, and hence the widely 
used weir discharge equation 

q = 3,ddLm^ (19) 

Equation (19) without modification applies accurately only to rectan- 
gular weirs in which the length of weir is the same as the width of the 
rectangular channel immediately above the weir, i.e., weirs having sup- 
pressed end contractions. For weirs having complete end contractions, 
such as represented in Fig. 14, the effective length of weir crest, L, is 
found from the relation 

L = U - Q.2H (20) 

in which V == the measured length of weir crest. In actual use of 
equation (19), and other discharge equations, it is customary to compute 
tables from the equation, using L = 1, and for many values of H. 
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Table II gives discharge per foot of length of weir crest based on equation 
(19) for values of H from 0.20 up to 1.24 feet. For example, columns 1 
and 3 show that for a head H of 0.45 foot the dischargers 1.005 c.f.s. 
per foot length of weirs having suppressed end contractions. The 
effective length for a 1-foot weir having complete end contractions, ac- 
cording to equation (20), is L = 1.00 — 0.2 X 0.45 = 0.91 foot, and 

TABLE II 


Discharge in Cubic Feet per Second (Second-feet) per Foot op Length 
OF Weir Crest by the Francis Formula: q = 3.33 


1 

2 

3 

la 

2a 

3a 

lb 

2b 

3b 

Depth of Water 
or Head, H 

Dis- 
charge 
in Sec- 
ond-feet 

ig.) 

Depth of Water 
or Head, H 

Dis- 
charge 
in Sec- 
ond-feet 
(2) 

Depth of Water 
or Head, H 

Dis- 
charge 
in Sec- 
ond-feet 
(?) 

Feet 

Inches 

Feet 

Inches 

Feet 

Inches 

0.20 

2i 

0.298 

0.55 

6| 

1.358 

0.90 

lOfI 

2.843 

.21 

2i 

.320 

.56 

61 

1.395 

.91 

lOff 

2.890 

,22 

2i 

.344 

.57 

6M 

1.433 

.92 


2.938 

.23 

2| 

.367 

.58 

611 

1.470 

.93 

iiA 

2.986 

.24 

2-1 

.392 

.59 


1.509 

.94 

Hi 

3.035 

.25 

3 

.416 

.60 

7A 

1.547 

.95 

Ilf 

3.083 

.26 

3J 

.442 

.61 

7^ 

1.586 

.96 

Ilf 

3.132 

.27 

3i 

.467 

.62 


1.626 

.97 

Ilf 

3.181 

.28 

3| 

.493 

.63 

7-fs 

1.665 

.98 

Ilf 

3.230 

.29 

3J 

.520 

.64 

711 

1.705 

.99 

Ilf 

3.280 

.30 

3-1 

.547 

.65 

711 

1.745 

1.00 

12 

3.300 

.31 

31- 

.575 

.66 

711 

1.785 

1.01 

12-1 

3.380 

.32 

311 

.603 

.67 

8 * 

1.826 

1.02 

12i 

3.430 

.33 

311- 

.631 

.68 

8A 

1.867 

1.03 

12f 

! 3.481 

.34 

4A 

.660 

.69 

81 

1.908 

1.04 

12J 

3.532 

.35 

4A 

.689 

.70 

8f 

1.950 

1.05 

12| 

3.583 

.36 

4A- 

.719 

' .71 

81 

1.992 

1.06 

12t 

3.634 

.37 

4r^ 

.749 

.72 

8| 

2.034 

! 1.07 

12M 

3.686 

.38 

4* 

.780 

.73 

81 

2.070 

1.08 

1211 

3.737 

.39 

4ii 

.811 

.74 

8f 

2.120 

1.09 

13* 

3.789 

.40 

411 

.842 

.75 

9 

2.163 

1.10 

13* 

3.842 

.41 

41f 

.874 

.76 

91 

2.206 

1.11 

13* 

3.894 

.42 

5* 

.906 

.77 

91 

2.250 

1.12 

13* 

3.947 

.43 

5A 

.939 

.78 

9-1 

2.294 

1.13 

13* 

4.000 

.44 

5i 

.972 

.79 

91 

2.340 

1.14 

13* 

4.053 

.45 

5f 

1.005 

.80 

9f 

2.383 

1.15 

13* 

4.107 

.46 

5-1 

1.039 

.81 

91 

2.428 

1.16 

13* 

4.160 

.47 

5| 

1.073 

.82 

013 . 

^16 

2.473 

1.17 

14* 

4.214 

.48 

5f 

1.107 

.83 

Q15. 

^16 

2.520 

1.18 

14* 

4.268 

.49 

51 

1.142 

.84 


2.564 

1.19 

14i 

4.323 

.50 

6 

1.177 

.85 

lOA 

2.610 

1.20 

14| 

4.377 

.51 

61 

1.213 

.86 

lOj^ 

2.660 

1.21 

14i 

4.432 

.52 

61 

1.249 

.87 

lOj^ 

2.702 

1.22 

141 

4.487 

.53 

6f 

1.285 

.88 

lOi^ 

2.749 

1.23 

14| 

4.543 

.54 

61- 

1.321 

.89 

lOH 1 

2.796 

1.24 

141 

4.598 
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henee the discharge per foot of measured length is 1.005 X 0.91 = 
0.9145 c.f.s.* 

Ajq Italian engineer named Cipolletti long ago designed a trape 25 oidal 
weir with complete contractions in which the discharge is believed to be 
directly proportioned to the length of weir crest. For irrigation pur- 



poses this weir has some advantages. It has been widely used. The 
equation giving the discharge is: 

q - (21) 

In this weir the sides have a slope of 1 inch horizontal to 4 inches ver- 
tical, as shown in Fig. 15. Aside from the small correction necessary on 
account of the fact that the sides of the weir slope outward, equation (21) 



may be arrived at in the same way as equation (19). Table III gives 
discharges for the trapezoidal weir as computed from equation (21) 
for length of crest from 1 to 18 feet. 

For the 90°-notch triangular weir shown in Fig. 16 it is evident that the 
water cross-section area is H X H,ot and we have, therefore, from 

* A very good way for the student to clarify his understanding of equation (19) is 
to compute discharges per foot of length for other values of H and cheek with Table II. 
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TABLE III 


Dischaege Ovee Cipolletti’s Teapezoidal Weie. Foe Vaeious Lengths 
AND Heads. Foemula: q = 


Head H 
on Crest 

Length of Weir Crest in Feet 

In 

Feet 

In 

IncheSj 

1 

U 

2 

2| 

3 

3^ 

4 

5 


10 

12| 

i 

15 


















Discharge in Cubic Feet per Second 




0.21 

2i i 

0.324 

0.49 

0.65 

0.81 

0.97 

1.13 

1.30 

1.62 

2.43 

3.24 

4.05 

4.86 

.22 

t 1 

.347 

.52 

.69 

.87 

1.04 

1.22 

1.39 

1.74 

2.61 

3.47 

4.34 

5.21 

.23 


.371 

.56 

.74 

.93 

1.11 

1.30 

1.49 

1.86 

2.79 

3.71 

4.64 

5.57 

.24 1 

1 1 

.396 

,59 

,79 

.99 

1.19 

1.39 

1.58 

1.98 

2.97 

3.96 

4.95 

5.94 

.25 1 

3 

.421 

.63 

,84 

1.05 

1.26 

1.47 

1.68 

2.10 

3.16 

4.21 

5.26 

6.31 

.26 

3i 

.446 

.67 

.89 

1.12 

1.34 

1.56 

1.79 

2.23 

3.35 

4.46 

5.58 

6.70 

.27 

i i 

.472 

.71 

.94 

1.18 

1.42 

1.65 

1.89 

2.36 

3.54 

4.72 

5.90 

7.09 

.28 1 

I 1 

.499 

.75 

1.00 

1.25 

1.50 

1.75 

2.00 

2.49 

3.74 

4.99 

6.24 

7.48 

.29 


.526 

.79 

1.05 

1.31 

1.58 

1.84 

2.10 

2.63 

3.94 

5.26 

6.57 

7.89 

.30 

f 

.553 

.83 

1.11 

1.38 

1.66 

1.94 

2.21 

2.77 

4.15 

5.53 

6.92 

8.30 

.31 

35 


.87 

1.16 

1.45 

1.74 

2.03 

2.32 

2.91 

4.36 

5.81 

7.26 

8.72 

.32 1 

1 


.91 

1.22 

1.52 

1.83 

2.13 

2.44 

3.05 

4.57 

6.09 

7.62 

9.14 

.33 

4 


.96 

1.28 

1.60 

1.91 

2.23 

2.55 

3.19 

4.79 

6.38 

7.98 

9.57 

.34 

i 


1.00 

1.33 

1.67 

2.00 

2.34 

2.67 

3.34 

5.01 

6.67 

8.34 

10.01 

.35 



1.05 

1.39 

1.74 

2.09 

2.44 

2.79 

3.49 

5.23 

6.97 

8.71 

10.46 

.36 

4| 


1.09 

1,45 

1,82 

2.18 

2.56 

2.91 

3.64 

5.45 

7.27 

9.09 

10.91 

.37 



1.14 

1.52 

1.89 

2.27 

2.65 

3.03 

3.79 

5.68 

7.58 

9.47 

11.37 

.38 


1 

1.18 

1.58 

1.97 

2.37 

2.76 

3.15 

3.94 

5.91 

7.89 

9.86 

11.83 

.39 

1 


1.23 

1.64 1 

2.05 i 

2.46 

2.87 

3.28 

4.10 

6.15 

8.20 

10.25 i 

12.30 

.40 

5 


1.28 

1.70 

2.13 

2.56 

2.98 

3.41 

4.26 

6.39 

8.52 

10,65 

12.78 

.41 

4| 


1.33 i 

1,77 

2.21 

2.65 

3.09 

3.54 

4.42 

6.63 

8.84 

11.05 

13.26 

.42 

5 


1.37 

1.83 

2.29 

2.75 

3.21 

3.67 

4.58 

6.87 

9.16 

11.46 

13.75 

.43 

1 


1.42 

1.90 

2.37 

2.85 

3.32 

3.80 

4.75 

7.12 

9.49 

11.87 

14.24 

.44 

i 


1.47 

1.97 

2.46 

2.95 

3.44 

3.93 

4.91 

7.37 

9.83 

12.28 

14.74 

.45 

1 


1.52 

2.03 

2.55 

3.05 

3.56 

4.07 

5.08 

7.62 

10.16 

12.70 i 

15.24 

.46 

5| 


1.58 

2.10 

2.63 

3.15 

3.68 

4.20 

5.25 

7.88 

10.50 

13.13 

15.76 

.47 

-I 


1.63 

2.17 

2.71 

3.25 

3.80 

4.34 

5.42 

8.14 

10.85 

13.56 

16.27 

.48 

5 


1.68 

2.24 

2.80 

i 3.36 

3.92 

4.48 

i 5.60 

8.40 

11.20 

14.00 

16.79 

.49 

1 


1.73 

2.31 

2.89 

3.46 

4.04 

i 4.62 

5.77 

8.66 

11.55 

1 14.43 

17.32 

.50 

6 


1.79 

2.38 

2.98 

3.57 

4.17 

4.76 

! 5.95 

8.93 

11.90 

14.88 

17.85 

.51 

61 


1.84 

i 

2.45 

3.07 

3.68 

4.29 

4.90 

6.13 

9.20 

12.26 

15.33 

18.39 

.52 

i 


1.89 

2.52 

3.16 

3.79 

4.42 

! 5.05 

1 6.31 

! 9.47 

12.62 

15.78 I 

18.94 

.53 

1 


1.95 

2.60 

3.25 

3.90 

4.55 

5.20 

6.50 

9.74 

12.99 

16.24 

19.49 

.54 


1 

2.00 

2.67 

3.34 

4.01 

4.68 

5.34 

6.68 

10.02 

13.36 

16.70 

20.04 

,55 

f 


2.06 

2.75 

3.43 

4.12 

4.81 

1 5.49 

6.87 

10.30 

13.73 

17.17 

20.60 

.56 

6f 

1 

2.12 

: 2.82 

3.53 

4.23 

4.94 

5.64 

7.05 

10.58 

14.11 

17.64 

21.16 

.57 

1 


2.17 

2.90 

3.62 

4.35 

5.07 

5.80 

7.24 

! 10.87 

14.49 

1 18.11 

21.73 

,58 

7 


2.23 

2.97 

3.72 

4.46 

5,20 

5.95 

7.44 

11.15 

14.87 

18.59 

22.31 

.59 

■■■' 1 


2.29 

' 3.05 

3.81 

4.58 

5.34 

6.10 

7.63 

1 11,44 

15.26 

19.07 

22.89 

.60 

' i 


2.35 

3.13 

3.91 

4.69 

5.48 

6.26 

7.82 

' 11.74' 

15.65 

19.56 

23.47 
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equation (15) q = V2g Vh = as the theoretical discharge. 
The actual discharge has been found by experiment to be approximately 

q = 2A9m^^ (22) 

Table IV gives discharges for the triangular weir. 


TABLE IV 

Discharge Table for QO'^-Notch Triangular Weir* 


Head 

in 

Feet 

Head 

in 

Inches 

Dis- 
charge 
in Sec- 
ond-feet 

(q) 

Head 

in 

Feet 

Head 

in 

Inches 

Dis- 
charge 
in Sec-f 
ond-feet 
(9) 

Head 

in 

Feet 

Head 

in 

Inches 

Dis- 
charge 
in Sec- 
ond-feet 
(9) 

0.20 

2| 

0.046 

0.55 

6f 

0.564 

0.90 

1041 

1.92 

.21 


.052 

.56 

6i 

.590 

.91 

1041 

1.97 

.22 

2| 

.058 

.57 

641 

.617 

.92 

Hiv 

2.02 

.23 

2f 

.065 

.58 

641 

.644 

.93 

liA 

2.08 

.24 

2| 

.072 

.59 

7-^ 

.672 

.94 

114 

2.13 

.25 

3 

.080 

.60 

7^ 

.700 

.95 

Ilf 

2.19 

.26 

3i 

.088 

.61 

7^ 

.730 

.96 

114 

2.25 

.27 

3i 

.096 

.62 

py 7 

.760 

.97 

Ilf 

2.31 

.28 

3f 

.106 

.63 

7^ 

.790 

.98 

111 

2.37 

.29 

34 

.115 

.64 

744 

.822 

.99 

114 

2.43 

.30 

3f 

.125 

.65 

741 

.854 

1.00 

12 

2.49 

.31 

3J 

.136 

.66 

744 

.887 

1.01 

12| 

2.55 

.32 

m 

.147 

.67 

SA’ 

.921 

1.02 

124 

2.61 

.33 

3il 

.159 

.68 

8i^ 

.955 

1.03 

12-1 

2.68 

.34 


.171 

.69 

84 

.991 

1.04 

124 

2.74 

.35 

4i% 

.184 

.70 

8f 

1.03 

1.05 

12f 

2.81 

.36 

4A 

.197 

.71 

84 

1.06 

1.06 

12J 

2.87 

.37 

4^^ 

.211 

.72 

81 

1.10 

1.07 

1241 

2.94 

.38 


.226 

.73 

8i 

1.14 

1.08 

1241 

3.01 

.39 

4H 

.240 

.74 

84 

1.18 

1.09 

13A 

3.08 

.40 

m 

.256 

.75 

9 

1.22 

1.10 

13* 

3.15 

.41 

m 

.272 

.76 

9| 

1.26 

1.11 

13* 

3.22 

.42 

g 1 
*-^16 

.289 

.77 

94 

1.30 

1.12 

13* 

3.30 

.43 


.306 

.78 

9f 

1.34 

1.13 

13* 

3.37 

.44 

5i 

.324 

.79 

94 

1.39 

' 1.14 

1344 

3.44 

.45 

5f 

.343 

.80 

9| 

1.43 

1.15 

1344 

3.52 

.46 

5i 

.362 

.81 

94 

1.48 

1.16 

1341 

3.59 

.47 

5-1 

.382 

.82 

QU. 

^16 

1.52 

1.17 

14* 

3.67 

.48 

5f 

.403 

.83 

941 

1.57 

1.18 

14* 

3.75 

.49 

5| 

.424 

.84 

lOA 

1.61 

1.19 

144 

3.83 

.50 

6 

.445 

.85 

lOA 

1.66 

1.20 

14f 

3.91 

,51 

6f 

.468 

.86 

lOA 

1.71 

1.21 

144 

3.99 

.52 

6i 

.491 

.87 

10]^ 

1.76 

1.22 

14f 

4.07 

.53 

6f 

.515 

.88 

lOA 

1.81 

1.23 

14| 

4.16 

.54 

6| 

.539 

.89 

1044 

1.86 

1.24 

144 

4.24 






1.25 

15 

4.33 


Computed from the formula: q = 2 . 49 £f 2 .^ 


46 


MEASUREMENT OF IRRIGATION WATER 



40. Submerged Orifices. — Examining a sketch of a submerged 
orifice, Fig. 17 , it is evident that the water cross-section area is the length 
of the opening times the height of the opening, or A = I X H. The 
height through which the water falls as it passes through a submerged 
orifice is the difference in elevation of the water surface upstream and 
downstream, as shown by h in Fig. 17. Hence, from equation (16) 
and from experiments, the discharge for the standard submerged orifice 
is found to be: 

q = IH A/2g (23) 

The submerged orifice is now used both in its standard form and as a 
combination with a headgate. Table V gives discharges for submerged 
orifices as computed from equation (23). It shows, for example, that. 



Fig. 17. — Submerged orifice. 


on a submerged orifice having an opening 6 inches high by 12 inches 
long (area 0.5 square foot), if the upstream water surface is 3 inches or 
0.25 foot higher than the downstream surface, the discharge will be 
1.22 c.f.s. 

41. Properties of Weirs and Orifices. — It is important to note the 
influence that change of depth of water, ]?, has on the discharge, g, for 
the various weirs and orifices. For example, when the stream over a 
rectangular weir increases till the depth H is doubled, the cross-section 
area, 4, is doubled, and the discharge increased by 2.8 times; whereas 
doubling H over a trapezoidal weir slightly more than doubles the area 
and increases the discharge proportionally. When the H on a triangu- 
lar weir is doubled, the A (area) is increased 4 times, and the discharge 
is increased 5.66 times, nearly. When the head of water, A, causing 
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TABLE V 

Dischaege Table for Submerged Rectangular Orifices'^ 


HeadiL 

Cross-sectional Area A of Orifice, square feet 

Feet 

Inches 

0.25 

0.50 

0.75 

1.00 

1.25 

1.50 

1.75 

2.00 

0.09 

lA 

0.37 

0.73 

1.10 

1.47 

1.84 

2.20 

2.64 

2.94 

.10 

lA 

.39 

.77 

1.16 

1.56 

1.93 

2.32 

2.71 

3.09 

.11 

lA 

.41 

.81 

1.22 

1.62 

2.03 

2.43 

2.84 

3.24 

.12 

lA 

.42 

.85 

1.27 

1.69 

2.12 

2.54 

2.97 

3.39 

.13 

lA 

.44 

.88 

1.32 

1.76 

2.21 

2.65 

3.09 

3.53 

.14 


.46 

.92 

1.37 

1.83 

2.29 

2.75 

3.20 

3.66 

.15 

lA 

.47 

.95 

1.42 

1.90 

2.37 

2.84 

3,32 

3.79 

.16 

11-5 

J-16 

.49 

.98 

1.47 

1.96 

2.45 

2.93 

3.42 

3.91 

.17 

OJL 

^16 

.50 

1.01 

1.51 

2.02 

2.52 

3.02 

3.53 

4.03 

.18 

2 A 

.52 

1.04 

1.56 

2.08 

2.59 

3.11 

3.63 

4.15 

.19 

2i 

.53 

1.07 

1.60 

2.13 

2.67 

3.20 

3.73 

4.26 

.20 

2 f 

.55 

1.09 

1.64 

2.19 

2.74 

3.28 

3.83 

4.36 

.21 

2 i 

.56 

1.12 

1.68 

2.24 

2.80 

3.36 

3.92 

4.48 

.22 

2 i 

.57 

1.15 

1.72 

2.30 

2.87 

3,46 

4.02 

4.59 

.23 

2| 

.59 

1.17 

1.76 

2.35 

2.93 

3.52 

4.10 

4.69 

.24 

2 i 

.60 

1.20 

1.80 

2.40 

3.00 

3.60 

4.19 

4.79 

.25 

3 

.61 

1.22 

1.83 

2.45 

3.06 

3.67 

4.28 

4.89 

.26 

3| 

.62 

1.25 

1.87 

2.49 

3.12 

3.74 

4.37 

4.99 

.27 

3 i 

.64 

1.27 

1.91 

2.54 

3.18 

3.81 

4.45 

5.08 

.28 

31 

.65 

1.29 

1.94 

2.59 

3.24 

3.88 

4.53 

5.18 

.29 

34 

.66 

1.32 

1.98 

2.64 

3.30 

3.96 

4.62 

5.28 

.30 

31 

.67 

1.34 

2.01 

2.68 

3.35 

4.02 

4.69 

5.36 

.31 

344 

.68 

1.36 

2.05 

2.73 

3.41 

4.09 

4.77 

5.45 

.32 

34 f 

.69 i 

1.38 

2.07 

2.76 

3.46 

4.15 1 

4.84 

5.53 

.33 

344 

.70 

1.41 

2.11 

2.81 

3.51 

4.22 

4.92 

5.62 

.34 

4 A 

.71 

1.43 

2.14 

2.85 

3.57 

4.28 

4.99 

5.70 

.35 

4 A 

.72 

1.45 

2.17 

2.89 

3.62 

4.34 

5.06 

5.78 

.36 

4 A 

.73 

1.47 

2.20 

2.93 

3.67 

4.40 

5.14 

1 5.87 

.37 

4 .- 1 - 

^16 

.75 

1.49 

2.23 

2.98 

3.72 

4.46 

5.21 

5.95 

.38 

4 A 

.75 

1.51 

2.26 

3.02 

3.77 

4.52 

5.28 

! 6.03 

.39 

444 

.76 

1.53 

2.29 

3.05 

3.82 

4.58 

5.35 

6.11 

.40 

441 

.77 

1.55 

2.32 

3.09 

3.87 

4.64 

5.42 

6.19 

.41 

444 

.78 

1.57 

2.35 

3.12 

3.92 

4.70 

5.48 

6.27 

.42 

SA 

.79 

1.59 

2.38 

3.17 

3.96 

4.75 

5.55 

6.34 

.43 

s-l 

.80 

1.60 

2.41 

3.21 

4.01 

4.81 

5.61 

6.42 

.44 

Si 

.81 

1.62 

2.43 

3.24 

4.06 

4.87 

5.68 

6.49 

.45 

Sf 

.82 

1.64 

2.46 

3.28 

4.10 

4.92 

5.74 

6.56 

.46 

54 

.83 

1.66 

2.49 

3.32 

4.15 

4.98 

5.81 

6.64 

.47 

Sf 

.84 

1.68 

2.52 

3.36 

4.20 

5.04 

5.87 

6.71 

.48 

Sf 

.85 

1.70 

2.54 

3.39 

4.24 

5.08 

5.93 

6.78 

.49 

Sf 

.86 

1.71 

2.57 

3.42 

4.28 

5.14 

5.99 

6.85 

.50 

6 

.87 

1.73 

2.59 

3.46 

4.32 

5.19 

6.05 

6.92 

.51 

6| 

.87 

1.75 

2.62 

3.49 

4.37 

5.24 

6.11 

6.99 

.52 

6 i 

.88 

1.76 

2.65 

3.53 

4.41 

5.29 

6.17 

7.05 

.53 

6 f 

.89 

1.78 

2.67 

3.56 

4.45 

5.34 

6.23 

7.12 

.54 

64 

.90 

1.80 

2.70 

3.59 

4.49 

5.39 

6.29 

7.19 

.55 

6 A 

.91 

1.81 

2.72 

3.63 

4.53 

5.44 

6.35 

7.25 

.56 

644 

.92 

1.83 

2.75 

3,66 

4.58 

5.49 

6.41 

7.32 

.57 

641 

.92 

1.85 

2.77 

3.69 

4.62 

5.54 

6.46 

7.38 

.58 

644 

.93 

1.86 

2.79 

3.73 

4.66 

5.59 

6.52 

7.45 

.59 

7 1 
• 16 

.94 

1.88 

2.82 

3.76 

4.70 

5.64 

6.58 

7.51 


* Computed from the formula: q == 0.61 A Vh. 
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the discharge through a submerged orifice, is doubled, the area remains 
unchanged and the discharge, q, is made only 1.4 times the original dis- 
charge. Comparisons similar to the above may readily be made for 
any change in depth by remembering that the discharge, g, varies with 
the three-halves power of the depth, H, for the rectangular and trape- 
zoidal weirs, with the five-halves power approximately for the triangular 



DISCHAf^BEjqJN CF.S, 

Fig. 18. — Curves showing the relation between the discharge of water in c.f.s. and 
the depth of water on the weir crest in feet for a 1-foot rectangular weir with 
suppressed end contractions, a 1-foot trapezoidal weir, a 90 “-notch triangular 
weir, and a submerged orifice of one square foot cross-section area. 

weir, and with the one-half power of the head, h, for a submerged orifice. 
The variations of discharge with depth of E have a very important 
bearing on irrigation practice and should be clearly understood by men 
in charge of water distribution. 

In order to illustrate further the influence of change of depth on the 
discharge, the curves of Fig. 18 are presented. The above relations may 
be confirmed by examination of these curves, and of Tables II to V. 

42. Advantages and Disadvantages of Weirs. — The advantages of 
weirs for water measurement are: (1) accuracy, (2) simplicity and ease 
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of construction^, (3) non-obstruction of moss or floating materials, and 
(4) durability. 

The disadvantages of weirs are: (1) the requirement of considerable 
fall of the water surface, or loss in head, which makes their use in sections 
having level land impracticable, and (2) the collection of gravel, sand, 
and silt above the weir, which prevents accuracy of measurement. 

The greatest advantage in the use of submerged orifices is found in 
relatively level sections where it is diflScult to obtain fall enough to 



use weir measurements. Orifices have in addition the advantages above 
enumerated for weirs. 

The more serious disadvantages are: (1) collecting of floating debris, 
and (2) collecting of sand and silt above the orifice, and thus preventing 
accurate measurement. 

43. Weir Box and Pond. — In the use of either of the weirs above 
described, the ditch or canal must be made wider and deeper than the 
average section of the canal for some distance upstream from the weir. 
This is to make the water approach the weir at a low velocity (usually 
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less than 0.5 foot per second) by flowing through a relatively large 
channel. The enlarged section of the ditch should be gradually tapered 
to the natural size. Cross currents just upstream from the weir must 
be prevented. This may be done by placing baffle boards across the weir 
channel. 

The weir may be placed in a weir box built of lumber or concrete, as 
shown in Fig. 19, or it may simply be placed in an enlargement of the 
ditch, as shown in Fig. 20. 

Less room is required when a box is used, but cleaning is made more 
difficult. For temporary use, the placing of a weir in the open ditch as 

in Fig. 20 is the more eco- 
nomical method. 

Cleaning is also less expen- 
sive in the open ditch, as a 
scraper may be used. The 
ditch downstream must be 
protected with loose rock or 
other material to prevent 
washing by the falling 
water. 

Table VI taken from Far- 
mers’ Bulletin 813 gives the 
sizes of weirs best adapted to 
measuring streams of water 

Fig. 20 — Weir notch and bulkhead in weir pond, varying from J to 22 c.f.S., 
(U. S, Dept. Agr. Farmers^ Bui. 813.) and also the proper dimen- 

sions for each size of rectang- 
ular, trapezoidal, and 90®-notch triangular weirs. 

The weir dimensions in Table VI illustrated in Fig. 19 are a little 
smaller than what would be necessary to obtain rigid accuracy, but 
boxes of these sizes will give results within 1 per cent of the correct values. 

For temporary wooden weirs, the wood of which the weir is constructed 
may well be used to form also the weir crest and sides. However, since 
wood warps easily and the sharp edges become worn and splintered, its 
use on permanent weirs for crests and sides is seldom desirable without 
some kind of metal lining. 

Clyde has brought together the following rules for setting and operat- 
ing weirs: 
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Geneeal Requirements foe Proper Setting and 
Operating Weirs 

(1) The weir should be set at the lower end of a long pool sufficiently 
wide and deep to give an even, smooth current with a velocity of ap- 
proach of not over 0.5 foot per second, which means practically still 
water. 

(2) The center line of the weir box should be parallel with the direction 
of the flow. 

(3) The face of the weir should be perpendicular, i.e., leaning neither 
upstream nor downstream. 


TABLE VI 

Weir-box Dimensions tor Rectangular, Cipolleitt, and 90°“Notch 
Triangular Weirs 

(Ail dimensions are in feet. The letters at the heads of the columns in this 
table refer to Fig. 19.) 


Rectangular and Trapezoidal Weirs with End Contractions 


Flow (Second- 
feet) 

Maximum Head 

Length of Weir 

Crest ^ 

Length of Box 

Above Weir 

Notch 

Length of Box 

Below Weir 

Notch 

Total Width 
of Box ^ 

Total Depth ^ 
of Box 

c 

CC 

O 

T3 S 
w 

Crest to 

Bottom ^ 

Hook Gage 
Distance 
Upstream 

Hook Gage 
Distance Q 

Across Stream 

i to 3 

1.0 

1 

1 

6 

i 

2 


3i 

2i 

2 

4 

2 

2 to 5 

1.1 

u 

7 

3 

7 

4 

2| 

2f 

4| 

2 

4 to 8 

1.2 

2 

8 

4 

8i 

44 

3i 

2| 

5 

24 

6 to 14 

1.3 

3 

9 

5 

12 

5 

44 

3i 


3 

10 to 22 

1.5 

4 

10 

6 

14 

54 

5 

34 

6 

3 


90®-Notch Triangular Weir 


i to 2i 

1.00 


i 

6 

2 

5 

3 

24 

1§ 

4 

2 

2 to 4J 

1.25 


64 

84 

64 

3i 

3i 

i 

14 

5 

24 


(4) The crest of the weir should be level so the water passing over it 
will be of the same depth at all points along the crest and sharp-crested 
so that the over-falling water touches the crest at only one point. 

(5) The distance of the crest above the bottom of the pool should be 
about 3 times the depth of water flowing over the weir crest; the sides 
of the pool should be at a distance from the sides of the crest not less than 
twice the depth of the water passing over the crest. 
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(6) The gage or weir scale may be placed on the upstream face of the 
weir structure and far enough to one side so that it will be in compara- 
tively still water, as shown in Fig. 19, or it may be placed at any point 
in the weir pond or box, so long as it is sufficiently above the weir to be 
free from the downward curve of the water as it passes over the weir 
crest. The zero of the weir scale or gage should be placed level with the 
weir crest. This may be done with an ordinary carpenter’s level, or 
where greater refinement is desired, with an engineer’s level. 

(7) The crest should be placed high enough so the water will fall 
freely below the weir, leaving an air space under the over-falling sheet 
of water. If the water below the weir rises above the crest this free fall 
is not possible, and the weir is then said to be submerged. Unless 
complicated corrections are made, measurements on submerged weirs 
are unreliable. 

(8) For accurate measurements the depth over the crest should be 
no more than one-third the length of the crest. 

(9) The depth of water over the crest should be no less than 2 inches, 
as it is difficult with smaller depths to get sufficiently accurate gage 
readings to give close results. 

(10) To prevent washing by the falling water the ditch downstream 
from the weir should be protected by loose rock or by other material. 

There are notable differences in opinion among irrigation authorities 
concerning the accuracy of the different weir formulae and the suitability 
of different water-measuring devices. The reader who desires further 
information concerning weirs, especially for precise measurements of 
water, should consult some of the references given at the end of the 
chapter. 

44. Measurement of Head or Depth on Weir Crest. — The measure- 
ment of the head or depth of water on the weir crest is obtained with a 
specially constructed scale or a carpenter’s rule. The special scale, 
called the weir gage, must be set upstream above the bulkhead a dis- 
tance no less than 4 times the depth of the water, iJ, flowing over the 
crest. This is made necessary by the downward curvature of the water 
surface near the crest. A scale marked off into feet, tenths, and hun- 
dredths of a foot on hard wood is satisfactory. The zero point on the 
scale must be set level with the crest of the rectangular or trapezoidal 
weir, or with the vertex of the triangular weir. If an open weir pond of 
sufficient width is used, the scale, or a lug upon which to place a rule, 
may be fastened to the bulkhead at a lateral distance from the end of 
the notch of not less than twice the greatest depth of water H over the 
crest. To get the zero point of the scale or the lug level with the crest, 
a carpenter’s level may be used. Allowing the water to flow into the 
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pond and slowly rise till it flows over the weir crest is inaccurate since 
the water surface will rise appreciably above the crest before flow over 
the crest begins. Small errors in reading H cause relatively large errors 
in the discharge determination. To show the error in measurement 
caused by an error in reading of only 0.01 foot, or less than | inch, 
Table VII, after Cone, is presented below. 

TABLE VII 


Peecentage of Ekeor in Discharge Over Weirs Caused by 0.01 Foot 
Error in Reading the Head 


Head 

Length of Weir Crest 

90° 

Notch 

Feet 

Feet 

Inches 

Per cent 
1 Foot j 

Per cent 
1.5 Feet 

Per cent 
2 Feet 

Per cent 
3 Feet 

Per cent 
4 Feet 

Per cent 

0.20 

0 

2f 

7.2 

7.5 

7.5 

7.6 

7.6 


.30 

0 

3f 

5.0 

5.1 

5.1 

5.6 

4.8 

8.5 

.50 

0 

6 

3.5 

3.2 

3.0 

2.9 

2.9 

5.0 

.70 

0 

8| 

2.1 

1.9 

2.1 

2.2 

2.2 

3.9 

.90 

0 

lOM 

1.8 

1.8 

1.8 

1.7 

1.7 

2.9 

1.10 

1 

III 


1.4 

1.3 

1.3 

1.3 

2.2 

1.25 

1 

3 




1.1 

1.1 

2.1 

1.50 

1 

6 




0.9 

1.0 



45. Portable Weirs. — It is frequently desirable to make occasional 
measurements of small streams at points where the cost of the instal- 
lation of permanent weirs would not be warranted. For example, the 
occasional measurement of surface run-off from various fields, though 
desirable, would hardly warrant the installation of a permanent weir. 
In cases of this kind, a small steel plate cut like a half circle and having 
a weir notch as illustrated in Fig. 21 serves well. The notch may be cut 
as a rectangle, trapezoid, or triangle, depending on the type of weir 
desired. 

Portable weirs are easily installed in ditches having sandy loam, 
loam, or clay loam bottoms and sides. Usually, in soils of these types, 
it is possible to drive the weir plate into the soil with a heavy hammer 
or an ax. It is necessary to use a carpenter^s level to avoid getting one 
end of the weir crest higher than the other. The depth of water flowing 
over the weir crest, or head, is measured by placing the end of a rule on 
a lug made for this purpose, as indicated in Fig. 21. 

46. Weirs without End Contractions. — A standard rectangular 
weir without end contractions consists of a wall having a sharp crest 
built across a rectangular channel, high enough to cause a complete 
deflection of water filaments as the stream passes over the weir. The 
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conditions for accuracy are the same as for the standard rectangular 
weir with contractions, except for those relating to side contractions. 
This type of weir can be used only in channels having a uniform rec- 
tangular cross-section. Air holes must be made through the weir box 
just below the weir crest so as to fully admit air under the sheet of over- 
falling water. 

The rectangular weir without end contractions as improved by Lyman 
is illustrated in Fig. 22. Extensive experiments on the discharges of the 
Lyman rectangular weirs with suppressed end contractions have given 
discharge tables of greater accuracy, particularly for weirs of different 
heights. Table VIII gives discharges per foot of length for weirs ranging 
from 0.5 foot to 3 feet in height. It shows that, for any given depth of 
water over the crest, the discharge decreases as the height of weir in- 
creases. 

4:6a. Clausen-Pierce Weir Rule. — A new, simple, inexpensive 
method of using weirs of various types for measuring irrigation water 
has recently been developed by Clausen and Pierce of the Salt River 
Project, Arizona. This method is adapted to the measurement of 
widely varying discharges ranging from less than one c.f.s. to several 
thousand c.f.s. Confronted with the problem of measuring the water 
delivered to a large number of irrigators, the designers of the device 
used in the new method have aimed to simplify the general requirements 
for properly setting and operating weirs, as given in Article 43. Special 
attention has been given to items (1) and (7) of Article 43 relating to 
velocity of approach and to submergence of weirs. 

The new system consists of the use of a light, graduated, extensible 
rod, with a piezometer on the back; measurements being made with 
the rod held directly on the weir crest, without allowance for velocity of 
approach, height of weir, or variations above and below the weir. 

The measuring rod is so designed as to include the influence of velocity 
of approach for free-flowing (non-submerged) weirs, the discharge per 
inch of length of weir crest being read directly on the front face of the 
rod. The discharge over submerged weirs is obtained by use of the ex- 
tensible feature and the piezometer of the rod in two simple operations. 

Two major accomplishments of the new device, according to its 
designers, are: 

(1) The necessity for expensive special structures in canals and 
ditches is eliminated, nothing being required but a rectangular section 
through which the stream may be made to pass. 

(2) The submerged weir is brought within the scope of practical field 
use without the necessity for careful determination of heads or velocities, 
or of relatively complicated computations, providing a simple and de- 
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TABLE VIII 

Discharge Tables for One Foot of Length of Lyman’s Rectangular Weir 


Head 

in 

Feet 

Head 

in 

Inches 

Weir 
0.5 Ft. 
High 

Weir 
0.75 Ft. 
High 

Weir 

1 Ft. 
High 

Weir 
1.5 Ft. 
High 

Weir 

2 Ft. 
High 

Weir 

3 Ft. 
High 

0.20 

2i 

0.32 

0.31 

0.31 

0.31 

0.31 

0.31 

.21 

2i 

.34 

.34 

.34 

.34 

.33 

.33 

.22 

2i 

.37 

.36 

.36 

.36 

.36 

.36 

.23 

2} 

.39 

.39 

.39 

.38 

.38 

.38 

.24 

2i 

.42 

.42 

.41 

.41 

.41 

.41 

.25 

3 

.45 

.44 

.44 

.44 

.43 

.43 

.26 

3i 

.48 

.47 

.47 

.48 

.46 

.46 

.27 

Si 

.50 

.50 

.49 

.49 

.49 

.48 

.28 

3f 

.53 

.52 

.52 

.51 

.51 

.51 

.29 

Si 

.56 

.55 

.55 

.54 

.54 

.54 

.30 

3f 

.60 

.58 

.58 

.57 

.57 

.56 

.31 

BU 

.63 

.61 

.61 

.60 

.60 

.59 

.32 

3ii 

.66 

.65 

.64 

.63 

.63 

.62 

.33 

3U 

.69 

.67 

.67 

.66 

.65 

.65 

.34 

4A 

.72 

.71 

.70 

.69 

.68 

.68 

.35 

4A 

.76 

.74 

.73 

.72 

.71 

.71 

.36 

4A 

.79 

.77 

.76 

.75 

.75 

.74 

.37 

4A 

i .82 

.80 

.79 

.78 

.78 

.77 

.38 

4* 

.86 

.84 

.83 

.81 

.81 

.80 

.39 

4ii 

.90 

.87 

.86 

.85 

.84 

.83 

.40 

4if 

.93 

.91 

.89 

.88 

.87 

.86 

.41 

m 

.97 

.94 

.93 

.91 

.90 

.90 

.42 

5A 

1.01 

.98 

.96 

.94 

.94 

.92 

.43 


1.05 

1.01 

1.00 

.98 

.97 

.96 

.44 

5i 

1.08 

1.05 

1.03 

1.01 

1.00 

.99 

.45 

5f 

1.12 

1.08 

1.06 

1.04 

1.03 

1.02 

.46 

5i 

1.16 

1.13 

1.11 

1.09 

1.07 

1.06 

.47 

5| 

1.21 

1.16 i 

1.14 

1.12 

1.11 

1.10 

.48 

Si 

1.25 

1.21 

1.19 

1.16 

1.15 

1.13 

.49 

5| 

1.29 

1.25 

1.22 

1.20 

1.18 

1 1.17 

.50 

6 

1.34 

1.29 

1.26 

1.24 

1.22 

1.20 

.51 

6i 

1.37 

1.32 

1.30 

1.27 

1.26 

1.24 

.52 

6i 

1.42 

1.36 

1.34 

1.31 

1.29 

1,27 

.53 
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1.47 

1.41 

1.38 

1.35 

1.33 

1.31 

.54 

6i 

1.51 

1.44 

1.42 

1.39 

1.37 

1.35 

.55 

6A 

1.56 

1.49 

1.46 

1.43 

1.41 

1.39 

.56 

6ii 

1.60 

1.53 

1.50 

1.46 

1.44 

1.42 

.57 

6M 

1.64 

1.57 

1.54 

1.50 

1.48 

1.46 

.58 

6« 

1.69 

1.61 

1.58 

1.54 

1.52 

1.50 

.59 

7* 

1.74 

1.67 

1.63 

1.59 

1.57 

1.55 

.60 

7A 

1.79 

1.70 

1.68 

1.63 

1.61 

1.58 

.61 

7A 

1.83 

1.75 

1.72 

1.68 

1.65 

1.63 

.62 

7A 

! 1.88 

1.80 

1.76 

1.71 

1.69 

1.67 

.63 

7A 

1.93 

1.85 

1.81 

1.76 

1.73 

1.71 

.64 

7ii 

1.98 

1.90 

1.86 

1.82 

1.79 

1.76 

.65 

7M 

2.04 

1.93 

1.89 

1.84 

1.81 

1.78 

.66 

7if 

2.09 

1.99 

1.95 

1.89 

1.87 

1.83 

.67 

8A 

2.14 

2.03 

1,98 

1.93 

1.90 

1.87 

.68 

8i 

2.19 

2.08 

2.03 

1.98 

1.95 

1.91 

.69 

8i 

2.24 

2.13 

2.08 

2.03 

1.99 

1.96 

.70 

8f 

2.30 

2.18 

2.13 

2.07 

2.03 

2.00 

.71 

8i 

2.35 

2.22 

2.17 

2.12 

2.09 

2.04 

.72 

8f 

2.41 

2.28 

2.22 

2.16 

2.13 

2.09 

.73 

8| 

2.47 

2.33 

2.27 

2.20 

2.18 

2.14 
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pendable method of measuring any volume of flow with any difference 
in level between upstream and downstream water surfaces. 

47. The Parshall Flume. — Working with the United States Depart- 
ment of Agriculture in cooperation with the Colorado Agricultural Ex- 
periment Station, Parshall has recently designed a water-measurement 
device in which the discharge is obtained by measuring the depression 
caused by forcing a stream through a contracted channel with a de- 
pressed bottom. The disadvantages of weirs and submerged orifices 
are largely overcome by the Parshall Flume. However, since the head, 



Fig. 23. — Parshall measuring flume, including stilling-well equipment with indi- 
cating tape device. Staff gage in well. (Colo. Agr, Exp. Sta. Bui. 336.) 


Hy on which the measurement is based is very small, great care must be 
exercised in determining the differences in water level to get accurate 
measurements. The flume is illustrated in Fig. 23. 

The Parshall measuring flume is a product of many years of pains- 
taking research. It was first known as the Venturi flume, being some- 
what similar to the Venturi tube or meter early designed to measure 
the flow of water in pipes. Later it was designated the Improved 
Venturi Flume.’^ Details concerning its design, construction, and use 
are available in the recent bulletins by Parshall cited in the references 
for Chapter III. 

48. The Current Meter. — One of the most widely used devices for 
measuring flowing water is the current meter, one type of which is shown 
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in Fig. 24a. Another meter is shown under the water in Fig. 246 in 
the position of actual use. The meter is calibrated by passing it through 
still water at a known speed and noting the number of revolutions per 
second. When the calibrated meter is held still in running water at the 
proper depth, it is thus possible to determine the average velocity of the 
water by observing the number of revolutions per second in the meter. 
It has been found in streams not over 1.5 feet in depth that the average 
velocity is at about 0.6 of the depth;* in streams over 1.5 feet in depth 
that the average velocity is represented by the average of the velocities 



Fig. 24o. — Current meter showing rod sus- 
pension with double-end hanger and round 
wading base. (Courtesy; The A. Leitz Co.) 



Fig. 246. — Gurley current meter 
in use. 


at 0.2 and 0.8 of the depth. In the measurement of flowing water it is 
essential that the current meter be placed at the point or points of aver- 
age velocity. Another method of determining the average velocity in 
a stream is the integration method, in which the current meter is raised 
and lowered slowly and at a constant rate from the bottom to the top 
of the stream. On practically all the larger canals, and on rivers, dis- 
charge measurements are computed from current-meter readings of 
velocity and measured cross-section areas. 

By measuring the discharge of a canal or river at several different 
stages (or depths) the engineer obtains data from which he determines 
a relation between the depth of the water and the discharge of the stream. 
The changes in depth are usually referred to a permanent bench mark,' 

* Some authorities have found that velocities measured at 0.6 of the depth in 

shallow streams usually range from 4 to 6 per cent higher than the true averaee 
velocities. c 
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or elevation datum; and distances vertically above datum are desig- 
nated gage heights/’ After measuring the discharges at various gage 
heights the engineer plots a rating curve of which Fig. 25 is typical^ 
This figure shows discharges ranging from zero c.f.s. at 0.4 foot gage 
height to 100 c.f.s. at a gage height of 2.35 feet. At any gage heights 
between these limits the reader can determine the discharge from the 
figure. At a gage height of 1 foot, for example, the discharge is 25 c.f.s. 

The major advantages of the current meter are that they require no 
obstruction of stream flow and are suited to large streams. Water 
commissioners whose responsibility it is to distribute the public waters 
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Fig. 25. — Typical rating curve for an irrigation canal. 

to those entitled to their use depend for their measurements very largely 
on rating curves. The gage height may be read by non-technical men, 
but the actual use of the meter and the making of rating tables and rating 
curves are tasks for the trained and experienced hydrographer or for 
an engineer. 

During recent years Hoff has developed a comparatively simple cur- 
rent meter that is adapted to a wide variety of flow conditions. 

49. Mechanical Measuring and Recording Devices. — During recent 
years a number of mechanical devices for water measurement have been 
designed. Most of these devices not only measure the rate of flow, but 
also automatically register the total amount of water passing in any 
given period of time. Canal companies that base water charges on the 



60 MEASUREMENT OF IRRIGATION WATER 

number of acre-feet delivered to individual irrigators find self-registering 
devices serviceable and convenient. 

Important among the devices used to date are the following: Deth- 
ridge meter, Hill meter, Venturi meter, Reliance meter, and Lyman 
water register. The Dethridge meter, designed and extensively used 
in Australia, has been carefuUy investigated by the United States 
Department of Agriculture and the Colorado Agricultural Experiment 
Station, It is likely that more extended use of mechanical-automatic- 
registering devices wiU be made as water increases in value and as more 
irrigation companies, in order to stimulate economy among their irri- 
gators, find it necessary to base water charges on the actual amounts of 
water delivered, 

50, The Division of Irrigation Water. — Many irrigation companies 
in Utah and other western states divide their streams according to the 



Fig. 26, — Typical divider used on streams carrying considerable gravel (Utah Agr. 
Exp. Sta. Circular 77). 


number of shares of stock owned by individuals or groups of individuals. 
On the smaller streams a single company either owns the entire flow or 
it is divided among two or three companies, each company owning a 
share of the total stream. The users are not so much interested in the 
measurement of the water as they are in the division of the stream. For 
example, one company may be entitled to five-twelfths of the stream and 
another company to seven-twelfths of the stream. The two companies 
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own all the water in the stream. Many times a division must be made 
where it is impracticable to make a measurement. 

If even an approximate division is made, there are a few principles 
which must be observed. The water must approach the divider in 
parallel paths, i.e., there must be no cross currents. To secure this 
condition the divider box must be placed at the lower end of a long flume 
or of a straight open channel. The floor of the channel immediately 
above the divider should be level transversely. If the water is reason- 



Fig. 27. — Adjustable divider (Utah Agr. Exp. Sta. Circular 6). 


ably free from silt it is desirable to have the water approach the divider 
at a low velocity. For streams carrying considerable silt and gravel 
there should be no obstruction in the channel in form of bulkhead, and 
the velocity with which the water enters should be maintained through 
the structure. Fig. 26 shows a form of divider used on mountain streams 
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which carry considerable debris. It is very important that these struc- 
tures have a long^ straight channel of approach. Any gravel or d4bris 

allowed to collect in the 
channel of approach will 
cause cross currents and 
interfere with proper di- 
vision. 

The flow over a weir 
can be easily divided by 
placing a sharp-edged 
partition below the weir 
to divide the stream as 
it falls over the crest. 
The crest of this parti- 
tion should be placed a 
sufficient distance below 
the weir crest to permit a free circulation of air between the divider and 
the sheet of water falling over the weir. 

The discharge over a weir is not exactly proportional to the length of 



Fig. 28. — Proportional division box. (U. S. Dept. 
Agr. Farmers’ Bui. 348.) 



the crest; the error in considering it so, however, is slight. The trape- 
2 ;oidal weir is the most desirable form if it is to be used as a divider. 
The flow over this weir is very nearly proportional to length of crest. 
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If it is desired to divide the stream into two parts, one taking five-sixths 
and the other one-sixth of the flow, the divider should be placed one- 
sixth of the distance from the end of the weir. Fig, 27 shows a trape- 
zoidal weir divider fixed to divide a stream into three parts. 

If it is desired to divide a stream into two equal parts, the rectangular 
weir, either with or without end contractions, is entirely satisfactory. 
In localities where water is distributed to the several parts of the farm 
in underground pipes it is essential to provide special boxes for making 
a proportional division of the water. A typical concrete proportional 
division box connected to a pipe line is illustrated in Fig. 28, and a con- 
crete division box with flashboards is shown in Fig. 29. 

51. Convenient Equivalents. — The following convenient equivalents 
are helpful in stream discharge measurements: 

Units of Flow: 

1. 1 e.f.s. ~ 50 Utah miner^s inches. 

2. 1 e.f.s. = 7.48 U. S. gallons per second; 448.8 (approximately 450) gallons 

per minute; and 646,272 gallons per 24-hour day. 

3. 1 second-foot = 1 acre-inch per hour (approximately). 

Units at Rest: 

4. 1 acre-foot = 325,850 gallons = 43,560 cubic feet. 

5. 1 cubic foot of water weighs 62.5 pounds. 

6. 1 gallon == 8.36 pounds of water. 

7. 1 gallon = 231 cubic inches (liquid measure). 
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CHAPTER IV 

PUMPING WATER FOR IRRIGATION 

The major part of the water used for irrigation in the world flows 
from its source in rivers,' reservoirs, or lakes to the irrigated lands in 
response to the force of gravity on each unit mass of water, as discussed 
in Chapter II. However, there are large areas of arable land so situated 
that available water cannot be brought to them by gravity. Other 
areas may be reached by gravity but the locations and topography with 
respect to the water supply are such that cost of building the necessary 
gravity canals, flumes, inverted siphons, tunnels, and other conveyance 
structures is so great that water cannot economically be brought to 
the land by gravity. For many of these areas, water is raised by some 
mechanical device from its natural sources, whether surface or under- 
ground, to the elevation of the higher parts of the land or to still higher 
elevations if at distant points, so that it will flow over the land by 
gravity for irrigation purposes. This practice of raising water, known 
as irrigation pumping, is widely followed in the arid regions of the world. 
In the humid regions of the United States it is becoming an important 
practice for spray irrigation. 

The mechanical devices for lifting water for irrigation vary widely. 
Some are crude and inefScient — others are highly perfected and effi- 
cient. This chapter is concerned with the principles and problems of 
pumping water in relatively small quantities for individually owned 
farms. It does not include the engineering problems involved in the 
design and operation of the large irrigation pumping projects, which are 
as a rule owned by corporate or district or other community enterprises. 
* 52. Power Requirements and Pumping Plant Efficiencies. — Mechan- 
ical power is defined as the time rate of doing work, and work is defined 
as the product of force and distance. The power units commonly used 
in irrigation are foot-pounds per second and horse power. Thus, to 
lift 2 cubic feet of water (125 pounds) a vertical distance of 1 foot each 
second would require 125 foot-pounds per second, provided the lifting 
device (pumping plant) were 100 per cent efficient. If the pumping 
plant efficiency were only 50 per cent it would require 250 foot-pounds 
per second, thus providing for a loss of one-half of the total required 
power in overcoming friction, in generating heat, etc. The unit of power 
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most commonly used in the United States is the horse power, which is 
550 foot-pounds per second, or 33,000 foot-pounds per minute. One 
horse power would lift 1 c.f.s. a vertical distance of 8.8 feet if it were 
possible to get 100 per cent efficiency as shown below: 


Horse power = 


1 X 62.5 X 8.8 
550 


Because it is impossible to obtain an efficiency of 100 per cent, the horse 
power required to lift 1 c.f.s. any height, as illustrated above, is desig- 
nated the theoretical horse power.^^ Table IX, taken from King^s 
Handbook of Hydraulics,* gives theoretical horse power for 1 c.f.s. for 
heads from 0 to 100 feet. To determine the theoretical horse power 
required for a stream of any size, say 5 c.f^s., the reader need only mul- 
tiply the observed value in the table by 5. To illustrate. Table IX 
shows that to lift 1 c.f.s. 45.5 feet would require, theoretically, 5.162 HP. 
Therefore, 5 c.f.s. would require 25.81 HP. Pumping plant efficiency 
is defined as the ratio of the power output to the power input. The 
electricity, gas, oil, or coal consumed by the motor or engine is the input. 
Therefore, if an electric motor actually consumes 51.62 HP electric cur- 
rent to lift 5 c.f.s, 45.5 feet the eflBciency is 50 per cent. Hence, to obtain 
the actual HP requirement, one needs only to divide the theoretical 
requirement by the efficiency, expressed as a decimal. Thus to raise 
5 c.f.s. 45.5 feet with a plant efficiency of 50 per cent requires: 

Actual HP = = 51.62 

U.OU 


The horse power delivered by an electric motor or by an engine to the 
shaft it turns is known as the brake horse power. The ratio of the useful 
water horse power delivered by a pump (the output) to the brake horse 
power (the input to the pump) is defined as the pump efficiency. 

To understand clearly the consumption of different fuels in pumping, 
it is helpful to note that, by definition 


P'""' - ttoJ (24) 

and hence that 

work = power X time (25) 


The expression horse-power-hour is used to designate the continuous con- 
sumption or delivery of 1 horse power for a period of 1 hour, and is there- 
fore equal to 550 X 60 X 60 foot-pounds of work The terms work and 
energy are fundamentally the same and are used interchangeably. 

* See references for Chap. III. 
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TABLE IX 

Theoretical. Horse Power op 1 Cubic Foot per Second op Water, for Heads 

PROM 0 TO 100 Feet 


Head in 
Feet 

.0 

.1 

.2 

.3 

.4 

.5 

.6 

.7 

.8 

.9 

1 

0.113 

0.125 

0.136 

0.147 

0.159 

0.170 

0.182 

0.193 

0.204 

0.216 

2 

.227 

.238 

.250 

.261 

.272 

.284 

.295 

.306 

.318 

.329 

3 

.340 

.352 

.363 

.374 

.386 

.397 

.408 

.420 

.431 

.442 

4 

.454 

.465 

.477 

.488 

.499 

.511 

.522 

.533 

.545 

.556 

5 

.567 

.579 

.590 

.601 

.613 

.624 

.635 

.647 

.658 

.669 

6 

.681 

.692 

.703 

.715 

.726 

.737 

.749 

.760 

.771 

.783 

7 

.794 

.806 

.817 

.828 

.840 

.851 

.862 

.874 

.885 

.896 

8 

.908 

.919 

.930 

.942 

.953 

.964 

.976 

.987 

.998 

1.010 

9 

1.021 

1.032 

1.044 

1.055 

1.066 

1.078 

1.089 

1.101 

1.112 

1.123 

10 

1.135 

1.146 

1.157 

1.169 

1.180 

1.191 

1.203 

1.214 

1.225 

1.237 

11 

1.248 

1.259 

1.271 

1.282 

1.293 

1.305 

1.316 

1.327 

1.339 

1.350 

12 

1.361 

1.373 

1.384 

1.395 

1.407 

1.418 

1.430 

1.441 

1.452 

1.464 

13 

1.475 

1.486 . 

1.498 

1.509 

1.520 

1.532 

1.543 

1.554 

1.566 

1.577 

14 

1.588 

1.600 

1.611 

1.622 

1.634 

1.645 

1.656 

1.668 

1.679 

1.690 

15 

1.702 

1.713 

1.725 

1.736 

1.747 

1.759 

1.770 

1.781 

1.793 

1.804 

16 

1.815 

1.827 

1.838 

1.849 

1.861 

1.872 

1.883 

1.895 

1.906 

1.917 

17 

1.929 

1.940 

1.951 

1.963 

1.974 

1.985 

1.997 

2.008 

2.019 

2.031 

18 

2.042 

2.054 

2.065 

2.076 

2.088 

2.099 

2.110 

2.122 

2.133 

2.144 

19 

2.156 

2.167 

2.178 

2.190 

2.201 

2.212 

2.224 

2.235 

2.246 

2.258 

20 

2.269 

2.280 

2.292 

2.303 

2.314 

2.326 

2.337 

2.349 

2.360 

2.371 

21 

2.383 

2.394 

2.405 

2.417 

2.428 

2.439 

2.451 

2.462 

2.473 

2.485 

22 

2.496 

2.507 

2.519 

2.530 

2.541 

2.553 

2.564 

2.575 

2.587 

2.598 

23 

2.609 

2.621 

2.632 

2.643 

2.655 

2.666 

2.678 

2.689 

2.700 

2.712 

24 

2.723 

2.734 

2.746 

2.757 

2.768 

2.780 

2.791 

2.802 

2.814 

2.825 

25 

2.836 

2.848 

2.859 

2.870 

2.882 

2.893 

2.904 

2.916 

2.927 

2.938 

26 

2.950 

2.961 

2.973 

2.984 

2.995 

3.007 

3.018 

3.029 

3.041 

3.052 

27 

3.063 

3.075 

3.086 

3.097 

3.109 

3.120 

3.131 

3.143 

3.154 

3.165 

28 

3.177 

3.188 

3.199 

3.211 

3.222 

3.233 

3.245 

3.256 

3.267 

3.279 

29 

3.290 

3.302 

3.313 

3.324 

3.336 

3.347 

3.358 

3.370 

3.381 

3.392 

30 

3.404 

3.415 

3.426 

3.438 

3.449 

3.460 

3.472 

3.483 

3.494 

3.506 

31 

3.517 

3.528 

3.540 

3.551 

3.562 

3.574 

3.585 

3.597 

3.608 

' 3.619 

32 

3.631 

3.642 

3.653 

3.665 

3.676 

3.687 

3.699 

3.710 

3.721 

3.733 

33 

3.744 

3.755 

3.767 

3.778 

3.789 

3.801 

3.812 

3.823 

3.835 

3.846 

34 

3.857 

3.869 

3.880 

3.891 

3.903 

3.914 

3.926 

! 3.937 

3.948 

3.960 

35 

3.971 

3.982 

3.994 

4.005 

4.016 

4.028 

4.039 

4.050 

4.062 

4.073 

36 

4.084 

4.096 

4.107 

4.118 

4.130 

4.141 

4.152 

4.164 

4.175 

4.186 

37 

4.198 

4.209 

4.221 

4.232 

4.243 

4.255 

4.266 

4.277 

4.289 

4.300 

38 

4.311 

4.323 

4.334 

4.345 

4.357 

4.368 

4.379 

4.391 

4.402 

4.413 

39 

4.425 

4.436 

4.447 

4.459 

4.470 

4.481 

4.493 

4.504 

4.515 

4.527 

40 

4.538 

4.550 

4.561 

4.572 

4.584 

4.595 

4.606 

4.618 

4.629 

4.640 

41 

4.652 

4.663 

4.674 

4.686 

4.697 

4.708 

4.720 

4.731 

4.742 

4.754 

42 

4.765 

4.776 

4.788 

4.799 

4.810 

4.822 

4.833 

4.845 

4.856 

4.867 

43 

4.879 

4.890 

4.901 

4.913 

4.924 

4.935 

4.947 

4.958 

4.969 

4.981 

44 

4.992 

5.003 

5.015 

5.026 

5.037 

5.049 

5.060 

5.071 

5.083 

5.094 

45 

5.105 

5.117 

5.128 

5.139 

5.151 

5.162 

5.174 

5.185 

5.196 

5.208 

46 

5.219 

5.230 

5.242 

5.253 

5.264 

5.276 

5.287 

5.298 

5.310 

5.321 

47 

5.332 

5.344 

5.355 

5.366 

5.378 

5.389 

5.400 

5.412 

5.423 

5.434 

48 

5.446 

5.457 

5.469 

5.480 

5.491 

5.503 

5.514 

5.525 

5.537 

5.548 

49 

5.559 

5.571 

5.582 

5.593 

5.605 

5.616 

5.627 

5.639 

5.650 

5.661 

50 

5.673 

5.684 

5.695 

5.707 

5.718 

5.729 

6.741 

5.752 

5.763 

5.775 
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TABLE IX {Concluded) 

Theoretical Horse Power of 1 Cubic Foot per Second of Water, for 

FROM 0 TO 100 Feet 


Head in ^ j 2 .3 .4 

Feet 

.5 

.6 

.7 

.8 

51 5.786 5.798 5.809 5.820 5.832 

5.843 

5.854 

5.866 

5.877 

52 5.900 5.911 5.922 5.934 5.945 

5.956 

5.968 

5.979 

5.990 

53 6.013 6.024 6.036 6.047 6.058 

6.070 

6.081 

6.093 

6.104 

54 6.127 6.138 6.149 6.161 6.172 

6.183 

6.195 

6.206 

6.217 

55 6.240 6.251 6.263 6.274 6.285 

6.297 

6.308 

6.319 

6.331 

56 6.353 6.365 6.376 6.387 6.399 

6.410 

6.422 

6.433 

6.444 

57 6.467 6.478 6.490 6.501 6.512 

6.524 

6.535 

6.546 

6.558 

58 6.580 6.592 6.603 6.614 6.626 

6.637 

6.648 

6.660 

6.671 

59 6.694 6.705 6.717 6.728 6.739 

6.751 

6.762 

6.773 

6.785 

60 6.807 6.819 6.830 6.841 6.853 

6.864 

6.875 

6.887 

6.898 

61 6.921 6.932 6.943 6.955 6.966 

6.977 

6.989 

7.000 

7.011 

62 7.034 7.046 7.057 7.068 7.080 

7.091 

7.102 

7.114 

7.125 

63 7.148 7.159 7.170 7.182 7.193 

7.204 

7.216 

7.227 

7.238 

64 7.261 7.272 7.284 7.295 7.306 

7.318 

7.329 

7.341 

7.352 

65 7.375 7.386 7.397 7.409 7.420 

7.431 

7.443 

7.454 

7.465 

66 7.488 7.499 7.511 7.522 7.533 

7.545 

7.556 

7.567 

7.579 

67 7.601 7.613 7.624 7.635 7.647 

7.658 

7.670 

7.681 

7.692 

68 7.715 7.726 7.738 7.749 7.760 

7.772 

7.783 

7.794 

7.806 

69 7.828 7.840 7.851 7.862 7.874 

7.885 

7.896 

7.908 

7.919 

70 7.942 7.953 7.965 7.976 7.987 

7.999 

8.010 

8.021 

8.033 

71 8.055 8.067 8.078 8.089 8.101 

8.112 

8.123 

8.135 

8.146 

72 8.169 8.180 8.191 8.203 8.214 

8.225 

8.237 

8.248 

8.259 

73 8.282 8.294 8.305 8.316 8.328 

8.339 

8.350 

8.362 

8.373 

74 8.396 8.407 8.418 8.430 8.441 

8.452 

8.464 

8.475 

8.486 

75 8.509 8.520 8.532 8.543 8.554 

8.566 

8.577 

8.589 

8.600 

76 8.623 8.634 8.645 8.657 8.668 

8.679 

8.691 

8.702 

8.713 

77 8.736 8.747 8.759 8.770 8.781 

8.793 

8.804 

8.815 

8.827 

78 8.849 8.861 8.872 8.883 8.895 

8.906 

8.918 

8.929 

8.940 

79 8.963 8.974 8.986 8.997 9.008 

9.020 

9.031 

9.042 

9.054 

SO 9.076 9.088 9.099 9.110 9.122 

9.133 

9.144 

9.156 

9.167 

81 9.190 9.201 9.213 9.224 9.235 

9.247 

9.258 

9.269 

9.281 

82 9.303 9.315 9.326 9.337 9.349 

9.360 

9.371 

9.383 

9.394 

83 9.417 9.428 9.439 9.451 9.462 

9.473 

9.485 

9.496 

9.507 

84 9.530 9.542 9.553 9.564 9.576 

9.587 

9.598 

9.610 

9.621 

85 9.644 9.655 9.666 9.678 9.689 

9.700 

9.712 

9.723 

9.734 

86 9.757 9.768 9.780 9.791 9.802 

9.814 

9.825 

9.837 

9.848 

87 9.871 9.882 9.893 9.905 9.916 

9.927 

9.939 

9.950 

9.961 

88 9.984 9.995 10.007 10.018 10.029 

10.041 

10.052 

10.063 

10.075 


10.154 

10.166 

10.177 

10.188 


10.268 

10.279 

10.290 

10.302 


10.381 

10.392 

10.404 

10,415 

92 10.438 10.449 10.461 10.472 10,483 

10.495 

10.506 

10.517 

10.529 

93 10.551 10.563 10.574 10.585 10.597 

10.608 

10.619 

10.631 

10.642 

94 10.665 10.676 10.687 10.699 10.710 

10.721 

10.733 

10.744 

10.755 

95 10.778 10.790 10.801 10.812 10.824 

10.835 

10.846 

10.858 

10.869 

96 10.892 10.903 10.914 10.926 10.937 

10.948 

10.960 

10.971 

10.982 

[■■f Bi'i liBI 

11.062 

11.073 

11.085 

11.096 

98 11.119 11.130 11.141 11.153 11.164 

11.175 

11.187 

11.198 

11 .219 

99 11.232 11.243 11.255 11.266 11.277 

11.289 

11.300 

11.311 

11.323 


Heads 


.9 


5.888 

6.002 

6.115 

6.229 

6.342 

6.456 

6.569 

6.682 

6.796 

6.909 

7.023 

7.136 

7.250 

7.363 

7.477 

7.590 
7.704 
7.817 
7.930 
! 8.044 

8.157 

8.271 

8.384 

8.498 

8.611 

8.725 

8.838 

8.952 

9.065 

9,178 

9.292 

9.405 

9.519 

9.632 

9.746 

9.859 

9.973 

10.086 

10.200 

10.313 

10.426 

10.540 

10.653 

10.767 

10.880 

10.994 

11.107 

11.221 

11.334 

11.448 
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The water horse power is defined as the power theoretically 
required to lift a given quantity of water per second to a specified height. 
In irrigation pumping it may be termed the output.^^ It is apparent 
from the foregoing definitions that 


_ Q2,^qh _ qh 
550 ”"8.8 * 

where = water horse power; 

q = discharge in ci.s.; 

h = vertical lift in feet. 

If g is measured in g.p.m. rather than c.f.s. then 


HP, = 


8.33gA _ qh 
33,000 “ sm 


(26) 


(27) 


Equations (26) and (27) are useful in determining water horse power 
when q and h are known. Furthermore, based on definition given 
above 


Pumping plant efficiency = ^ : 7 . . (28) 

^ ^ 8.8 X horse-power input ^ ^ 


Occasional field tests of plant efficiencies aid the irrigator to guard against 
low efficiencies and expensive operation. 

Field tests have recently been made by Johnston of 91 irrigation pump- 
ing plant efficiencies in California. The results of these tests show aver- 
ages of 49.8 per cent for centrifugal pumps; 40.5 per cent for deep-well 
turbine pumps, and 44.5 per cent for deep-well screw pumps. The 
maximum plant efficiency found was 70 per cent and the minimum 15.2 
per cent. Johnston stresses the importance to the farmer of keeping 
pumping equipment in good condition, asserting that the low efficiencies 
found in the field study “ are largely chargeable to failure on the part 
of the owner to keep his equipment in good running order. 

53. Pumping Lifts. — The vertical distance through which water is 
lifted for irrigation purposes varies widely. In some localities, notably 
in parts of Egypt and of India, the water is lifted only a few feet; in 
other places, like parts of California, it is raised several hundred feet. 
In American irrigation practice the maximum height of lift is deter- 
mined by cost limitations, not by mechanical or power limitations. 
From the discussion of Article 52 and from Table IX, it is apparent 
that for any given size of irrigation stream the power requirement 
is roughly proportional to the lift. Among engineers the difference in 
elevation of the water surface in a pond, lake, or river from which the 
pumped water is taken, and the water surface of the discharge canal, 
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is known as the “static head.” In pumping from ground-water 
sources the static head includes also the “ draw down,” which is the 
head required to generate the power necessary to drive the same vol- 
ume of water per second from the soil into the weU as is received by 
the pump and delivered to the surface of the land. It is desirable always 
to avoid excessive draw down in order to avoid excessive power require- 
ments. In addition to the static head that pumps must work against, 
consumption of a certain amount of power is essential to drive a given 
stream against the frictional resistance, sharp curves in pipes, and other 
factors which retard water motion. These retardation elements ex- 
plain the fact that pumping-plant efficiencies range from about 75 per 



Fig. 30. — The Natali, or swinging basket. (U. S. Dept. Agr. O. B. S. BuL 130.) 

cent under very favorable conditions down to 20 per cent or even less 
with unfavorable conditions. 

In Utah and Idaho, under general farm practice, it is rarely profitable 
to pump water for irrigation purposes against a static head in excess of 
75 feet. In parts of the Pacific coast states under intensive agriculture, 
water is economically pumped for irrigation against static heads of 300 
feet or more. Because of the large number of variable factors influ- 
encing profits from pumping water for irrigation, it is impracticable 
to set specific limits of profitable pumping lifts that will apply in differ- 
ent localities for any length of time. It is important for farmers who 
contemplate irrigation pumping to keep in mind the fact that cost to 
the farmer of pumped water is roughly proportional to the height of 
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lift. Proposals to pump water through high lifts should be very care- 
fully considered before investments are made; on the other hand^ good 
dependable water supplies 
that may be made avail- 
able for irrigation by 
pumping only a few feet 
should not be overlooked. 

54. Primitive Irrigation 
Pumping Methods. — 

Raising water for irriga- 
tion has been practiced for 
many centuries in Egypt, 

India, and others of the 
older countries where irri- 
gation is essential to agri- 
culture. One of the de- 
vices early used in Egypt 
and India known as the 
Natali, or swinging basket, 
is illustrated in Fig. 30. 

With this simple device, 
merely a leather bucket, 
two men can raise approxi- 
mately 12 g.p.m. to a height 
of 3 to 4 feet. Based on 
the common assumption 
that a man can do | HP 
work, the efficiency of the 
Natali is only 5 per cent. 

Another primitive de- 
vice, known as the Shaduf, 
still used in Egypt and 
some of the other older 
countries, is illustrated in 
Fig. 31. This device 
makes use of the principle 
of the lever with a suspended fulcrum and counter weight. The bucket, 
suspended from the long end of the pole, in some cases is made of leather, 
stiffened near the top with a wooden hoop. The operator throws his 
weight on the sweep, the bucket fills, and the counter weight raises it 
to the next higher channel into which the water is poured. A single 
Shaduf is operated by one man, and with it he can lift water only 6 or 6 


O. E. S. Bui. 130.) 
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feet, but they are sometimes installed in series of 3 or 4, thus raising 
the water 20 feet or more. With the Shaduf one man can raise ap- 
proximately 22 g.p.m. from 5 to 6 feet; thus making an efficiency of 
about 25 per cent. 

Still another device is the Archimedean ScreWj illustrated in Fig. 32. 
Although it is as a rule operated by hand, in some parts of Egypt small 
engines are used to drive this device. The construction and operation 
are described by C. T. Johnston as follows: 

Around an iron shaft some 14 or 15 feet long is built a screw, made 
up of thin pieces of wood so fitted together as to be practically water- 
tight. A water-tight wooden cylinder is constructed around the screw. 
The diameter of the cylinder is ordinarily about 14 inches, and its length 
does not often exceed 8 or 9 feet. The pitch of the screw is about 1 rev- 
olution to IJ diameters. The screw is so attached that it will not 
revolve on the shaft. The shaft projects from both ends of the cylinder 
and is supported near its extremities by posts. The screw inclines 30 
degrees or less to the horizon, with its lower end in the water. To the 
upper end of the shaft a crank is attached. This lifting device is shown 
in the illustration. One or two men usually operate a screw, but in 
rare cases, when the screw is especially large or the lift considerable, a 
small engine is employed. High lifts are practically impossible on 
account of the difficulty of supporting a screw of great length. This 
device is more efficient than the lifting machines contrived by the 
natives. One man can irrigate from 1 to 2 acres a day with this machine, 
provided the lift be not over 2 feet.'^ 

A pumping device operated by animal power, as illustrated in Fig. 
33,. known as the Sakiyeh, and also as the Persian wheel, is still widely • 
used in Egypt and in India and in some of the other older countries. 
Johnston describes the construction and operation in the following 
language: 

The Sakiyeh consists of a horizontal wooden wheel about 10 feet 
in diameter with cogs projecting. The wheel is supported on a vertical 
shaft which rests on a wooden bearing and is held in position by a wooden 
beam about 6 feet above the ground. The horizontal wheel, rotated 
by an ox, is geared to a vertical wood wheel on a horizontal shaft to 
which is also fastened a large vertical wheel supporting earth jars with 
which to raise the water. 

In some localities the Sakiyehs are turned by the current of water in 
the canals. 

The capacity of the Sakiyeh ranges from 15 to 25 g.p.m. for lifts from 
8 to 12 feet. Assuming average values of 20 g.p.m. and 10-feet lift, 
and assuming also that an ox can do work at the rate of J HP, then the 
efficiency of the Sakiyeh is approximately 10 per cent. 
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Fig. 32 . — Archimedean screw, showing interior construction at right. 
Agr. O. E. S. Bui. 130.) 


Fig. 33. — Sakiyehs, or, Persian Wheels. (U. S. Dept. Agr. G. E. S. Bui. 130.) 
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56. Modem Irrigation Pumping Methods. — In contrast to the prim- 
itive methods of pumping water for irrigation, of which some are briefly 
described above, pumping machinery of high efficiency is now commonly 
used on many irrigated farms. In the western United States substan- 
tial advancement has been made in the design and operation of pumps 
. i during recent years. Moreover, pumping costs are greatly reduced by 

obtaining the necessary energy for pumping from coal, gasoline, crude 
! ' oil, and electricity rather than using the energy of man or of animals. 

To illustrate; assume that for irrigation pumping 1 kilowatt hour of 
! ' electric energy may be purchased at a cost ranging from 1 to 3 cents. 

! As 1 kilowatt hour equals horse-power-hour, approximately, one horse- 

: power-hour on the basis of 1 to 3 cents per kilowatt hour would cost f 

to 2i cents. A strong healthy man, in an hour, can generate about i 
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CAPACITY IN GAL PER MIN, 

Fig. 34. — Characteristic performance curves from test records. (Courtesy: Fair- 
banks-Morse Company.) 

horse-power-hour work. At the very low rates of 10 to 30 cents per 
hour for man labor, the cost of 1 horse-power-hour would range from 
80 to 240 cents as compared to | to 2J cents for electricity. 

Modern irrigation pumping methods are based on many years of 
painstaking laboratory research, together with careful study of field 
pumping conditions by competent engineers. Out of these investiga- 
tions there have come into use pumps of different classes and types, 
each suited to the different demands and conditions of operation. 
Typical modern irrigation pumps of different types are illustrated in 
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Figs. 36 to 40 and briefly described in Articles 57 to 61 following the 
consideration of characteristic performance curves in Article 56. 

56. Pump Characteristics. — In order to use modern pumps most 

I profitably to obtain irrigation water, it is essential to select pumps well 

adapted to the particular conditions of operation and thus obtain a rel- 
atively high efficiency. If the quantity of water pumped is appreciably 
less than the quantity for which the pump is designed, and the head is 
[ excessive, a low efficiency results. Likewise, a pump may deliver more 

water than it is designed for at a head lower than normal and cause the 
efficiency to be low. The interrelations between speed, head, discharge, 
and horse power of a pump are usually represented by curves which are 
designated the “ characteristic curves.^^ Knowledge of the character- 
istics of a pump enables the manufacturer and irrigator to make adapta- 
I tions of the pump to the operating conditions and thus attain a rela- 

' tively high efficiency and low operating cost. The characteristics of a 

standard horizontal-shaft centrifugal pump are shown in Fig. 34, These 
curves show, for example, that for quantities ranging from 700 up to 
j 1440 g.p.m. at heads ranging from 105 feet down to 65 feet, the efficiency 

* of the pump will be equal to or greater than 70 per cent; also that it 

will attain a maximum efficiency of 82 per cent at quantities from 1100 
to 1200 g.p.m. and at a head of approximately 90 feet. 

57. Types of Pumps. — Many different makes of pumps are used for 
irrigation purposes. The pumps most commonly used may be grouped 

I into four types, namely, centrifugal; deep-well turbine; screw-type or 

^ direct flow; and reciprocating or plunger pumps. Air-lift pumps are 

sometimes used to develop wells, but on account of low efficiency they 
are rarely used for permanent pumping operating. Brief descriptions 
^ of the distinguishing mechanical features of each of the four major types 

^ of pumps are given in the following sections. 

58. Centrifugal Pumps. — A centrifugal pump consists of a rotating 
impeller within a case into which water enters at the center and flows 
outward. The pump imparts energy to the water in the form of in- 
creased velocity and pressure. There are two classes of centrifugal 
pumps: the volute and the turbine. The essential point of difference in 

f the two classes is the construction around the impeller of the turbine 

centrifugal pump of fixed diffuser vanes in order more efficiently to con- 
vert velocity energy into pressure energy. Centrifugal pumps are 
built both on horizontal and on vertical shafts. When driven by electri- 
^ cal power they are generally connected directly to the shaft of the motor 

provided the proper speed can be thus attained. Centrifugal pumps 
vary in capacity from a very few gallons per minute up to 300 c.f.s. or 
more. For farm irrigation purposes the pumps most commonly used 
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Fig: 36. — Impeller and shaft assembly of pumps showing: (1) enclosed im- 
peller; (2) ground carbon-steel shaft; (3) water seal ring; (4) packing; 
(5) standard ball bearing; (6) lock nut and (7) ball-bearing housing and cover. 
(Courtesy: Fairbanks-Morse Company.) 
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vary from -J to 5 c.f.s. in capacity. A 
modern horizontal-shaft, single-stage, 
split case, volute centrifugal pump di- 
rect-connected to an electric motor is 
illustrated in Fig. 35. 

Horizontal-shaft centrifugal pumps 
are usually set above the surface of the 
water to be pumped and hence are de- 
pendent on the atmospheric pressure to 
force water up to the pump. To start 
these pumps it is necessary to M the 
suction pipe and pump case with water, 
and thus expel all the air. The opera- 
tion of filling suction and pump case 
is designated priming the pump.” 
It is usually advantageous to set the 
pump as near the water surface as con- 
venient and yet protect it from sub- 
mergence during high water. It is 
especially important to avoid submer- 
gence of pumps that are direct-con- 
nected to electric motors. A maximum 
working vertical distance from water 
surface to pump at sea level is about 
25 feet. At higher elevations a pro- 
portionately less maximum distance 
must be provided. The horizontal- 
shaft centrifugal pumps are relatively 
free from trouble, have high efficien- 
cies, stand high speeds, and are con- 
veniently direct-connected to electric 
motors. The pump illustrated in Fig. 
35 operates at a speed of 1750 revolu- 
tions per minute. The shaft and im- 
peller together with other detail parts 
of the pump shown in Fig. 35 are illus- 
trated in Fig, 36. 

Fig. 37. — Cutaway section of two-stage 
Byron Jackson deep well turbine pump and 
motor showing details of parts. (Courtesy: 
Byron Jackson Company.) 
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Fig. 38. — Assembly and parts of a deep-well turbine pump. (Courtesy: B 3 ?Ton 
Jackson Company.) 


69. Deep-Well Turbine Pumps. — In order economically to obtain 
water from deep-small-diameter, machine-constructed wells, modern 
deep-well turbine centrifugal pumps have been developed and greatly 
Improved. The rotating impeller is built on a vertical shaft within a 
compact bowl, the entire unit being known as a stage. For high lifts, 
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two or more stages are placed in series near the bottom of the well. 
Fig. 37 illustrates a two-stage, deep-well pump. The pump is driven 
by an electric motor or other prime mover set at the ground surface and 
connected by a long vertical shaft held in position by bearings built in 


Fig. 39. — Cutaway section of Pomona Turbine Pump and Motor and details of bowl 
and impeller keyed to shaft. (Courtesy: Pomona Pump Company.) 

the discharge pipe or column. Being submerged, the deep-well pumps 
have the advantage of requiring no priming and of meeting rather wide 
fluctuations of water surface without necessitating a resetting of the 
pump. They have the disadvantage of inaccessibility of operating 
parts and consequent difficulty of inspection. Naturally, therefore, 


80 


PUMPING WATER FOR IRRIGATION 


low efficiencies are more common than with horizontal-shaft pumps, 
because the deep- well pumps are too frequently permitted to continue 
running after bearings are worn badly, and sometimes until the pump 
fails to operate, before repairs are provided. Fig. 38 illustrates the 
several parts of a deep-well pump, showing also the position of the shaft 
and the column. Another form of deep-well pump is illustrated in 
Fig. 39. Careful inspection shows a marked difference in the impellers 
illustrated in Figs. 38 and 39, although both are used in deep- well tur- 
bine pumps. Although the pump illustrated in Fig. 39 is a turbine pump, 
it will be noted that the patented semi-open impeller resembles some- 
what the screw type of impellers briefly described in Article 60. 

60. Screw-Type Pumps. — The screw type of pump consists of rap- 
idly rotating screw-like impellers fastened securely to a shaft mounted 
on bearings within a pipe column. The action of screw-type pumps in 
water is sometimes compared to the action of a rotating fan in air — 
both drive the surrounding fluid forward by the rotation of inclined 
planes. The forward distance of water movement resulting from one 
complete revolution of the shaft and attached screw is designated the 
pitch of the pump. Both horizontal and vertical drive shafts are used, 
the former being limited to the requirements of lifting very large quan- 
tities of water through small distances. Screw lift pumps on vertical 
shafts are widely used in deep wells under conditions and with advantages 
and disadvantages clearly stated by Johnston as follows: 

The deep-well form of screw pump is a series of low-lift pumps so 
mounted on a single shaft that they operate as a unit. They are as- 
sembled from sections about 6 feet long. Each section has two screws 
mounted in it with a single bearing which is supported in a spider frame 
between the two screws. The planes of the spider tend to keep the water 
from whirling as it travels upward. A second set of vanes is placed 
above the upper screw in each unit to stop the whirling action of the 
water leaving that screw. When it is desired to pump against a head 
at the surface of the well, a number of screws are nested at the bottom 
of the pump because the total lift per screw cannot exceed about 4 feet 
and should be about 2| to 3 feet, under which conditions this type of 
pump operates with very good efficiency. 

Screw pumps are subject to the same difficulties as the deep well 
turbines with their long shafts transmitting the power. Since it is im- 
possible to line the drive shaft and bearings with screws located along 
the length of the shaft, the bearings are open to the entry of abrasive 
substances in the water. This disadvantage is balanced by the adap- 
tability of these pumps to changing water tables, because sections of 
pump added at the top or removed from the top, as the conditions dic- 
tate, will enable the pump to follow the water levels. In contrast, the 
turbine requires complete withdrawal for changing the bowls whenever 
a lowered or raised water table necessitates it. As in the case of the 
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turbinesj the screw pump is liable to be operated when repairs should 
be made. It requires no priming, since the operating parts are im- 
mersed in the water supply. As a general rule, screw pumps will handle 
more water than deep-well turbines of the same outside diameter.'^ 

One make of the screw-type pump used widely for irrigation pur- 
poses is illustrated in Fig. 40. This pump is 
designated by its makers as a direct-flow pump, 
meaning that the flow is essentially parallel to the 
shaft, or as termed in hydraulics, it is an axial-jiow 
type. Within the column above each set of im- 
pellers there are rectifier vanes, the function of 
which is to provide axial flow. 

61. Plunger Pumps. — Sliding pistons closely 
fitted in air-tight chambers, together with suitable 
automatic valves for controlling suction and dis- 
charge, constitute the basic parts of the plunger- 
type pumps. The capacity from a single piston is 
determined by the volume of the chamber, the 
number of movements of piston per unit of time, 
and the action of the pump, whether single or 
double. The use of plunger pumps for irrigation 
purposes in arid regions is restricted to localities in 
which only small amounts of water are needed and 
are available at comparatively great lifts. In 
humid regions, plunger pumps are popular for use 
in spray irrigation of gardens and small truck farms. 

When used for surface water supplies, the piston 
moves in a horizontal direction. These pumps are 
usually driven by electric motors or gas engines. 

A recent survey in New Jersey shows the average 
size of gas engine for plunger pumps to be a 6| 
horse power and the average capacity of pump 
85 g.p.m. When the pistons and valves are in _ ^ ^ 

good condition plunger pumps have high efficiencies, 

If used for water containing large amounts of silt flow deep-well pump, 
and sand, the moving parts are subject to ex- showing shaft and 
cessive wear and must be inspected and kept in impellers. (Courte- 
good condition to avoid low efficiencies. Kimball-Krough 

62. Kinds and Costs of Fuel. — For small pump- Company.) 

ing plants, electricity, gasoline, crude oil, and coal constitute the more 
important sources of power. The cost of fuel from which to obtain the 
necessary power influences the total cost of pump operation and hence 
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the selection of the plant. Etcheverry gives the following amounts of 
the several fuels as essential to develop 1 brake-horse-power-hour. 

Electricity kilowatt hour Crude oil 6 pounds 

Gasoline or distillate. gallon Coal 10 pounds 

To generate an amount of energy equal to 1 brake-horse-power-houFj 
Table X shows equivalent costs per brake-horse-power-hour, and for 
1 acre-foot of water lifted 1 foot at two different pump efficiencies, 
these costs being based on the above fuel consumption.* Power com- 
panies usually base charges for electric service in part on the maximum 


TABLE X 


Cost of Fuel per BRAKE-HoRSE-PowER-HouRf 


Equivalent Unit Costs of Fuel 


Fuel Costs (in Cents) 


Cost of 
Gasoline 
in Cents 
per 

Gallon 

Cost of 
Crude Oil 
per Barrel 
(335 

Pounds) 

Cost of 
Coal per 
Ton 

Cost of 
Electric 
Energy 
per Kilo- 
watt Hour 
in Cents 

Per Brake 
Horse 
Power 
per Hour 
in Cents 

Per Acre-foot of Water 
Lifted 1 Foot High 

50 Per Cent 
Efficiency 

75 Per Cent 
Efficiency 

6 

$0.55 

S2.00 

1.11 

1.00 

2.75 

1.83 

8 

.75 

2.66 

1.50 

1.33 

3.70 

2.45 

10 

.93 

3.33 

1.85 

1.66 

4.60 

3.05 

12 

1.12 

4.00 

2.22 

2.00 

5.50 

3.66 

14 

1.30 

4.66 

2.60 

2.33 

6.40 

4.25 

16 

1.50 

5.33 

3.00 

2.66 

7.30 

4.90 

18 

1 1.67 

6.00 

3.33 

3.00 

8.25 

5.50 

20 

1.85 

6.66 

3.70 

3.33 

9.15 

6.10 

■'22 

2.05 

7.33 

4.10 

3.66 

10.10 

6.70 

24 

2.25 

8.00 

4.35 

4.00 

11.00 

7.35 

26 

2.42 

8.66 

4.80 

4.33 

11.80 

7.95 


* Bulletin No. 36 of the Division of Water Resources, State of California, Dept, of 
Public Works, entitled ^^Cost of Irrigation Water in California,'^ contains a chapter 
on ^‘Farm Irrigation Pumping Plants,” prepared by C. V. Givan, which came to the 
author's attention after this book had gone to press. Mr. Givan reports one-eighth 
gallon consumption of gasoline per brake-horse-power-hour for gas engines with 
‘‘Good performance,” and one-sixth gallon with “Fair performance.” 

Diesel engines, according to Givan, are usually guaranteed to deliver one brake- 
horse-power-hour with a consumption of 0.06 gallon of fuel oil at full rated load, and 
0.07 at half rated load. 

Bulletin 36 contains detailed information of value to those interested in irrigation 
pumping. 

t (“Use of Water in Irrigation.” Etcheverry. McGraw-Hill Book Co. Publishers.) 
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demand of the consumer, regardless of the energy consumed, and in 
part on the energy actually used. The purpose of the power company 
is to encourage consumers to avoid high demands for electricity over 
short periods of time; and to get them to strive to use power as many 
hours per day and days per month as the conditions may justify. Con- 
sideration of a typical power-rate schedule will clarify the low energy 
costs of low demand and continuous use, as compared to high energy 
costs resulting from high demand and short-time use. The contract 
schedule provides a power charge of $2.50 per horse power of maximum 
demand per month, and this charge includes 30 kilowatt hours per month 
per horse power. A 10-horse-power-motor will then cost the irrigator 
$25 per month, which will include 300 kilowatt hours of energy. If the 
power company lines are connected during the month, or any part 
of it, the irrigator must pay $25 whether or not he actually runs his 
pump. This is called the demand charge. If the irrigator runs his 
pump a few hours but overloads it so that he actually draws 12 horse 
power instead of 10, his monthly demand charge will be $30, and this 
will entitle him to 360 kilowatt hours. , Suppose that he runs his motor 
and pump with a 12-horse-power-load a period of 40 hours each month, 
just long enough to consume 360 kilowatt hours; the cost of energy con- 
sumed will be 3000/360, or 8.33 cents per kilowatt hour — which is rather 
a high cost, equivalent approximately to gasoline at 45 cents a gallon. 

The schedule for energy consumed after the demand charge is taken 
care of is as follows: 

10 KWH at 
50 H 

150 H 

balance 

Then if the irrigator operates his motor and pump thirty 24-hour days, 
or 720 hours per month at a continuous load of 12 horse power (9 KW), 
he uses a total of 9 X 720 = 6480 kilowatt hours, and his monthly cost 
will be; 


Demand Charge : S30 . 00 

12 horse power at $2.50 per HP 
360 kilowatt hours included 

Energy Charge: 

360 kilowatt hours in demand 


10 KWH at 7^5 0.70 

50 H 2.50 

150 ^^3^.... 4.50 

5910 “ U 59.10 


6480 kilowatt hours $96.80 
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Average cost per KWH = 9680/6480 = 1.49 cents. Thus by operating 
his motor 720 hours per month instead of 40 hours per month the irri- 
gator reduces the cost of electricity from 8.33 to 1.49, or to 18 per cent 
of the former cost. 

It is of course apparent that any one farmer cannot as a rule use irri- 
gation water continuously to advantage. The advantages in the use 
of large streams obtained by large motors and pumps partly compen- 
sate the irrigator for higher costs for electricity. On the other hand, it 
is frequently advantageous, where electricity is used for pumping, to 
provide small reservoirs in which to store the water during the night, 
thus making it possible to irrigate with a stream approximately twice 
the size of the pump discharge. 

63. Irrigation Pumping Costs. — In order to make intelligent esti- 
mates of the cost of irrigation water obtained by pumping, and to com- 
pare these costs with the costs of water from gravity systems, it is cus- 
tomary to compute all pumping costs in terms of the amount of water 
delivered annually to the irrigated farm. The factors which determine 
the annual costs of pumped water are: 

а. Interest on capital invested in plant, i.e., on first cost. 

б. Taxes on plant. 

c. Depreciation on pumping machinery well and housing. 

d. Fuel or power and lubricating oils. 

e. Attendance. 

The application of these several factors in arriving at the cost of water 
obtained by pumping is most clearly presented by working out typical 
examples. Three cases have recently been considered and illustrated 
by Code, one for a centrifugal pump and electric motor, one for the same 
type of pump driven by an engine consuming distillate for fuel, and one 
for a vertical turbine pump driven by an electric motor. These three 
cases are designated as Plant No. 1, Plant No. 2, and Plant No. 3, and 
the detail of the estimates are given in Table XL Codecs estimates 
show an annual cost per acre-foot ranging from $2.99 to $3.62, or an 
average of approximately $3.30 per acre-foot. 
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TABLE XI 

Cost Elements and Estimates for Three Typical Pumping Plants 

Cost estimates are given below of three alternative plants. It is assumed that 
140 acre-feet of water are to be pumped from a 12-inch well, 65 feet deep, in which 
the water level is 18 feet below the ground surface. For each the discharge will be 
755 g.p.m., the lift 30 feet, and the water horse power 5.73. 


Plant No. 1. — Equipment to consist of a high-grade, horizontal centrifugal 
pump direct-connected to an electric motor in a pit 15 feet deep. The motor effi- 
ciency is to be 89 per cent and pump efficiency 60 per cent. 


Cost of plant: 

Well 50 feet deep below bottom of pit, drilling at $2.50 per foot $ 125 .00 

Developing and extra cost because of pit 40.00 

Well casing 12-inch, 16-gage, galvanized, 50 feet at $1.20 per foot. ... 60.00 

Concrete pit, 6 by 8 by 15 feet, 6-inch walls 165.00 

Five-inch pump, lO-horse-power-motor, starter, switches, piping and 

valves, installed 625 . 00 

Transformers 300 . 00 

Shelter and wiring 150 .00 


Total cost 1465.00 

Operating cost: 

Interest on $1465 at 6 per cent 87.90 

Taxes 1 per cent 14.65 

Depreciation on machinery, $655 at 6 per cent 39.30 

Depreciation on well and shelter, $510 at 4 per cent 20.40 

Power consumed,* 1000 hours at 8 kilowatts per hour — 8000 kilo- 
watt hours 230 .00 

Repairs, lubricating oil 7.00 

Attendance 20.00 


Total annual cost 419 . 25 

Cost per acre per year 5.24 

Cost per acre-foot 2.99 


Plant No. 2. — Equipment to consist of same quality horizontal centrifugal 
pump as in the preceding plant, driven by an engine using distillate for fuel. Pump 
efficiency to be 60 per cent. 


Cost of plant: 

Well, 50 feet deep, drilling at $2.50 per foot .$ 125.00 

Developing and extra cost because of pit 40 .00 

WeU casing 12-inch, 16-gage, galvanized, 50 feet at $1.20 per foot 60.00 

Concrete pit 6 by 6 by 15 feet, 6-inch walls 150 .00 

Five-inch pump, pipe and valves 340 .00 

Fifteen horse power engine, accessories and belt. 625 .00 

Shelter and installation 300 .00 


Total cost. 1640 .00 
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TABLE XI — Continued 


Operating cost: 

Interest on S1640 at 6 per cent $ 98.40 

Taxes, 1 per cent 16.40 

Depreciation on machinery, $1115 at 9 per cent 100.35 

Depreciation on well and shelter, $525 at 4 per cent 21.00 

Distillate consumed, IJ gallons per hour for 1000 hours at 12i per gallon 160 . 00 

Kepairs and lubricating oil 35.00 

Attendance 75.00 


Total annual cost 506 . 15 

Cost per acre per year. 6.33 

Cost per acre-foot 3.62 


Plant No. 3. — Equipment to consist of a vertical turbine pump direct-connected 
to an electric motor. The pump head is to be set on the well casing at the ground 
surface. The motor efficiency is to be 89 per cent and the pump efficiency 60 per cent. 


Cost of plant: 

Well, 65 feet deep, drilling at $2.50 per foot $ 162.00 

Developing 20.00 

Well casing, 12-inch, 16-gage, galvanized, 65 feet at $1.20 per foot. . . 78.00 

Pump and motor, installed 800.00 

Transformers 300 . 00 

Shelter, switches and wiring 150 .00 


Total cost 1510.00 

Operating cost: 

Interest on $1510 at 6 per cent. 90.60 

Taxes, 1 per cent 15.10 

Depreciation on machinery, $850 at 8 per cent 68.00 

Depreciation on well and shelter, $360 at 4 per cent 14.40 

Power consumed,* 1000 hours at 8 kilowatts per hour — 8000 kilowatt 

hours 230.00 

Bepairs and lubricating oil. 20.00 

Attendance 12.00 


Total annual cost 450 . 10 

Cost per acre per year 5 .63 

Cost per acre-foot 3 . 22 


* Cost of power is based on the following rates: 

First 200 kilowatt hours per horse-power per season at 5f5 per KWH; 

Next 100 kilowatt hours per horse-power per season at 3{!i per KWH. 

All additional power at 2^ per KWH. 

In the Cache Valley, Utah, the customary irrigation company organ- 
ization is the mutual stock company. One share of stock in most of the 
companies supplies enough water to irrigate 1 acre of land — from 2 to 
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3 acre-feet delivered to the farm. Fifty dollars is a common value of 
stock per share and $1.50 per share a common annual stock assessment. 
On these bases the annual cost per acre-foot is computed thus: 


Interest on $50.00 at 6 per cent $3.00 

Annual stock assessment (irrigation company water stock 

is not taxed in Utah) 1.50 

Total $4.50 

Average annual amount of water delivered 2.5 acre-feet 

Cost per acre-foot = 4.50/2.5 = $1.80 


A complete or detailed consideration of costs of irrigation water is not 
within the purpose of this volume, and the above computations are given 
only for the purpose of illustrating methods of comparisons of cost of 
water obtained by pumping from wells and that obtained from a typical 
gravity canal. 

64. Water Supplies for Irrigation Pumping. — In the western United 
States, ground waters form probably the major source of water supply 
for small irrigation pumping plants. The methods of drilling and 
developing wells to obtain ground water are briefly considered in Articles 
67 to 70. 

In many places the costs of conveying surface water to the farms that 
need it are greater than the costs of pumping from nearby water supplies. 
The result is that small pumping plants are used to obtain irrigation 
water from rivers, canals, ponds, lakes, and other surface sources. A 
noteworthy case of the use of surface water in irrigation pumping is 
briefly described herewith. More than 50 farmers in Cache Valley, 
which lies in northern Utah and southern Idaho, obtain water for irriga- 
tion by pumping from the Bear River. A valuable feature about the 
Bear River water supply is the assurance of an adequate quantity of 
water by the power company that supplies electrical energy for pumping. 
The power company, by installing a very large pumping plant at the 
outlet of Bear Lake, uses the Bear Lake as a storage reservoir to equalize 
the river flow for power purposes. Aiter being pumped out of the Bear 
Lake, the stored water is commingled with the natural flow of the Bear 
River which generates electrical power at three points on the river before 
it reaches Cache Valley. Pumping water from the river in Cache Valley 
for irrigation purposes supplies a favorable market for power, and since 
the quantity of water pumped by the irrigators is small as compared 
to the total quantity in the river, the practice of irrigation pumping is 
encouraged by the power company. This source of water for pumping 
is economical, satisfactory, and reliable. The pumped water that is 
not consumed in the production of crops returns to the river and is used 
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to generate power at a plant a few miles below Cache Valley. The 
major crops produced with the pumped water are alfalfa, sugar beets, 
and the grain crops, wheat, oats, and barley. 

66. Ground Waters. — Ground waters constitute a very important 
source of water for irrigation pumping. Pumping from wells for irriga- 
tion is practiced to a considerable extent in the older irrigated countries; 
notably Egypt and India. Pumping from wells is also practiced to some 
extent in nearly all the arid states of the West. According to the U. S. 
Census for 1930, Arizona irrigates nearly 105,000 acres with ground 
water obtained from wells by pumping and California irrigates almost 
one and one-half million acres with water thus obtained. 

In the earlier days of pumping ground water for irrigation, many 
farmers entertained the misconception that ground-water supplies were 
unlimited. It is essential always in irrigation practice to avoid over- 
expansion of irrigated areas and thus bring on serious water shortages 
during periods of low precipitation. Special caution against over- 
development is necessary in the use of ground water for irrigation. 
Undue lowering of the ground-water surface results in higher lifts and 
frequently prohibitive pumping costs. Moreover, in cases of excessive 
pumping where horizontal-shaft pumps are used, which depend on suc- 
tion lifts, it sometimes becomes necessary to deepen pump pits and lower 
the pumps in order to obtain sufficient quantities of water. 

The extent of irrigation pumping from ground-water supplies should 
therefore be determined on the basis of thorough, long-time investiga- 
tions of the quantity of annual inflow or recharge to the ground-water 
streams, basins, or reservoirs. Individual irrigators as a rule have 
neither time nor funds essential to such investigations, which must 
therefore be conducted by public agencies. 

66. Wells. — For relatively small quantities of irrigation water, wells 
are sometimes dug by hand methods and lined either with lumber, 
concrete, brick, or stone masonry. In general, however, irrigation wells 
are drilled or bored by mechanical methods, using gasoline engines or 
other portable power equipment. Murdock groups the different meth- 
ods of drilling wells into: (a) the churn or percussion method, and (b) the 
rotary method. In the churn method the drilling is accomplished by 
operating tools in an up-and-down motion, whereas in the rotary method 
the well is made by rotating the tools like boring with an ordinary auger. 
Mechanical methods of well drilling have the advantage of permitting 
the work to proceed in water, whereas the hand-dug wells require in 
some cases special provision to remove the water from the wells as the 
digging proceeds. The mechanical methods are especially advan- 
tageous where it is essential to make wells of considerable depth in 
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Fig. 41 , — A direct-connected pumping unit in a combined pit and drilled well. 
(University of Arizona Agr. Exp. Sta, Bui. 99.) 
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order to get a sufficient quantity of water. Drilled irrigation wells as 
a rule range in diameter from 6 to 40 inches. These wells are lined with 
sheet-metal casing, the thickness of which increases as the diameter of 
the well increases. In case it is desired to use a horizontal-shaft pump 
it is essential to dig a pit of sufficient depth to place the pump on an 
elevation within suction distance of the water while pumping. A com- 


Ecg. 42. — Samples of perforated casing in which the holes were made after the easing 
had been set in the well. The one at the right is thoroughly perforated, the one 
at the left fairly perforated, and the middle samples of casing are insufficiently 
perforated. (University of Arizona Agr. Exp. Sta. Bui. 112.) 


bination of a drilled well together with a pump pit is used at the Univer- 
sity of Arizona and is illustrated in Fig. 41. During pumping, water 
flows into the well through perforations in the casing commonly made 
after the well is drilled and the casing is placed. Great care must be 
exercised to assure adequate perforations of the casing without causing 
danger of collapse of pipe. As yet there seems to be no definite agree- 
ment among engineers as to the ratio of the total cross-section area of 
perforations to cross-section area of the well casing, although all agree 
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that adequate perforating is essential to guard against excessive loss of 
energy as the water flows into the well. Schwalen has assembled cas- 
ings taken from wells in Arizona showing adequate, fair, and inadequate 
perforations as illustrated in Fig. 42. 

67. Water Yield of Wells. — The size of stream of water obtained 
for irrigation from a well with a pumping plant is determined by one or 
both of two major factors, namely: 

а. The capacity of the pump and the horse power of the motor or 

engine; and 

б. The capacity of the well, which depends on the slope of the draw- 

down curve of the water surface, or pressures, the depth and 
effective diameter of the well, and the specific conductivity of 
the water-bearing material. 

Pump capacities and horse-power requirements to lift given quantities 
of water through specified heights are well understood and may be pre- 
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Fig. 43. — Sketch illustrating draw-down curve during pumping. 


dieted with fair precision. It is far more diflBcult to predict the horse- 
power requirement to drive a specified quantity of water from the water- 
bearing sands or gravels into the well, because this involves the uncertain 
specific water conductivity (see Chapter X) of the sands and gravels 
through which the water flows. An illustration of a draw-down curve 
is shown in Fig. 43. Under conditions of rather homogeneous water- 
bearing sands and gravels, water flows, in general, radially toward the 
well. Under these conditions it moves through a series of imaginary 
concentric cylindrical surfaces having the well as a vertical axis. Clearly, 
therefore, for constant jfield, as the water approaches the well its velocity 
must increase because the cross-section area through which it flows is 
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continuously decreasing. Consequently the driving force per unit mass 
must increase as the water approaches the well; and as the slope of 
the water surface is proportional to the driving force, the draw-down 
curve becomes steeper as the well is approached. In cases where the 
capacity of the pump exceeds the capacity of the well, the draw dowm is 
excessive in the immediate vicinity of the well. It is therefore desirable 
to provide a large effective diameter of well to avoid excessive draw 
down (or power requirements), to drive the water into the well. 

68. Developing the Well. — The specific water conductivity of soils, 
sands, and gravels increases very rapidly with the increase in diameter 
of particles, as stated in Chapter X. It is therefore important that 
the fine particles outside the weU casing be drawn into the weU and 
brought to the surface either by pumping or by means of a sand bucket. 
The process of removing silts, sand, and very fine gravel so as to facilitate 
ready flow of water into the well is known as developing the well.^' 
Most experienced drillers fully understand the importance of this work, 
and some have developed ingenious methods of washing and jetting with 
water and with compressed air in order to accomplish this result. One 
method is to plunge a sand bucket up and down near the perforations, 
thus drawing water into the well; another is to vary the discharge of 
the pump and thus cause pulsations in flow either by changing the 
pump speed or by regulating the discharge with valves. Development 
of the well is highly important to economical pumping of water for irriga- 
tion and should never be neglected. In some cases the yield of a well 
at a given draw down may be doubled or trebled by proper developing. 

69. Battery of Wells. — In places where the water-bearing materials 
have low specific conductivity it is sometimes advantageous to draw 
water with one pump from two or more wells. This practice is illus- 
trated in Fig. 44, in which one horizontal-shaft pump draws water from 
three wells at the same time. The most economical spacing of wells, 
where two or more are constructed to supply one pump, is a problem 
yet to be given thorough scientific study. 
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CHAPTER V 


IRRIGATION METHODS 

Irrigation water is applied to land in four general methods, namely: 
(a) flooding the surface; (b) in furrows, thus wetting only part of the 
surface; (c) sub-irrigation, in which the land surface is wetted little if 
any; and (d) spraying or sprinkling, in which the land surface is wetted 
much as it is by rainfall. 

The several methods above mentioned are further subdivided as in- 
dicated below and as considered in the following articles. 

(a). Flooding: 

1. From field ditches. 

2. Border. 

3. Pipe. 

4. Check. 

5. Basin. 

(5). Furrow: 

1. Deep furrows for such cultivated crops as potatoes, corn, asparagus, 

and orchards. 

2. Corrugations or shallow furrows for grains, alfalfa, and sugar beets. 

(c) . Sub-Irrigation: 

1. Controlled by lateral supply ditches. 

2. Uncontrolled by excess application of water to higher lands. 

(d) . Spraying or Sprinkling. 

70. Primitive and Modem Flooding. — In the early irrigation of 
centuries past, throughout Asia and southern Europe, it seems that water 
was generally applied by flooding extensive areas of rather smooth, flat 
land. In Egypt especially, the flooding method was of general adoption, 
the water being forced to spread over vast tracts, especially during the 
season of high water. 

In modern American irrigation, several improved flooding methods 
have been developed, namely: ordinary flooding from field ditches, 
border flooding, pipe distribution, check and basin flooding. Brief 
descriptions of each of these flooding methods are given in the following 
paragraphs. 

The primitive methods of flooding large tracts of comparatively low 
flat lands are yet in use on some of the larger ranches of the West. 
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Notably in parts of the San Joaquin Valley, California, thousands of 
acres of pasture lands are flooded during high-water periods by the use 
of only crudely built levees and ditches. In these primitive methods of 
flooding large areas, but little if any attempt is made to use water effi- 
ciently. This type of flooding is sometimes designated wild flooding.” 

71. Ordinary Flooding from Field Ditches. — Where water is applied 
to the land from field ditches without any levees to guide its flow, or 
otherwise restrict its movement, the method is designated ordinary 
flooding. It is practiced largely in the 'Rocky Mountain states, espe- 
cially in the places where irrigation water is relatively abundant and 
inexpensive. 

Clearly the objective in all ordinary methods of irrigation is to store 
enough water in the soil at each application to supply the needs of the 

crop until the time of the 
next irrigation. The num- 
ber of days between irriga- 
tions is therefore dependent 
primarily on the storage ca- 
pacity of the soil for water 
and on the rate of use of 
water by the crop, topics 
which are considered in 
Chapters IX and XIII. It 
is important here to note 
that, in some of the flooding 
methods, i.e., ordinary, bor- 
der, and pipe flooding, the 
storage capacity of the soil 
should be satisfied by water 
Fig. 45. A common method of locating field percolating into the upper 
in the Mount^n States. (U. S. Dept. ^ 

Agr. Farmers’ Bul. 1630.) ^ , 

time it IS flowing over the 

land surface. If the water is made to flow too quickly over the land 
surface, an insufficient amount will percolate into the soil. On the 
other hand, if it is kept on the surface too long, waste will result 
from percolation into the deep subsoil, gravels, or water table. It is 
thus clearly an important and difficult problem to balance the applica- 
tion of water in the flooding methods so as to attain a high efficiency in its 
application. The size of stream used, the depth of water as it flows 
' over the surface, and the permeability of the soil, all influence this bal- 
ance in the application of water, as is shown more fuUy in Article 74. 

In ordinary flooding, much depends on the smoothness of the land sur- 
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face^ the proper size of irrigation stream, and the attention and skill of 
the irrigator, but at best it is difficult with this method to attain a high 
efficiency in irrigation. 

This method is extensively practiced for irrigation of grain and forage 
crops in the Rocky Mountain states. The water is brought to the field 
in permanent supply ditches and distributed from ditches built across 
the field as shown in Fig. 

45, or from parallel ditches 
built down the steepest 
slope as shown in Fig. 46. 

Distribution ditches 
across the field are spaced 
from 50 to 150 feet apart, 
depending on the grade of 
the land, the texture and 
depth of the soil, the size of 
stream, and the nature of 
the crop. Likewise the dis- 
tances between the diver- 
sions from ditches down the 
steepest slope are similarly 
determined. 

fFlooding from field 
ditches is well adapted to 
some lands that have such irregular surfaces that the other flooding 
methods cannot be used. However, even on lands that may advanta- 
geously be irrigated by the other flooding methods, irrigators continue 
to use the ordinary one because of the relatively low initial cost of prep- 
aration of land for this method. It is probable that the extra labor 
cost in the application of water, and the greater losses of water by sur- 
face run-off and deep percolation, offset the apparent advantages of low 
initial cost of preparation of land. As water becomes more valuable 
and labor becomes more abundant, the ordinary flooding method will 
doubtless be replaced by more efficient methods on land which are suit- 
able for them. 

72. Border-Strip Flooding. — Dividing the farm into a number of^ 
strips, preferably not over 30 to 60 feet wide and 330 to 1320 feet long, j 
separated by low levees or borders, is designated the border method. 
Water is turned from the supply ditch into these strips along which it 
moves slowly toward the lower end, wetting the soil as it advances. 
An example of the border method adapted to a soil of rather irregular 
topography is shown in Fig. 476. 



Fig. 46. — Flooding fields from parallel field 
ditches. (U. S. Dept. Agr. Farmers’ Bui. 
1630.) 
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Fig. 47a shows the farm lot No. 74 of the California State Durham 
Colony before it was prepared for irrigation. The contours indicate 
that the highest land is on the north border in the west half of the 
tract. In preparing the tract for irrigation by the border-strip method 
the agricultural engineers divided it into three fields as shown in Fig. 
476. The border strips in each field are 40 feet wide. In the west fields 
they are 470 feet long; and in the east field, because of the irregular 
position of the storm channels, the border strips vary in length from 
a minimum of approximately 150 feet to a maximum of nearly 500 feet. 
While irrigating the west two fields, the water flows from north to south, 
and in the east field it flows in two directions, as indicated by the posi- 
tion of the borders and the pointing of the small arrows. 

The surface is essentially level between levees, so that the advancing 
sheet of water covers the entire width of land strip; but lengthwise of 
the levee the surface slopes somewhat according to the natural slope of 
the land. It is desirable, though not urgently essential, that the slope 
be uniform within each levee. 

The border method permits wide variation of slopes in the direction 
of the water flow. If practicable, it is best to make the border slope from 
2 to 4 feet per 1000 feet; but slopes as low as 1 foot per 1000 and as high 
as 75 feet per 1000 may be used where it is impracticable to obtain the 
more appropriate slopes. Special care is essential to prevent erosion of 
soil where the higher slopes are used. 

The size of stream turned into a single border varies from | to 10 
c.f.s., depending on the kind of soil, the size of border, and the nature 
of the crop. The influences of the soil permeability and the size of 
border are considered in Articles 73 and 74. 

Because of the relatively high initial cost of preparing land for the 
border method, it is desirable so to plan the location of the levees and 
strips that different forage and grain crops may be irrigated with the 
same borders. Crops which are to be furrow-irrigated, such as sugar 
beets, potatoes, and corn, may be grown on land on which the forage 
crops have been irrigated by the border method. Provided the soil 
conditions are favorable to lateral water movement underneath the low, 
broad border levees, it is practical to plant and mature crops on the 
levees. It is difficult to furrow the levees satisfactorily and to keep 
irrigation water in furrows on the levees. 

The border method is suitable to soils of rather wide variation in 
texture. It is important, however, to study the physical soil properties 
in advance of preparing land for border irrigation. Rather impervious 
subsoils overlain by compact loams permit long border strips, whereas 
open soils having porous gravelly subsoils necessitate short narrow strips. 
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At the head of each border strip a gate is placed into the supply ditch 
for convenience in turning water into and out of the strip. The use of an 
inexpensive ridger for smoothing and completing the levees for border 
irrigation in the Snake River Valley, Idaho, is illustrated in Fig. 48. 
Newly made borders on the Hoover farm near Wasco, California, are 
shown in Fig. 49, and Fig. 60 typifies the small, closely spaced bor- 
ders used for soils of high permeability on the Umatilla Project in 
Oregon. 

73. Time Rate of Application of Water. — In appl 3 dng water to the 
soil by the several flooding methods, the irrigator endeavors to cause 
enough water to percolate into the soil fully to moisten it to the proper 


Fig. 48. Preparing land for the border method of irrigation near Twin Falls, Idaho. 

depth during the time that the sheet of water is flowing over the land 
surface. In furrow irrigation, especially in the use of shallow furrows, 
the irrigator is guided by the same objective. Ponding water on the land 
in order to assure its adequate percolation into the soil as a rule is 
impracticable in connection with either the flooding or the furrow 
methods. It is therefore desirable that the size of irrigation stream ap- 
plied to unit area of land be varied according to the permeability of the 
soil to water. (See Chapter X for definition of the term 'permeahility.) 

When large streams are applied to unit area of soils of low perme- 
ability, excessive surface run-off occurs; whereas when small streams are 
applied to unit area of soils of high permeability excessive amounts of 
water are lost through deep percolation. The relation between size of 
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Fig. 49. — Newly made borders on the Hoover farm near Wasco, Calif. 


Fig. 50 . — Small borders for porous soils as practiced on the Umatilla project in 
Oregon. 
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stream used, area of land irrigated with a given stream, and the rate of 
application can be most easily stated by use of a simple equation. 

Let Ar = area in acres irrigated in a single run without turning the 
stream, e.g., in a border strip or a check. 
q = the quantity of water in c.f.s. or acre-inches per hour turned 
into a single strip or check. 

R = time rate of application in c.f.s. per acre based on the area 
irrigated in a single run, Ar, 

The time rate of application is defined as the ratio of q to Af^ i.e., 

R = q/Ar 


A study of the relation of R to the average depth, d, required to cover all 
the surface of a 1-acre border strip in Sacramento Valley, California, 
having a slope of 3 feet per 1000 feet, shows that, as the time rate in- 
creases, the required depth decreases. The results of the experiment 
are as follows; 

Rate of Application 
R 

4.6 
10.1 
13.5 
15.3 
17.8 


Depth of Wateb Requieed, Inches 
d 

33.0 
22.3 
13.9 

10.1 
8.3 


74. Analysis of Time to Cover a Given Area with Water. — Consider 
a border strip or other tract irrigated by flooding a thin sheet of water 
over the land. Provided the soil permeability is approximately uniform 
at all points on the plot, the sheet of water advances most rapidly im- 
mediately after being turned onto the land. Soon after the water is 
turned onto a tract, part of the stream is disposed of by percolating into 
the soil,- so that the amount of water going onto dry land gradually 
decreases. If the size of irrigation stream, the average depth of the over- 
flowing sheet, and the soil permeabili^ are known, and if they are con- 
stant, it is possible to predict by mathematical analysis the approximate 
time required to cover a given area. 

The student who is familiar with the calculus will readily understand 
the following analysis, suggested by Parker. Other students for the 
present will find the resulting equation (31) of interest without checking 
fully the reasoning leading to its establishment. 

Let A = area in acres covered with water at any time, i, after the 
water was turned on to the strip of land, as illustrated in 
Fig. 51. 
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p = rate at which water percolates into the soil of the wetted 
area in acre-inches per acre per hour, or simply surface 
inches per hour, 

q = quantity of water in acre-inches per hour (c.f.s.) turned on 
to the strip. 

t = time in hours, after the water was turned onto the land. 
y — average depth of water in inches as it flows over the land. 

The volume of water that flows into a border strip or onto the land 
in any given short time, say 1 minute, is disposed of in two ways: 

1. Part flows down the strip and covers more land. 

2. Part percolates into the soil. 

The volume that flows into the strip in a time, dt^ seconds is q dL The 
volume that flows past any given point to wet more land is y dA. The 



Fig. 51. — Illustrating irrigation water being applied to a border strip; and bow the 
water moves forward to cover a very small area, dA, in a short time, dt, and also 
how it percolates into the soil of the upper part of the strip. 


volume that percolates into the soil in time dt is pA dt. Therefore, since 
in the differential time, dt, the water advances over the area dA and also 
percolates into the soil of the area, A^ at a rate p, it is evident that: 



qdt ^ y dA + pA dt . . . . . 

, . . . . (29) 

and, 

dl- S'" 

q-pA 

, . . . . (30) 
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Integrating equation (30), solving for and eliminating the constant of 
integration, and converting from the natural logarithms to the common 
system of logarithms, there results, provided y and p are considered 
constant: 

t = 2.303 ^ log — ^ (31) 

p ^ q-pA 

The percolation rate, p, is not rigidly constant. It varies somewhat 
from time to time at a given place; and at a given time it varies from place 
to place in the field. Also p may vary slightly owing to change in the 
depth, y\ but the variation due to this cause is probably of no sig- 
nificance. To illustrate the use of equation (31), assuming p and y 
are constant, 

let A = 0.5; p = 2.0; q - 1.5; y = 2.5 
Then 

t = 2.303 X 2.S/2.0 X log 1.5/(1.5 - 2.0 X 0.5) = 1.37 hours 

If the area were increased to 0.7 acre, all other factors remaining con- 
stant, it would require nearly 3.4 hours to cover the strip, during which 
an average depth of 7.2 inches of water would be applied. For an area 
greater than 0.7 acre the time and depth requirement increase rapidly, 
and the maximum area that could be covered, under conditions as given 
above, is 0.75 acre. There are as yet only meager experimental data 
with which to determine the rate and extent of variation of p and y 
with time. Until further data are obtained by experiment to verify 
equation (31) it is valuable only as indicating the trend of change in time 
required to cover different areas. In its present form it cannot be relied 
on for accurate results, largely because the quantities y and p, which 
are considered constant in the foregoing analysis, really vary during the 
time of irrigation. 

76. Experiments on Time to Cover Different Areas with Water. — 
Valuable field experiments have been conducted in the Snake River 
Valley, Idaho, by Bark as reported by Fortier. In the first experiment 
a border strip of clover land 49.5 feet wide and 2359 feet long was 
divided into 7 sections, each 337 feet long, containing 0.383 acre. A 
stream of 2.28* c.f.s. was turned into the strip at the upper end and 
allowed to flow 23.7 hours in order to cover the entire area of the strip 
2.684 acres. The time required for water to reach the lower end of 
each of the 7 divisions is reported in Table XII. Column 2 shows the 
length of strip covered and column 3 the area of land covered by the 

* Fortier reports q as ‘‘approximately 2J c.f.s.” According to the author^s compu- 
tations, q must equal 2.28 c.f.s. to conform to other experimental data reported. 
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2.28 c.f.s. stream during the respective time periods given in column 5. 
Column 4 shows that the time rate of application decreases from 5.8 to " 
0.8, and the area is increased from 0.383 to 2.684 acres; and column 6 
shows that the decreases in rate necessitated an increase in mean depth 
of irrigation from 8.1 to 20.2 inches. The results given in Table XII 
suggest that a rate of application higher than 5.8 would have been better 
suited to the conditions because 8 inches is rather a large single irriga- 
tion. Doubtless I or more of the 20.2-inch irrigation was lost through 
deep percolation. 


TABLE XII 


Time, and Depth of Wateb, Required to Irrigate Two Strips of Land 
Near Rigby, Idaho, when Water was Applied at Different Rates 


1 

No. of 
Divisions 
Covered in 
One Run 

2 

Length of 
Strip 
Covered, 
Feet 

3 

Area of 
Plot 

Covered, 

Acres 

4 

Rate of 
Application 
qIA 

5 

Time 

Required, 

Hours 

6 

Average Depth 
of Water Re- 
quired to Cover 
the Area, Inches 

(a) Clover T 

1 

Tact: 

337 

0.383 

5.8 

1.37 

8.1 

2 

674 

0.767 

2.9 

3.20 

9.5 

3 

1011 

1.150 

1.9 

5.20 

10.3 

4 

1348 

1.534 

1.5 

7.70 

11.4 

5 

1685 

1.917 

1.2 

10.70 

12.7 

6 

2020 

2.300 

1.0 

16.70 

16.5 

7 

2359 

2.684 

0.8 

23.70 

20.2 

(6) Alfalfa 1 
1 

^ract: 

327 

0.70 

10.0 

0.75 

7.4 

2 

654 

1.41 

5.0 

1.66 

8.2 

3 

980 

2.13 

3.3 

2.83 

9.2 

4 

1307 

2.88 ' 

2.4 

4,25 

10.2 

5 

1634 

3.63 

1.9 

6.25 

11.9 

6 

1960 

4.39 

1.6 

8.25 

13.0 

7 

2287 

5.17 

1.4 

10.50 

13.9 

8 

2566 

5.72 

1.2 

13.25 

- 16.0 


The second experiment reported by Bark was conducted on an alfalfa 
border strip also near Rigby. The strip was 92 feet wide and 2566 feet 
long. It was divided into 7 plats each nearly 327 feet long, and a shorter 
plat approximately 280 feet long, at the lower end. A continuous stream 
of approxiinately 7 c,ls, was run into the strip until it was completely 



106 


lERIGATION METHODS 


irrigated. The results of the experiment are presented in part b of Table 
XII. Had this long strip been divided into 3 strips, each 855 feet long, 
by making 2 additional cross ditches it could probably have been amply 
irrigated in less than one-half the time actually required. The 7.4-mch 
irrigation applied to the upper division was doubtless a liberal depth. 

By constructing a tank 6 feet deep with a device for collecting the 
deep percolation losses. Bark found that more than four-fifths of the 6.6 
feet applied by an irrigation farmer during a season was lost through 
deep percolation. He found during the following year that 10 light irri- 



W 


§ 

/OJS^ 

$. 30 ^ 

d.24^ 

I 


/5 2.0 2.5 3.0 3.5 4 0 45 50 5.5 6.0 

AREA /RfilGATED m ACRES. A 

Fig. 52. — Eelation of area covered and depth of water applied to time required in 
irrigation of border strip in Idaho. 


gations of the soil in the tank produced at the rate of over 7 tons of 
alfalfa per acre. The total depth of water applied was 18 inches, the 
average depth per irrigation being only 1.8 inches. 

The relations of time required and average depth of water applied to 
the area irrigated in a single run, as given in Table XII, are graphically 
presented in Fig. 52. The theoretical time and depth requirements com- 
puted from equation (31) with assumed values of y and 'p are also shown 
in Fig. 52. The relative positions of the theoretical and experimental 
curves suggest that p decreases as time increases. The experimental 
observations of permeability reported in Chapter X also indicate that 
the soil is more permeable when water is first applied than later. 
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The results of the Idaho experiments and of the California experi- 
ments stress the fact that with porous soils irrigation water must be 
applied in large streams to small plats in order to prevent excessive 
deep percolation losses. In other words, canal company water deliv- 
eries, farm ditches, and land preparation must be so planned that irri- 
gators may apply water to highly permeable soils at a high time rate 
(g/ A) probably from 10 to 25 c.f.s. per acre, to avoid excessive deep 
percolation. 

76. Check Flooding. — The check-flooding method consists of run- 
ning comparatively large streams into relatively level plots surrounded 
by levees. This method is especially well suited to very permeable soils 
which must be quickly covered with water in order to prevent excessive 
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B. RECTANGULAR CHECKS ON 
SAME FIELD 


Fig. 53. — From ^^Use of Water in Irrigation’/ by Fortier. (Courtesy: McGraw-Hill 
Book Company.) 


losses near the supply ditches through deep percolation. It is also suited 
to heavy soils into which water percolates so slowly that they are not 
sufficiently moistened during the time a sheet of water flows over them, 
making it necessary to hold the water on the surface to assure adequate 
penetration. 

Checks are sometimes prepared by constructing levees along contours 
having vertical intervals of 0.2 to 0.4 foot and connecting these with cross 
levees at convenient places. These are called contour checks. A 40- 
acre field with contour checks is illustrated in Fig. 53a. A plan for 
rectangular checks on the same field is shown in Fig. 536. 

Rectangular checks, now more extensively used than contour checks, 
are formed by building longitudinal levees on straight lines approxi- 
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mately parallel to the contours, and connecting them at desirable places 
with levees at right angles to them. 

The check method of irrigation for grain and forage crops is advan- 
tageous in localities where large irrigation streams are available and also 
on projects which depend on direct flow from widely fluctuating streams. 
In Arizona, New Mexico, and parts of California, torrential summer 
rains suddenly make swollen streams which must be quickly applied to 
the land to prevent loss of the water. 

On land of very small slopes the area of each check may be several 
acres. In general, checks over 2| to 3 acres are considered less desirable 
than checks from | acre to 2 acres. 

The levees should be from 6 to 8 feet wide at the base and not over 
10 to 12 inches high, because it is essential to avoid obstruction to farm 
machinery, and also to assure satisfactory growth of crops on the levees. 



Fig. 54, — Basin irrigation in Santa Clara Valley, Cahf. (U. S. Dept. Agr. Office 
File.) 

77. Basin Flooding. — The basin method of flooding is essentially the 
check method especially adapted to irrigation of orchards. Usually a 
basin is made for each tree, but under favorable conditions of soil and 
surface slope, from 2 to 4 trees are included in one basin. From the 
supply ditch the water is conveyed to the basin, either by flowing through 
one basin and into another, or preferably small ditches are constructed 
so that the water may be turned directly from a ditch into each basin, 
as shown in Fig. 54, and in Fig. 168. 
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78. Distribution of Water, — To irrigate efficiently it is essential to 
distribute water uniformly, to avoid ponding and excessive deep perco- 
lation losses on one part of the field and inadequate wetting of the soil 
on another part. The desired objective in each irrigation by flooding 
is fully to moisten the soil under every square foot of land surface with- 
out permitting excessive deep percolation losses through the soil in any 
part of the field. Large surface run-off losses at the lower part of the 
field are likewise wasteful, as a rule, but these losses are so easily detected 
that little attention need be given them here. The objective above 
stated is admittedly difficult of attainment, particularly in those flood- 
ing methods in which the soil is wetted by causing a sheet of water to 
flow slowly over the land surface, i.e., the wild flooding and the border- 
strip flooding methods. Likewise, in the furrow method, which is de- 
scribed in Articles 81 to 83, it is difficult fully to moisten the soil and 
at the same time prevent excessive deep percolation. Detailed consid- 
eration of efficiencies in irrigation is given in Chapter XVIII. However, 
it is desirable at this point that the student become familiar with a 

'^method of accounting approximately for the water used in each irrigation 
as a means of estimating what portion of the water applied is actually 
stored in the soil for use by growing crops. 

79. Estimating Water Disposal. — If the irrigator knows the size 
of stream delivered to his farm it is a simple matter to compute the 
average depth of water applied to a given area of land in a certain time. 
To illustrate: 

Let q = the size of stream in c.f.s. (or acre-inches per hour). 
a = the area of land irrigated in acres. 
t = the time in hours required to irrigate the area. 
d = the depth in inches that the amount of water used would 
cover the land irrigated if quickly spread uniformly over 
its surface. 

The quantity in c.f.s. (or acre-inches per hour) multiplied by the time 
in hours equals the total number of acre-inches used. Also the number 
of acres covered, times the depth, in inches, equals the total number of 
acre-inches applied. Hence 

da = qt (32) 

It is apparent that if the irrigator knows any three of the above quan- 
tities he can easily determine the other one. For convenience, however, 
Tables XIII, XIV, and XV (given near the end of this chapter), all of 
which are based on equation (32), may be used to determine directly for 
a 1-acre tract either the depth, d, size of stream, or time in hours, tj 
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respectively, when each of the other factors is known. For example, 
Table XIII shows that a stream of 1.8 c.f.s. running 3 hours would 
uniformly cover 1 acre to a depth, d, of 5.4 inches. Table XIV shows, 
for example, that to cover 1 acre uniformly to a depth of 6 inches in 5 
hours would require a stream of 1.20 c.f.s. Table XV shows, for ex- 
ample, that with a stream of 2.0 c.f.s. it would require 3.5 hours to supply 
enough water to cover 1 acre to a depth of 7 inches. 

In Chapter IX it is shown that ordinary soils seldom retain an average 
of more than 1 acre-inch of water in each acre-foot of soil from a single 
irrigation. Consider, for example, a table or bench-land soil 4 feet in 
depth underlain by coarse sand and gravel. If the irrigator finds that 
under the method he is using it takes 4 hours to irrigate 1 acre using a 
stream of 2.8 c.f.s. he may determine from equation (32) or Table XIII 
that he has applied enough water to cover the land to a depth of 11.2 
inches. Since the soil will hold only 4 acre-inches — the underlying 
sand and gravel being of great depth and having negligible capacity to 
hold water in the capillary form — it follows that the irrigator sustains 
a deep percolation loss of over 7 acre-inches, and that he must modify 
his method of application in order to apply water more efficiently. 

80. Advantages of the Furrow Method. — In the five irrigation meth- 
ods thus far described, almost the entire land surface is wetted in each 
irrigation. Using furrows as shown in Fig. 55 for the irrigation of some 
soils and crops necessitates the wetting of only a part of the surface — 
from one-half to one-fifth — thus reducing evaporation losses, lessening 
the puddling of heavy soils, and making it possible also to cultivate the 
soil sooner after the irrigation is completed. 

Nearly all row crops are irrigated by the furrow method. In Wash- 
ington, parts of Idaho, and southern Utah, grain and alfalfa crops are 
commonly irrigated by the use of small furrows designated as corruga- 
tions. These corrugations are especially advantageous when the avail- 
able irrigation streams are small, and also for land of uneven topography. 
Furrow irrigation is adaptable to a great variation in slope. It is cus- 
tomary to run the furrows down the steepest slope, thus avoiding in- 
convenience due to overflowing the banks of the furrows. 

81. Lengths of Furrows. — On some soils, furrows having slopes of 
100 to 150 feet per 1000 feet are successfully used by allowing only very 
small streams to enter the furrow, and by careful inspection to control 
erosion. Slopes of 10 to 30 feet per 1000 feet are preferable, but many 
different classes of soil are satisfactorily irrigated with furrow slope from 
30 to 60 feet per 1000 feet. 

The length of furrows varies from 100 feet or less for gardens to as 
much as i mile for field crops. In Utah, very few irrigators use furrows 
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more than 660 feet; lengths of 300 to 500 feet are far more common. 
Excessive deep percolation losses near the supply ditches result from use 
of long furrows on porous open soils. 

82. Spacing and Depths of Furrows. — Spacing of furrows for irri- 
gation of corn, potatoes, sugar beets, and other row crops is determined 
by the proper spacing of the crop, one furrow being provided for each row. 



Fig. 55. — Furrow irrigation in Snake River Valley, Idaho, (Photographer un- 
known.) 

In orchard irrigation, furrows may be spaced from 3 to 6 feet apart. 
Soils having unusually favorable capillary properties, or impervious 
subsoils, may permit orchard furrows 10 to 12 feet apart. With the 
greater spacing it is essential to make borings with a soil auger or tube 
to assure adequate lateral moisture movement from furrows. 

Furrows from 8 to 12 inches deep facilitate control of water and pene- 
tration into the more impervious soils. They are well suited to orchards 
and to some furrow crops. Other furrow crops as sugar beets are best 
irrigated with furrows from 3 to 5 inches deep. It is highly desirable in 
irrigating sugar beets and similar root crops to have the furrows deep 
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enough, and the stream in each small enough, so that the water cannot 

Furrows. -water is 

furrows from earth supply ditches Idaho the earth 

:raSstost“"^ 



Re, 56, - Fear corrug.llo» supplM horn single .uUet. (D. S. Dept. Agr. F—' 
Bul. 1348.) 


On the other hand, it provides large flexibility, permitting a rather large 
stream in each furrow when the water is first turned in, thus wetting the 
fmrow through its entire length quickly, and then deceasing it so tlmt 
iust enough water enters the furrow to keep it wet, and at the same time 
ieducing the run-off from the lower end to a nunmium, or P’’® ^ 
entirely^ Similar control of the streams from wood or concrete flumes, 
OT through lath tubes or pipes, in the bank of the earth ditches demands 

T'cl^^ro'iV^'fwLhinglion, particularly in orchard uri- 
nation the earth supply ditch has been largely replaced by small wood 
rcTncmte toesTconcmb, pipes underground. Typical supply 

flumes with smaU turnouts are shown in Fig. 57. 
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84. Natural Sub-Irrigation. — In a few localities, natural conditions 
are favorable to the application of water to soils directly under the sur- 
face, a practice known as sub-irrigation. An impervious subsoil at a 
depth of 6 feet or more, a porous loam or sandy loam surface soil, uni- 
form topographic conditions, and moderate slopes favor sub-irrigation. 
Under such conditions, proper water control to prevent alkali accumula- 
tion or excess water-logging usually results in economical use of water, 
high crop yields, and low labor cost in irrigation. 

Cahfornia has several large tracts of low-lying lands in the Sacramento- 
San Joaquin Delta that are successfully sub-irrigated. Before being 



Fig. 57. — Low check in concrete flume and turnout in wooden flume. (New Mex. 
Agr. Exp. Sta. Circular 92.) 


reclaimed some of these tracts were flooded every year by the overflow 
C waters of the Sacramento and San Joaquin rivers* Eeclamation was 

made possible by building large levees around tracts of several thousands 
of acres, followed by installing drainage systems and by pumping the 
water discharged from the drains over the levees into the river channels. 
The soils are composed largely of decayed organic matter and are known 
as peat, tule, or muck soils. During several months of each year, the 
water in the river channels, now controlled by artificial levees, is 2 to 10 
feet or more higher than the land surface. In order to obtain water for 
irrigation, siphons are built from the channels over the levees and the 
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water is thus siphoaed to the lands. It is 

r O li fAPt Hppd and 1 foot wide having vertical sides, inebe 
dSes spaced from 150 to 300 feet apart, provide adequate distribu- 
“Jthe watfr satisfactorily for irrigation of small grams and root 

"T'the Rocky Mountain states there are tlmee J ^ 

r t £ sr vX! sr car t 

reirBench, S^ake River Valley 

BenX Idaho. - The land slopes uniformly 
about 2 feet per 1000 feet. Surface loams and gravelly loams from L5 
to 6 feet in depth are a" muchL 90 

of the area attempt was 
made to rrigate the land by the usual flooding methods. Excesave 
Ten Eolation losses resulted, and frequent irrigation was found 
essential to ordinary crop yields. The gradual nse of the water t^le 
cornr the irrigators th^^^ smaller quantities of water would suffice 
rrire ffi^orfble irrigation methods. Irrigation water is now ap- 
nlied in shaUow ditches about 3 feet wide and spaced frona 100 to 300 
F + «r,E,rt In aeneral these ditches do not exceed 4 mile m length. 
rlSm froi i to I c f.s. is run into each ditch, from which it sinks to 
fhf So^d water, causing the water table to rise ffigh enough to moisten 
the foot zone sofl by capillary action and thus fuUy supply the water 

^d^ainage. - In some localities,, natural dr^- 
p i« in^siifficient to carry away the excess water applied m sub-irrigation. 

R has recently been found necessary in the Cache Valley area at Lewiston, 

Utah to construct large open drains to prevent excessive water-logging 
r— iL '^In cert^B favorable parte of -gted 

valleys such as the San Joaquin Valley, California, and the Salt River 
vS Arizona, where deep percolation from the flooding xmgation 
methods has resulted in the rise of the ground water to the extent that 
drainage by pumping has been found essential to maintain the soil pro- 
ductivfty, it is possible that sub-irrigation methods may advantageously 

'"'srlSdal Sub-Irrigation. -Under very favorable soil conffitions 

for Ihe production of high-priced crops on small areas a 

system is placed in the soil well beneath the surface. ^ The process of 
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other conduits is designated artificial sub-irrigation. Favorable soil 
conditions permitting free lateral movement of water and relatively rapid 
capillary movement are essential to the mechanical success of artificial 
sub-irrigation. Persons who are not informed concerning the several 
methods of irrigation are sometimes prone to over-value the advantages 
of artificial sub-irrigation and make expenditures on sub-irrigation sys- 
tems far greater than economic results justify. The cost of this method 
of irrigation is usually prohibitive. 

88. Conditions Favorable to Spray Irrigation. — Spray irrigation 
consists in appl3dng water to the surface of the soil in the form of a fine 
spray somewhat as it comes in ordinary rains. This method of irrigation 
has been found serviceable particularly in the production of truck, berry, 
and other crops that yield high returns per acre. Spray irrigation is 
most widely practiced in the humid sections of the United States as a 
means of assuring continuous and rapid growth of valuable crops despite 
the occasional occurrence of periods of drought. Like other methods of 
irrigation in humid or semi-arid regions, spray irrigation with a de- 
pendable water supply constitutes a form of crop insurance. i The value 
of the increase in crop yield as a result of irrigation, together with the 
insurance of a good crop, regardless of lack of rain, is evidenced by the 
rapid expansion of spray irrigation in the eastern states. In arid regions, 
spray irrigation is sometimes economical for production of especially 
valuable crops, particularly on land that is not well suited to irrigation 
by other methods. 

89. Types of Spray-Irrigation Systems. — The most commonly used 
spray-irrigation systems are grouped into two types, namely: the over- 
head pipe system, and the circular spray system. These two types are 
well described by Mitchell and Staebner as follows. 

90. Overhead Pipe System. — The spray-irrigation system most com- 
monly used in the eastern United States consists of parallel lines of pipe 
about 50 feet apart, supported on rows of posts about 6| feet high, each 
line equipped with small nozzles spaced 3 to 4 feet apart. Fig. 58 illus- 
trates this method. Each nozzle discharges a tiny stream of water per- 
pendicularly to the pipe line, all streams emerging parallel. The water 
falls upon the ground and plants in tiny drops or as a mist; the entire 
width of about 50 feet may be irrigated uniformly by turning the pipe. 
The water for irrigation is pumped through underground pipes, to which 
the end of each nozzle line is connected by an upright pipe. At the be- 
ginning of each nozzle line is a valve, a turning union equipped with a 
handle to turn the pipe, and a screen to catch any sediment in the 
water. ^ 

The kind of system just described is commonly known as a high- 
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Fia. 58. — Spray irrigation. (New Jersey Agr, Exp. Sta. Bui. 453.) 


Fig, 59. Portable spray equipment used in gardens about cold frames and hotbeds. 
[Luther Burbank gardens, Santa Rosa, Calif.] (U. S. Dept. Agr. Bui. 495.) 
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post ” mstallation. Less frequently, posts are used only 1| to 4 feet 
high, and the system is then termed a '' low-post '' installation. Some 
systems have the nozzle lines suspended by short wires from a cable 
supported by posts 12 to 20 feet high and 50 to 125 feet apart. 

A portable spray system, such as is used in some localities, con- 
sists of one or more nozzle lines that are carried from one part of the 
field to another as desired. They are laid upon the ground or supported 
on boxes, short posts, or special portable devices. Sometimes the 
main pipes to supply the portable nozzle lines are laid on top of the 
ground and moved from one field to another. A portable system is 
illustrated in Fig. 59. 

The high-post installation is used by a great majority of the irrigators 
in the eastern United States. The low-post installation gives a slight 
saving in the cost of posts, but interferes somewhat more with farming 
operations than the high-post installation. When high posts are used, 
a light breeze is more effective in spreading the water over the field. 
The cable suspension type has the advantage of giving least interference 
with farming operations, particularly when the nozzle lines are hung 
higher; they are sometimes put 9 feet above the ground. However, 
with the nozzles more than 6| feet from the ground they are much less 
easily cleaned. 

The advantage of the portable system is lower cost than the per- 
manent installations, less piping being required, but the cost of operation 
is greater owing to the additional labor of moving the pipes and making 
the necessary connections and disconnections. Where temporary or 
portable supports are used this system is entirely out of the way when 
plowing or cultivating. 

91. Circular-Spray System. — The circular-spray system distributes 
water from circular-spray nozzles fixed to the tops of upright pipes, 
sometimes called stands, distributed uniformly through the field. For 
irrigation of truck crops the nozzles have an elevation of 4 to 6 feet 
above ground and are supplied with water through the uprights, and 
therefore the nozzles are spaced equidistant from each other at the cor- 
ners of triangles, as shown in Fig. 60. This gives a more uniform dis- 
tribution of water over the field than to place the nozzles at the corners 
of squares or rectangles. Each lateral pipe line, and sometimes each 
nozzle, is controlled by a valve. This system is used very little in the 
eastern states. Its use is largely confined to a light soil that takes water 
rapidly and to crops that will not be injured by a coarse spray. The 
circular spray seems more particularly adapted for the irrigation of 
fruit than of vegetables, and is used to a considerable extent in the citrus 
orchards of California. There the stands are high, often holding the 
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nozzles above the trees, and sometimes are placed close to trees so as to 
be less in the way of cultivation. 

92. Costs of Various Methods. — The first cost of preparing land for 
irrigation ranges from a few dollars up to $400 or more per acre. Prepa- 
ration for irrigation by the primitive flooding method requires the small- 
est financial outlay, whereas preparation for artificial sub-irrigation or 
for spray irrigation requires the largest investment per acre. It is 
authoritatively estimated that the total cost of properly preparing all 
the irrigated land of the West for efficient application of water will equal 



Fig. 60 . — Typical plan for piping a field for a circular-spray irrigation system, 
showing staggered positions of nozzles to obtain the least amount of overlapping 
of spray. Distances marked a should be equal. (U. S. Dept. Agr. Bui. 1529.) 



approximately the total cost of dams, canals, headgates, and other major 
irrigation structures required to make water available to the farm. 
There is still very great opportunity for improving the preparation of 
land by smoothing and leveling it, and by selecting widths and lengths 
of border strips; areas of checks; length, spacing and depth of furrows 
better suited to soil conditions and irrigation streams. Leading irriga- 
tion farmers study their water losses and application costs as related to 
the cost of improving their methods of irrigation. 

Preparation for the border strip or check flooding ranges in cost from 
$15 to $50 per acre; and basin preparation, other things being 6qual, 
is somewhat more costly. 

Under the large irrigation projects of the West the total irrigation 
costs that must ultimately be met by the farmers include not only the 
cost of land preparation but also the cost of the irrigation works — a 
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topic not within the scope of this volume. It is noteworthy, however, 
that in providing for irrigation by the spray method the first cost usually 
includes the cost of the water supply and therefore is relatively greater 
than, and not directly comparable to, the costs of preparing land for 
irrigation by the other methods. For spray systems the capital cost 
ranges from $200 to $400 or more per acre. Based on a first cost of 
$250 an acre for a stationary spray irrigation plant, Williams estimates 
the total annual overhead and operating expense of supplying 6 acre- 
inches of water per year as $51. He also indicates that the farmer^s 
annual increase in profits per acre must exceed this amount in order to 
make spray irrigation financially attractive. 

93. Choosing the Water Supply for Spray Systems. — The first step 
in designing a spray-irrigation system should be to make sure that a 
good supply of water is obtainable and that it will be adequate in the 
driest season. All doubt in this regard should be removed before any 
unnecessary expense is incurred. Irrigation requires a large quantity of 
water, and the fact that a source of supply is ample for all the other 
farm uses is not proof that it is sufficient for irrigation during dry periods. 
If the prospective irrigator has a choice of sources of supply, the cost of 
original installation, of operation and upkeep for each available source 
and the dependability of each should be considered carefully before a 
choice is made. 

94. Common Sources of Water Supply for Spray Irrigation. — Under- 
ground water is the source of supply for most spray-irrigation systems, 
particularly in the Middle Atlantic states. It is obtained generally at 
depths of 15 to 50 feet, though a very few irrigators have wells more than 
100 feet deep. The quality of underground water for irrigation is gen- 
erally good. For depths not exceeding about 50 feet, driven wells are 
commonly used, because in the section where irrigation is most common 
the absence of rock or boulders permits of easy driving. Where one well 
has been inadequate, batteries of two to five or more wells have been 
used, connected together at the top. As ordinarily placed (6 to 10 feet 
apart), the supply is not increased in proportion to the number of wells; 
the flow probably would be increased by spacing the wells farther apart. 
The deeper wells are larger in diameter and more difficult to install 
than the driven type, but they furnish a larger and more dependable 
supply of water. Where deep wells have been used for irrigation sup- 
plies, the water generally rises to within the ordinary pumping depth, 
and if this does not occur the cost of pumping from deep sources may 
reduce greatly the profits from irrigation. 

Near cities it sometimes has been practicable to procure water for 
irrigation from the municipal water mains. The quality of such supplies 
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TABLE XIII 

Depth in Inches that a Stream, q , c.f.s. Flowing, t , Hours Woitld 
Cover One Acre if Spread Uniformly. 


qt 

Based on Equation ( 32 ) d = — 

a 


Line 

No . 

Dis - 

charge 

c . f . s . 

9 

Time in Hours , i 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

0.5 

0.5 

» 1.0 

1 1.6 

; 2.0 

> 2.5 

; 3 .C 

1 3.5 

i 4.0 

1 4.5 

5.0 

1 5.5 

i 6.0 

2 

.6 

.6 

. 1.2 

: 1.8 

1 2.4 

: 3.0 

> 3.6 

i 4.2 

! 4.8 

: 5.4 

6.0 

' 6.6 

i 7.2 

3 

.7 

.7 

1.4 

2.1 

2.8 

3.5 

. 4.2 

! 4.9 

1 5.6 

* 6.3 

7.0 

- 7.7 

’ 8.4 

4 

.8 

.8 

1.6 

2.4 

3.2 

4.0 

1 4.8 

5.6 

6.4 

: 7.2 

8.0 

8.8 

1 9.6 

5 

.9 

.9 

1.8 

2.7 

3.6 

4.5 

5.4 

6.3 

7.2 

8.1 

9.0 

9.9 

' 10.8 

6 

1.0 

1.0 

2.0 

3.0 

4.0 

5.0 

6.0 

7.0 

8.0 

9.0 

10.0 

11.0 

12.0 

7 

1.2 

1.2 

2.4 

3.6 

4.8 

6.0 

7.2 

8.4 

9.6 

10.8 

12.0 

13.2 

14.4 

8 

1.4 

1.4 

2.8 

4.2 

5.6 

7.0 

8.4 

9.8 

11.2 

12.6 

14.0 

15.4 

16.8 

9 

1.6 

1.6 

3.2 

4.8 

6.4 

8.0 

9.6 

11.2 

12.8 

14.4 

16.0 

17.6 

19.2 

10 

1.8 

1.8 

3.6 

5.4 

7.2 

9.0 

10.8 

12.6 

14.4 

16.2 

18.0 

19.8 

21.6 

11 1 

2.0 

2.0 

4.0 

6.0 

8.0 

10.0 

12.0 

14.0 

16.0 

18.0 

20.0 

22.0 

24.0 

12 

2.2 

2.2 

4.4 

6.6 

8.8 

11.0 

13.2 

15.4 

17.6 

19.8 

22.0 

24.2 

26.4 

13 

2.4 

2.4 

4.8 

7.2 

9.6 

12.0 

14.4 

16.8 

19.2 

21.6 

24.0 

26.4 

28.8 

14 

2.6 

2.6 

5.2 

7.8 

10.4 

13.0 

15.6 

18.2 

20.8 

23.4 

26.0 

28.6 

31.2 

15 

2.8 

2.8 

5.6 

7.4 

1 

11.2 

14.0 

16.8 

! 19.6 

22.4 

25.2 

28.0 

30.8 

33.6 

16 

3.0 

3.0 

6.0 

9.0 

12.0 

15.0 

18.0 

21.0 

24.0 

27.0 

30.0 

33.0 

36.0 

17 

3.2 

3.2 

6.4 

9.6 

12.8 

16.0 

19.2 

22.4 

25.6 

28.8 

32.0 

35.2 

38.4 

18 

: 3.4 

3.4 

6.8 

10.2 

15.6 

17.0 

20.4 

23.8 

27.2 

30.6 

34.0 

37.4 

40.8 

19 

3.6 

3.6 

7.2 

10.8 

14.4 

18.0 

21.6 

25.2 

28.8 

32.4 

36.0 

39.6 

43.2 

20 

3.8 

3.8 

7.6 

11.4 

15.2 

19.0 

22.8 

26.6 

30.4 

34.2 

38.0 

41.8 

45.6 

21 

4.0 

4.0 

8.0 

12.0 

16.0 

20.0 

24.0 

28.0 

32.0 

36.0 

40.0 

44.0 

48.0 

22 

4.2 

4.2 

8.4 

12.6 

16.8 

21.0 

25.2 

29.4 

33.6 

37.8 

42.0 

46.2 

50.4 

23 

4.4 

4.4 

8.8 

13.2 

17.6 

22.0 

26.4 

30.8 

35.2 

39.6 

44.0 

48.4 

52.8 

24 

4.6 

4.6 

9.2 

13.8 

18.4 

23.0 

27.6 

32.2 

36.8 

41.4 

46.0 

50.6 

55.2 

25 

4.8 

4.8 

9.6 

14.4 

19.2 

24.0 

28.8 

33.6 

38.4 

43.2 

48.0 

52.8 

57.6 

26 

5.0 

5.0 

10.0 

15.0 

20.0 

25.0 

30.0 

35.0 

40.0 

45.0 

50.0 

55.0 

60.0 
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TABLE XIV 

Size op Stheam, g, c.f.s. Flowing, t , Hours Required to Apply a Depth, d!, 
Inches of Irrigation Water to One Acre if Spread Uniformly. 

Based on Equation (32) g = “ 


Line 

No . 

Depth 

in 

Inches 

d 

Time in Hours , t 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

1.0 

1.00 

0.50 

0.33 

; 0.25 

0.20 

0.17 

0.14 

0.125 

0.11 

0.10 

0.091 

0.083 

2 

1.5 

1.50 

0.75 

.50 

.37 

.30 

.25 

.21 

.19 

.17 

.15 

.146 

.125 

3 

2.0 

2.00 

1.00 

.67 

.50 

.40 

.33 

.29 

.25 

.22 

.20 

.18 

.17 

4 

2.5 

2.50 

1.25 

.83 

.62 

.50 

.41 

.36 

.31 

.28 

.25 

.23 

.20 

5 

3.0 

3.00 

1.50 

1.00 

.75 

.60 

.50 

.43 

.37 

.33 

.30 

.27 

25 

6 

3.5 

3.50 

1.75 

1.18 

.88 

.70 

.58 

.50 

.44 

.39 

.35 

.32 

.29 

7 

4.0 

4.00 

2.00 

1.33 

1.00 

.80 

.67 

.57 

.50 

.44 

.40 

.36 

.33 

8 

4.5 

4.50 

2.25 

1.50 

1.12 

.90 

.75 

.64 

.56 

.50 

.45 

.41 

.37 

9 

5.0 

5.00 

2.50 

1.67 

1.25 

1.00 

.83 

.71 

.62 

.56 

.50 

.45 

.42 

10 

5.5 

5.50 

2.75 

1.83 

1.37 

1.10 

.92 

.79 

.69 

.61 

.55 

.50 

.46 

11 

6.0 

6.00 

3.00 

2.00 

1.50 

1.20 

1.00 

.86 

.75 

.67 

.60 

.55 

.50 

12 

6.5 

6.50 

3.25 

2.16 

1.62 

1.30 

1.08 

.93 

.81 

.72 

.65 

.59 

.54 

13 

7.0 

7.00 

3,50 

2.33 

1.75 

1.40 

1.18 

1.00 

.88 

.78 

.70 

.64 

.58 

14 

7.5 

7.50 

3.75 

1 2.50 

1.87 

1.50 

1.25 

1.07 

.94 

.84 

' .75 

.68 

.63 

15 

8.0 

8.00 

4.00 

2.67 

2.00 

1.60 

1.33 

1.14 

1.00 

.89 

.80 

.73 

.67 

16 

8.5 

8.50 

4.25 

2.83 

2.12 

1.70 

1.42 

1.21 

1.06 

.95 

.85 

.77 

.71 

17 

9.0 

9.00 

4.50 

3.00 

2.25 

1.80 

1.50 

1.29 

1.13 

1.00 

.90 

.82 

.75 

18 

9.5 

9.50 

4.75 

3.16 

2.38 

1.90 

1.58 

1.36 

1.19 

1.06 

.95 

.86 

.79 

19 

10.0 

10.00 

5.00 

3.33 

2.50 

2.00 

1.67 

1.43 

1.25 

1.11 

1.00 

.91 

.83 

20 

10.5 

10.50 

5.25 

3.50 

2.64 

2.10 

1.75 

1.50 

1.31 

1.17 

1.05 

.95 

.88 

21 

11.0 

11.00 

5.50 

3.67 

2.75 

2.20 

1.83 

1.57 

1.38 

1.22 

1.10 

1.00 

.92 

22 

11.5 

11.50 

5.75 

3.83 

2.87 

2.30 

1.92 

1.64 

1.44 

1.28 

1.15 

1.05 

.96 

23 

12.0 

12.00 

6.00 

4.00 

3.00 

2.40 

2.00 

1.71 

1.50 

1.34 

1.20 

1.09 

1.00 
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TABLE XV 


Time in Hours, t, Required with a Stream, q, c.f.s. to Apply, d, Inches 
OP Irrigation Water to One Acre ip Spread Uniformly. 

da 

Based on Equation (32) t — — 


Depth in Inches, d 


Line charge 
No. c.f.s. 



0.5 2.00 4.00 6.00 8.0 10.00 12.0 14.00 16.00 18.00 20.00 22,00 24.00 

.6 1.66 3.33 5.00 6.67 8.33 10.0 11.67 13,33 15.00 16.67 18.33 20.00 

.7 1.43 2.86 4.30 5.72 7.15 8.58 10.0011.43 12.86 14.33 15.73 17.17 
.8 1.25 2.50 3.75 5.00 6.25 7.50 8.75 10.0011.25 12.50 13.76 15.00 
.9 1.11 2.22 3.33 4.50 5.56 6.68 7.78 8,88 10.0011.10 12.25 13.33 

1.0 1.00 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 

1.2 . 84 1.67 2,50 3.33 4.16 5.00 5.84 6,67 7.50 8,33 9.17 10.00 

1.4 . 71 1.43 2.14 2.86 3.57 4,28 5.00 5.71 6.43 7.14 7.87 8.57 

1.6 . 63 1.25 1,87 2.50 3.13 3.75 4.38 5.00 5.62 6.25 6.88 7.50 

1.8 . 56 1.11 1.67 2.22 2.78 3,33 3.88 4.44 5.00 5.55 6.12 6.67 

2.0 . 50 1.00 1.50 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 

2.2 . 45 . 91 1.36 1.82 2.27 2.73 3.18 3.64 4.09 4.54 5.00 5.46 

2.4 . 42 . 83 1.25 1.67 2.08 2,50 2.92 3.33 3,75 4.16 4.58 5.00 

2.6 . 38 . 77 1.15 1.54 1.92 2.31 2.69 3.08 3.46 3.85 4.23 4.62 

2.8 . 36 . 71 1.07 1.43 1.78 2.14 2.50 2,86 3.22 3.57 3.93 4.28 

.33 . 67 1.00 1.33 1.67 2.00 2.33 2.67 3.00 3.33 3.67 4.00 

.31 .63 . 94 1.25 1.56 1.88 2.19 2.50 2.81 3.12 3.44 3,75 

.29 . 59 . 88 1.18 1.47 1.76 2.06 2.35 2.65 2.94 3.24 3.53 

.28 . 56 . 83 1.11 1.39 1.67 1.94 2,22 2.50 2.78 3.06 3.33 

.26 . 55 . 79 1.05 1.32 1.58 1.84 2,10 2.37 2.63 2.90 3.16 


.25 . 50 . 75 1.00 1.25 1.50 1.75 2.00 2.25 2.50 2.75 3.00 
.24 . 48 . 71 .95 1.19 1.43 1.67 1.90 2.14 2.38 2.62 2.86 

.23 . 45 . 68 . 91 1.14 1.36 1.59 1.82 2.04 2.27 2.50 2.73 

.22 . 44 . 65 . 87 1.09 1.30 1.52 1.74 1.96 2.17 2.39 2.61 

.21 .42 . 63 . 83 1.04 1.25 1.46 1.67 1.88 2.08 2.29 2.50 


.80 1.00 1.20 1.40 1.60 1.80 2.00 2.20 
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is excellent and the cost of pumping is eliminated, but with increase in 
the population of the city and the corresponding increase in the de- 
mand for household use, the permanence of this source is not always 
assured. 

Water for irrigation is procured in many cases from lakes, ponds, and 
streams. To be of value, any source of supply must furnish adequate 
quantities in the* dry seasons, when the water is most needed. Very 
small streams, and sometimes springs, can be utilized when it is prac- 
ticable to form a storage reservoir by building a dam across the water- 
way. Such surface waters are very likely to need straining before they 
are used in order to avoid clogging of the nozzles. 

95. Quantity of Water Needed for Spray Irrigation. — Because spray 
irrigation is more widely practiced in humid than arid regions, the 
seasonal water needs are small compared to the needs for flooding and 
furrow irrigation in arid regions. During the drier seasons from 6 to 8 
acre-inches per acre are needed, whereas in some years 4 inches will 
sufficiently supplement the rainfall to produce profitable truck crops. 

Williams found that, for preparing seed beds and for irrigation of 
young vegetables, very small amounts of water in each irrigation will 
suffice — from i to | acre-inch per acre. For designing purposes 
Williams recommends as an average basis 1.0 inch per week in humid 
regions and 1.5 inches per week in arid regions. 
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CHAPTER VI 

FARM IRRIGATION IMPLEMENTS AND STRUCTURES 

Each one of the several methods of preparing land for irrigation out- 
lined in Chapter V requires certain implements in order to accomplish 
the desired result most efficiently. The implements that are most com- 
monly used in the preparation of land are described in this chapter. In 
addition to the use of properly designed implements in the preparation 
of land for irrigation it is essential to efficiency and economy that each 
irrigated farm be provided with structures that facilitate easy control 
and regulation of the stream of irrigation water during its application to 



the land. As yet, comparatively little attention has been given to irriga- 
tion structures by public irrigation research agencies, the more basic 
problems in the relations of irrigation practice to soils and to plants 
having thus far commanded major attention. The greater the available 
knowledge of the interrelations of soils, plants, and water, and the 
greater the demand for water, the more urgent it becomes that the irri- 
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Fig, 63. — Miskin scraper tractor-drawn, one-cubic-yard capacity 
Miskin Scraper Works.) 


(Courtesy: 


be irrigated by flooding, or plowing with dull, poorly kept plows, is fol- 
lowed by inefScient irrigation. 

Liberal use of good harrows and a drag such as illustrated in Fig. 61 
may greatly reduce the ill effects of poor plowing, but the same expendi- 


gator be able to control the stream at his disposal and to spread the 
water uniformly over the land surface in order to moisten the soil to the 
desired depth without sustaining excessive losses of water. Some of the 
farm structures that facilitate the control of water are described in this 
chapter. 

96. Implements. — The farm implements of first importance in irriga- 
tion are the plow, spike-tooth harrow, disc harrow, and drag or float. 

^ Good plows and good plowing 

very greatly contribute to the 
^ possibility of uniformity in dis- 
' tributing irrigation water. 

' Lands that are irrigated by the 
■' wild flooding methods especially 
■ • require good plowing because, 

■ - ] owing to the lack of specially 

■ Pig. 62. -Fresno scraper. prepared levees, there is no 

means of crowding water over 
the higher land areas of poorly plowed fields. It is a common experi- 
ence among irrigators that careless plowing of those tracts that are to 
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ture of time and energy on well-plowed land brings much more satis- 
factory results. Regardless of the particular method of irrigation that 
may be practiced, the better farmers in irrigated regions are always mind- 
ful of the importance of using carefuUy the better tillage implements in 
order to obtain a smooth land surface in which there are few if any small 
depressions or elevations resulting from tillage operations. 

97. Implements for Making Borders. — In addition to the common 
tillage implements, well-built scrapers such as the Fresno, illustrated in 
Fig. 62, and the Miskin shown in Fig. 63, are essential to preliminary 
leveling and making of the levees. On some of the larger farms, special 
land levelers drawn by tractors, as illustrated in Fig. 64, have proved to 
be economical. Also standard road graders are used as shown in Fig. 
65. The more commonly used implement is the homemade V-shaped 
drag illustrated in Fig. 66. Arizona farmers in the Salt River Valley 
have developed a special adjustable border implement as illustrated in 
Fig. 67. The steel frame attached to the rear end of the Arizona imple- 
ment smooths and grades the top of the levee in the same operation 
which crowds the soil together to make a levee. 

98. Implements for Making Corrugations. — Shallow furrows are 
designated as corrugations. Two types of homemade corrugators are 
used: one a roller around which collars of the desired thickness and 
depth are built; the other a drag having runners as corrugators. The 
roller type, illustrated in Fig. 68, compresses and compacts the soil as 
a means of making furrows; the drag type crowds the soil to both sides 
of the runner. Two kinds of homemade wooden corrugators are illus- 
trated in Figs. 69 and 70. These corrugators, as also the roller one, are 
limited in use to newly plowed land. For old alfalfa land, clover land, 
or other land having a compact surface, heavy, well-constructed steel 
corrugators are needed to make satisfactory furrows. A corrugator of 
this type is illustrated in Fig. 71. In the sugar-beet-growing sections of 
the West it is customary to use standard two-horse, wheel cultivators 
with special small plow attachments for making the corrugations. The 
beet cultivator may be used for newly seeded grain or alfalfa land, but 
it is not well adapted to use on land on which the surface soil has be- 
come compacted. A special wheel-mounted corrugator is illustrated in 
Fig. 72. 

99. Implements for Making Deep Furrows. — Potatoes, corn, as- 
paragus, celery, and orchards on some soils are best irrigated from com- 
paratively deep furrows. Especially in heavy soils, deep furrows are 
advisable. Many orchard crops, such as apples, peaches, lemons, olives, 
almonds, etc., are also best irrigated by the use of deep furrows. A 
common shovel plow is sometimes used for making the furrows needed. 
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Fig. 64. — A Caterpillar tractor drawing a land leveler. (U. S. Dept. Agr. Farmers^ 
Bui. 1243.) 


Fig, 65. — Road grader used in preparing land for border irrigation. (Figs. 65-67 
from U. S. Dept. Agr. Farmers' Bui. 1243.) 
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For orchard irrigation, land having a steep side-hill slope a standard 
mole board plow may well be used by throwing the soil down hill so as 

to avoid overflowing of the 
furrows. A two-way sulky 
plow saves time in making 
deep furrows on side-hill 
land. 

100. Farm Irrigation 
Structures. — Engineers ap- 
ply the word structure to the 
large dams, headgates, 
sluices, flumes, inverted si- 
phons, chutes, and drops 
which are built to divert 
water from natural sources 
and convey it to the farms 
for irrigation. The devices 
and pieces of equipment 
used by the individual irri- 
gator to divert water from a 
large canal into his ditch 
and convey it to the several 
parts of his farm are here 
designated farm irrigation 
Fig. 68 . — Roller corrugator. (Figs. 68 to 72 in- structures. In some pio- 
elusive are from U. S. Dept. Agr. Farmers’ communities rather 

Bui. 1348.) , j, • . , 

crude farm irrigation struc- 
tures are made to suffice even though the labor cost required in the use 
of such structures is sometimes very high. As a rule, it is economical, 
and it is always most satisfactory to the irrigator, to build structures 
that have the required capacity and the strength to control the water at 
the irrigator’s will. Many irrigation canals in the West, and particularly 
in the Rocky Mountain states, are built along the rims of the valleys 
immediately above the irrigated lands so that each irrigator obtains 
water directly from the main canal which carries water during the entire 
irrigation season. On such canals satisfactory take-out structures are 
especially necessary. Farm irrigation structures include two general 
classes, namely, permanent and temporary structures. To be sure, there 
is no structure that is truly permanent in the strict sense of the word, 
but the term permanent is applied to those structures which remain in 
place during one or more irrigation seasons. Temporary structures are 
those that are moved from place to place during each irrigation, or those 
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Fig. 71. — Steel corrugator. 


Fig. 72. — Wheel mounted corrugator. 
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that are built for only one season’s use. A further desirable classification 
of structures is based on the function of the structure, and includes: di- 
version, conveyance, and distribution structures. The several structures 
in each of these classes are listed in tabular form below. 

101. — Tabulated List of Farm Irrigation Structures.^ 



Permanent 

Temporary 


Check gates 

Portable steel dams 


Take-out channels 

Canvas dams 

Diveksion 

Hydrants or valves 

Earth dams 


Tubes 

Division boxes 

Straw and earth dams 


Ditches 

Ditches 

Conveyance 

Flumes 

Slip joint pipes 

Surface pipes 
Underground pipes 

Canvas hose 



Surface pipes 

Furrows 

Distribution 

Levees 

, Spray pipes 

Corrugations 

Border strips 


Nozzles 

Checks 


102, Permanent Diversion Structures. — As yet there is considerable 
lack of uniformity in the names applied by different irrigation authorities 
to the several diversion structures. The author suggests the following 
designations with the thought that improvements will be made by those 
interested, until finally, jveU and standard terms will be 

agreed upon and used. A check gate is one placed across a stream from 
which it is desired to divert water. The function of check gates is 
analogous to that of the dam or the diversion weir on the larger natural 
streams at the heads of canal systems. It is suggested that the term 
headgate be used only to designate the regulator gates at the head of 
canal systems; and that gates built across laterals and ditches, for the 
purpose of diverting part or all of the stream be designated as check 
gates. The take-out is a part of the farmer’s diversion works ” and is 
analogous to the headgate of the main diversion works on the river 
system. Its function is to admit a sufficient amount of water into the 
small lateral, the field ditch, or the furrow, and to prevent an excessive 
quantity from entering. Typical wooden check gates are illustrated 
in Figs. 73 and 74. These gates may also be used as take-out gates, 
although pipe or culvert take-outs are commonly used — especially to 

* Structures for measuring irrigation water and for dividing a stream into dif- 
ferent parts are described in Chapter III. The irrigation devices here classed as 
'temporary farm irrigation structures” are described by some authorities as irri- 
gation equipment.” 
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Fig. 73. — Standard single-wing wooden check gate. (Figs. 73 to 76 from U. S. 
Dept. Agr. Farmers’ Bui. 1243.) 























HYDRAULIC PRINCIPLES OF DIVERSION STRUCTURES 135 


take relatively small streams out of large canals. For check gates in 
large canals in which the quantity of water fluctuates appreciably, it 
is desirable to use fiashboards placed on the bottom of the stream so 
that the water which passes the cheek gate and goes on down the canal 
is forced to flow over the check structure — not under it. A study of 
the hydraulic principles of check and take-out structures as given in the 



Fig. 75. — Concrete gate and wooden dashboard used on the Turlock Irrigation 
District. California. 


following article will clarify the reasons for the foregoing statement. A 
well-made concrete check gate with wood dashboard used by the Turlock 
Irrigation District of California is illustrated in Fig. 75. 

103. Hydraulic Principles of Diversion Structures. — In taking water 
out of a large distributary or of a main canal, it is as a rule desirable 
that the farmer obtain a flow as nearly constant as possible. Sudden 
increases in the quantity of water flowing in the canal, which occur as 
a result of storms or from closing of take-out gates, should be permitted 
to flow down the canal with as little obstruction as possible. These two 
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conditions, i.e., approximately constant flow for the irrigator and a 
minimum of obstruction in the main canal, in general may be provided 
by using submerged pipes or culverts as take-outs and overflow flash- 
boards as checks in the main canal to cause the water to rise high enough 
to submerge the farmer^s take-out gate and divert the quantity of water 
that he desires. To understand these principles clearly the student 
should review the chapter on measurement of water and in particular 
equations (16) and (18). 

It is seen from equation (18) that H varies with the two-thirds power 
of q] hence, to double the quantity of water flowing over the dashboards 
as checks, the depth need be increased only 1.59 times. 

Equation (16) shows that h varies with the square of g; hence to double 
the quantity of water flowing through a submerged culvert take-out the 
effective head h must be increased to 4 times the original head. It is 
therefore clear that the streams through a submerged take-out are sub- 
ject to much less variation than those through over-pour take-outs. 

104. Temporary Diversion Structures. — In order to divert water 
from the small ditches on the farm many irrigators use only temporary 

earth dams. The irrigator makes 
each dam at the time and place 
desired by use of an ordinary 
shovel. In some soils that wash 
easily it is helpful to use a little 
partly rotted straw or weeds tem- 
porarily held in place by means 
of wooden stakes driven into the 
soil of the bottom of the ditch. 
Temporary earth dams are un- 
suited to streams of more than 2 
c.f .s. and in some soils are very difficult to maintain with a stream of 1 
c.f.s. or more. The labor requirement of temporary dams is greatly 
reduced by using portable dams of either steel or canvas. Two kinds 
of portable dams are illustrated in Figs. 76 and 77. Portable steel dams 
are suited to streams smaller than those diverted by canvas dams. 
For streams of 3 c.f.s. or more the steel dam required is so large as to 
become burdensome to move or carry about the field. Well-built 
canvas dams are used to divert streams as large as 5 c.f.s. or more, 
although streams of 2 to 3 c.f.s. are more commonly diverted by canvas 
dams. A rather heavy, closely woven canvas is necessary to stand the 
water pressure and. prevent excessive leaking. 

106. Water-Conveyance Structures. — The term structure as used 
herein applies quite as fully to ditches, levees, etc., which are made of 



Fig. 76. — Portable canvas dam in ditch. 
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Fig. 77. — Portable metal dam. 


Fig. 78. — Water floTOig from undergrbimd pipe for basiii irrigation in Santa Clara 
VaUey, Calif. (U. S. Dept. Agr. Office File.) 
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earth as it does to those devices which are built of wood, concrete, or 
metal. Most of the water-conveyance structures in the West are made 
of earth. The quantity of water that earth ditches will convey may be 
estimated from the equations and the tables of Chapter II. Also the 
quantities that may be conveyed in flumes and pipes may be estimated 
from Chapter II, as there illustrated. 

Conveyance of water under pressure through underground concrete 
pipe to various points on the farm is becoming increasingly popular, 
especially in the irrigation of orchards. Fig. 78 shows a stream of water 
emerging from an underground pipe. 

Under the wild flooding method of irrigation of perennial crops such 
as alfalfa and orchards, nearly all the ditches are built more or less 
permanently. Grain crops, notably wheat, oats, and barley, usually 


Fig. 79. — Use of portable galvanized-iron pipe in alfalfa irrigation. (U. S. Dept. 
Agr. Farmers’ Bui. 899.) 


require temporary ditches which are made with an ordinary plow along 
the higher parts or ridges of the field. The irrigation farmer is especially 
concerned with the smaller permanent ditches that are used to convey 
water to the several farms. These ditches are constructed with plows 
and with small ditching machines drawn by horses or traction engines. 

. It is customary, and usually convenient, to build farm irrigation ditches 
along property lines even though the land slopes along the property 
lines vary rather widely. On excessive slopes, caution must be exer- 
cised against erosion of farm ditches, and on small slopes, it is important 
to guard against growth of weeds and grasses in order to maintain a 
satisfactory discharge capacity. 
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106. Distribution Structures. — The use of levees, deep furrows, and 
corrugations as means of distributing the water over the land surface is 
described in Chapter V. Also brief attention is there given to overhead 
pipe spray systems and to portable spray systems. 

Where land surfaces are very irregular, soil permeabilities high, and 
water expensive, portable surface pipes are used to distribute water. 
Portable pipes are made of canvas, ordinarily called canvas hose, and 
of galvanized iron. 

The use of slip-joint pipe for irrigation of an alfalfa field is shown in 
Fig. 79. The use of slip-joint pipe for distribution is limited to com- 
paratively small areas in only a few irrigated regions. It is not recom- 
mended for large farms, and indeed it is rarely used in the inter-mountain 
irrigation states. On farms that are somewhat irregular in topographic 
conditions, and on which only small streams of water are available, the 
use of slip-joint pipe with which to distribute the water increases the 
water application efficiency. 

* See Chapter XVIII for definitions of efficiencies in irrigation. 



Plate tll. — Samuel Fortier, D.Sc., Civil Engineer, Eminent Irrigation Authority, 
Author, and Administrator, 










CHAPTER VII 


SOME PROPERTIES OF SOILS 

Among the many agencies which influence the processes of soil forma- 
tion, the climate is of great importance. It is therefore natural to find 
significant differences in the properties of soils formed under humid 
climates and those formed under arid climates. Irrigated soils usually 
are typical of arid-climate soils. However, there is some irrigation 
practice in humid regions on soils formed in humid climates but irriga- 
tion practice in humid climates thus far is relatively not extensive. 
After long periods of irrigation, some of the properties of humid-region 
soils are developed in arid-region soils. 

The chief source of aU mineral soils is rock, although some limited 
areas of soils are formed largely from organic matter. The breaking 
down of rocks into the fine particles which form soils is a result of 
mechanical disintegration. 

Chapters VII to XI, inclusive, are devoted to a consideration of the 
relationships of soils and water with special reference to the influences 
of these relationships on irrigation practice. Among the soil-water 
relations of importance in irrigated regions are the capacities of soils to 
retain irrigation water for the use of plants, the movement of water in 
soils, and the alkali content of irrigated soils, together with its transloca- 
tion and concentration due to the movement and evaporation of soil 
water. Chapters VII and VIII are devoted to definitions of soil proper- 
ties and basic soil-water relations; Chapters IX to XI are concerned 
with the storage and movement of water in soils, and with the alkali 
problem. 

107. Texture. — Where the main soil-forming process is due to 
mechanical disintegration, relatively coarse-grained particles are found. 
The size of the particles is designated by the word texture. Sandy soils 
are classed as coarse textured, loam soils as medium textured, and clay 
soils as fine textured. The texture of a soil has a very important influ- 
ence on the movement of water, the circulation of air, and the rate of 
chemical transformations which are of importance to plant life. The 
size of the soil particles has in reality a great influence on crop produc- 
tion the world over, but to the irrigation farmer it is particularly impor- 
tant because it determines, in a large measure, the amount of water 
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he can store in a given depth of soil. Moreover, the farmer is unable 
to modify the texture of his soil by any practicable means. 

108. Real Specific Gravity. — The real specific gravity of a soil is 
defined as the ratio of the weight of a single soil particle to the weight of 
a quantity of water equal in volume to the particle of soil. The specific 
gravity of the common soil-forming minerals varies from 2.5 to more 
than 5.0. However, since a few minerals such as quartz and feldspar 
usually make up the bulk of the soil, the real specific gravity of the soils 
which have a low percentage of organic matter varies but little, and 
approaches closely an average of 2.7, which is the specific gravity of 
quartz. Some irrigated soils which are formed largely of organic matter 
have a real specific gravity of 1.5 to 2.0, depending on the amount of 
mineral matter present. The soils of the island areas in the San Joaquin 
Valley, California, are typical of the latter class. 

109. Structure. — The particles of a natural soil vary greatly both 
in size and in shape. Soils in which the particles are relatively uniform 
in size have comparatively large spaces between the particles, whereas, 
other things being equal, the particles of those soils in which the size of 
the grains varies greatly become more closely packed and thus restrict 
the spaces between them. The finer-grained irrigated soils, if properly 
managed, function as groups of particles or granules, whereas, in the 
coarser-textured soils, each particle functions separately. The existence 
of granules assures a desirable soil structure. Excessive irrigation and 
plowing or otherwise working fine-textured soils when wet tends to 
break down these granules. A soil so treated is said to be puddled, and 
it has a poor structure. Favorable structure is essential to the satis- 
factory movement of water and air in fine-textured soils. 

110. Apparent Specific Gravity. — The apparent specific gravity of a 
soil is defined as the ratio of the weight of a given volume of dry soil, air 
space included, to the weight of an equal volume of water. This ratio 
is known also as the “ volume weight of the soil. It is evident that the 
apparent specific gravity is influenced by the structure, i.e., the arrange- 
ment of soil particles, and by the texture and compactness. Apparent 
specific gravity is a soil property of great importance to the irrigation 
farmer, as will be shown more fully in connection with a consideration 
of the capacity of soils to retain irrigation water. 

Compacting a soil of fixed real specific gravity will clearly increase 
the apparent specific gravity and decrease the space occupied by air and 
water, or the pore space. When working with irrigated soils, it is neces- 
sary to know the apparent specific gravity in order to account for the 
water applied in irrigation. This is obvious from the fact that it is 
impracticable to measure, by direct means, the volume of water which 
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exists in the form of soil moisture in a given volume of soil. It is neces- 
sary to measure the weight of water which exists in a given weight of 
soil by observing the loss of weight in drying, and then converting the 
weight percentage thus obtained, by use of the apparent specific gravity, 
to a volume percentage from which the volume of water in a given vol- 
ume of soil may readily be determined. 

The foregoing statements make it evident that the apparent specific 
gravity should be known for the soil in its natural condition. 

Measurements of the apparent specific gravity of several different 
classes of soil in their natural condition in the Sacramento Valley, 
California, gave results as follows: 

Class of Soil Appakent Specific Gravity 

Silt-loam soils having fine, sandy loam subsoils 1.15 


Silt-loam soils 1.31 

Clay-loam soils 1.35 

Clay soils 1.69 


The influence of these different apparent specific gravities of soil on 
pore space is reported in connection with a discussion of the water capac- 
ity of soils in Chapter IX. 

111. Pore Space. — The volume of a l-inch diameter marble is 0.524 
cubic inch. If the marble is placed in a cubical box having a capacity 
of 1 cubic inch there will remain an air space of 0.476 cubic inch, or 47.6 
per cent of the total volume. The same air space will be left by any 
number of marbles of any diameter if arranged in vertical columns, as 
shown in part of Fig. 80. If, however, the marbles are arranged in 
oblique order, as also shown in Fig. 80, there will remain only 25.9 
per cent air space. These facts show that considerable variation of pore 
space between spherical particles may result from change in arrange- 
ment, but they do not show the maximum range of variation that may 
occur in the soil. In almost every soil there is great variation in the 
size and the shape of the particles, and these differences in particles 
influence the closeness of contact and the inter-packing of small particles 
between large ones, thus determining the total percentage of pore space, 
which for convenience is represented by the symbol S, In general, 
the coarse-textured, gravelly, and sandy soils have the smaller pore 
space, and the fine-textured clay loams and clays have the greater pore 
space. It is not unusual to find a variation in irrigated soils of from 30 
to 60 per cent pore space. Some clay soils, contrary to the general rule, 
are very compact. Certain soils in the Sacramento Valley, California, 
of very fine texture, have been found to have only 36 per cent pore space. 
To compute the percentage pore space (S) it is necessary only to know 
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the real and the apparent specific gravity of the soil. The ratio of the 
apparent to the real specific gravity gives the proportionate space occu- 
pied by the soil, and this subtracted from unity gives the pore space 



Fig. 80. — Illustrating arrangement to give maximum and minimum pore space be- 
tween spherical soil grains. (U. S. Geological Survey 19th Ann. Eeport.) 


as shown above in connection with the marble example. The pore space 
on a percentage basis is given by the equation: 

iS - 100(1 ~ As/Rs) (33) 

where S == the percentage pore space. 

As = the apparent specific gravity. 

= the real specific gravity 
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112. Permeability. — A property of every soil of very great impor- 
tance to the irrigator is the readiness with which water will penetrate 
it in response to the force of gravity. This property is commonly known 
as the permeability of the soil. Water standing on gravelly or coarse 
sandy soils penetrates the soil so rapidly that the water surface will be 
lowered several inches in an hour. On the other hand, some fine-textured 
clay soils are so impermeable to water that it will collect and stand on 
such soils seemingly with no penetration for many days. Between these 
two extremes there are obviously many degrees of permeability. A con- 
venient means of expressing permeability is in terms of inches lowering 
of water surface per hour. For example, if an acre of level land at 9 :00 
o^clock is covered with water to a depth of 2 inches and at 10:00 o^clock 
the water is but 1 inch deep the permeability is 1 inch to the hour, 
neglecting evaporation losses. It is doubtless clear that in a given soil 
the permeability varies slightly with other factors, such as temperature 
and viscosity of water, but for the purposes of irrigation practice these 
minor variations may be ignored as is shown later in connection with a 
consideration of the influence of permeability on methods of irrigation. 

113 . Specific Water Conductivity, — Since the force of gravity on 
each unit mass of water in the soil always acts in a direction vertically 
downward, it is apparent that the term permeability as above defined 
applies precisely only to water that moves vertically downward under 
conditions in which unbalanced pressure forces are negligible or entirely 
absent. As a matter of fact, water may move in soils in any direction, 
depending on the direction of the resultant force which causes it to move. 
In order to distinguish clearly between the rate of the very common 
movement of water vertically downward in response to the force of 
gravity, above designated by the term permeability, and the rate of the 
more complex movement in any direction in response to a force of any 
magnitude, the term specific water conductivity is introduced and 
defined in Chapter X in which the principles governing the movement 
of water in soils are considered. 

114 . Depth of Arid-Region Soils. — As compared to humid-region 
soils, the soils of arid regions as a rule are relatively deep. Yet the 
importance of having an adequate depth of soil in which to store satis- 
factory depths of irrigation water at each application is usually given 
less emphasis than it merits. There are, to be sure, many areas of pro- 
ductive shallow soils in irrigated regions underlain at depths of 1 to 3 feet 
by coarse gravel, hardpan, or other formations in which plants obtain 
little or no sustenance. The farmer who irrigates shallow soils soon 
learns that frequent irrigations are essential to keep his crops growing, 
and also that excessive deep percolation losses usually occur when irri- 
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gating shallow soils that overlie coarse, porous sands and gravels. Many 
arid-region soils have great depth, from 10 to 25 feet or more. These 
deep soils, when of medium texture and loose structure, permit plants 
to root deeply, provide for the storage of large quantities of irrigation 
water in the soil, and consequently sustain satisfactory plant growth 
during relatively long periods between irrigations. The quantity of 
water actually absorbed and consumed to produce a given crop (2 tons 
of alfalfa for example) may be practically the same for crops grown on 
shallow and on deep soils, yet nearly all irrigators recognize that more 
water is required during the crop-growing season to irrigate a given crop 
on a shallow soil than is required for the same crop on a deep soil. The 
larger number of irrigations required for the shallow soils and the greater 
unavoidable water losses at each irrigation on the shallow soils account 
for the differences in practical water requirements during the season. 
The relation of the depth of soils to their water capacities is considered 
further in Chapter IX. 

115. Plant-Food Compounds. — In order to produce large and satis- 
factory yields of crops, all soils, both in humid and arid regions, must 
have certain amounts of available plant-food compounds. Ten very 
important chemical elements are essential to plant growth, namely: 
calcium, carbon, hydrogen, iron, magnesium, nitrogen, oxygen, potas- 
sium, phosphorus, and sulphur. Of these ten chemical elements, owing 
to the sparse or scanty growth of native vegetation on the virgin soils 
of arid regions, the element nitrogen as a rule is relatively deficient in 
arid-region soils. Plants absorb nitrogen in the form of soluble nitrates 
which are dissolved in the water contained in the capillary form in the 
soil. In order to assure an adequate supply of available nitrogen it is 
essential, first, that the irrigated soils contain sufficient amounts of 
nitrogenous organic matter, which may be supplied from barnyard 
manure, or from the growing of legume crops as green manures; and 
second, that the soil moisture content, the structure, and the soil aera- 
tion, be made favorable to the bacterial activity which is essential to the 
formation of nitrates. It has been convincingly demonstrated by many 
experiments that, when grown in soils having an abundance of available 
plant food, plants consume relatively small amounts of irrigation water 
to produce a given crop yield; and, on the other hand, that when grown 
in soils that are deficient in available plant food, large amounts of water 
are consumed to produce a given crop yield. It is therefore vitally 
necessary that arid-region farmers pay particular attention to the main- 
tenance of a high state of productivity in their soils in order to obtain a 
high efficiency in the consumptive use of water in crop production. The 
low rainfall of arid regions results in a comparatively small amount of 
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leaching, and hence arid soils are usually high in the more important 
mineral plant food elements, particularly calcium, phosphorus, and 
potash. The open structure of arid soils permits very favorable aera- 
tion to great depths, and consequently favorable bacterial activity 
occurs at much greater depths in arid- than in humid-climate soils. 
For a more detailed statement of the properties of arid-climate soils the 
reader is referred to Chapters XX and XXI of Soils by Hilgard. 

116. Excess Soluble Salts. — The arid-region conditions of low pre- 
cipitation, high evaporation, and relatively small amounts of soil leach- 
ing, though favorable to the occurrence of satisfactory quantities of cal- 
cium, phosphorus, and potash, also result in the accumulation of exces- 
sive quantities of soluble salts that retard or inhibit plant growth. These 
accumulations of excess soluble salts are commonly known as alkali. 
The most beneficial plant food compounds, such as sodium nitrates and 
potassium nitrates, when accumulated in the soil in excessive amounts, 
become harmful to plants. Though peculiar to arid regions, alkali 
soils are by no means of general occurrence in arid regions. There are 
many areas of highly productive soils of the West which have always 
been entirely free from alkali troubles. Moreover, these areas probably 
never will be adversely influenced by the occurrence or the accumulation 
of alkali. Nevertheless, alkali is unquestionably the cause of widespread 
sterility and barrenness in some arid-region soils. A large amount of 
research has been directed toward the solution of the alkali problem in 
the West. The waters of some arid-region streams and rivers contain 
appreciable amounts of alkali, the actual amounts being influenced by 
the soils from which the waters flow into the streams and rivers. Because 
of the importance of alkali as a property of arid-region soils and its rela- 
tion to irrigation practice, an entire chapter is given to its consideration. 
The reader will find more detail concerning alkali in Chapter XI. 
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CHAPTER VIII 


BASIC SOIL AND WATER RELATIONS 

The functions of soil moisture in plant growth are very important. 
Excessive amounts of water in soils retard or inhibit plant growth and 
make drainage essential to profitable farming. Sterility of arid-region 
lands is usually caused by deficient quantities of water in the soils. 
Broadly speaking, therefore, irrigation is but an artificial means of prop- 
erly regulating the moisture content of soils to make optimum growth 
of plants possible. It is, of course, true that irrigation is primarily a 
means of preventing deficiencies in the moisture content of soils, but 
intelligent irrigation practice, based on reliable knowledge of basic soil 
moisture relations, is also a means of preventing, or at least retarding, 
the occurrence of excessive quantities of water in irrigated soils. It is 
therefore fitting that students of irrigation give some consideration to 
the basic physical laws that influence the distribution, storage, and 
movement of water in unsaturated soils. This water is usually desig- 
nated as soil moisture. 

Many simple experiments by physicists have established beyond 
doubt the existence of inter-molecular forces of very great magnitude at 
small distances. These experiments show also that inter-molecular 
forces diminish so rapidly with distance as to become negligible at dis- 
tances which are very small fractions of a millimeter. These inter- 
molecular forces give rise to so called capillary phenomena which 
are of special interest in the study of soil and water relations. The 
close contact of soil particles and the particles of very thin water films 
gives rise to attractive forces of large magnitude. Inter-molecular 
forces and the phenomenon of surface tension are of interest to students 
of irrigation. 

117. Classes and Availability of Soil Water. — Soil water is generally 
classified as hygroscopic, capillary, and gravitational. The hygroscopic 
water is that found on the surface of the soil grains, which is not capable 
of movement through the action of gravity or capillary forces. Capil- 
lary water is that part in excess of the hygroscopic water which exists in 
the capillary spaces of the soil and which is retained against the force of 
gravity in a soil which permits unobstructed drainage. Gravitational 
water is that part in excess of the hygroscopic and capillary water which 
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is free to move out of the soil if favorable drainage is provided. There 
is no precise boundary surface between these three classes of soil water. 
The proportion of each class depends on the soil texture, its structure, 
the surface tension of the water, its temperature, and the depth of soil 
column considered. These classes of soil water are illustrated in Fig. 81, 
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Fig. 81. — Classes of soil water and their availability to plants. (From ^‘The 
Nature and Properties of Soils’’ by Lyon and Buckman — The MacMillan 
Company, Publishers.) 


which also shows the optimum water zone, the unavailable, the available, 
and the superfluous water. 

118. Surface Tension. — The phenomenon of surface tension is due 
to unbalanced molecular forces. In any body of water the particles in 
the interior of the liquid are attracted equally in all directions by the 
other particles of the liquid, as illustrated by the particle at the point A 



Fig. 82 . — Illustrating the fact that surface tension is due to unbalanced molecular 
forces. (“Mechanics, Molecular Physics and Heat” — Millikan. Ginn and 
Company, Publishers.) 

in Fig. 82. A particle on the water surface, on the contrary, is not 
attracted equally on all sides, since the molecules of the air surrounding 
the particle exert less attraction upon the surface water particle than is 
exerted by the interior particles of the liquid. There is consequently a 
resultant inward attraction along a line perpendicular to the surface of 
the liquid as illustrated at points B and C of Fig. 82. 

119. Pressure of a Film. — In Chapter II it is shown that flow of 
water in pipes may be caused by forces which result from pressure differ- 
ences, Attention is here directed to the fact that movement of capillary 


PRESSURE OF A FILM 


149 


soil moisture is caused in part by the forces which result from differences 
in film pressures. In the study of film pressures in unsaturated soils it 
is important to keep in mind the fact that the water-air surfaces are con- 
cave toward the air, and that, as a 
result, the film pressures are negative, 
whereas the hydrostatic pressures 
considered in Chapter II are positive. 

The magnitude of the film pressure 
can be determined provided the sur- 
face tension of the substance and the 
curvatures of the films are known. 

For example, conceive of a film sur- 
face of the shape of an ellipsoid as 
illustrated in Fig. 83. Consider 
that the ellipsoid is bisected first by ~~ surface to illustrate 

1 1 . . j meaning of equation (34) giving the 

a plane lying in the paper, and pressure Lf a fflm. 

second by a plane at right angles to 

the paper. Then the magnitude of the film pressure at the point A is in- 
fluenced by the major radius, ri, and by the minor radius, r 2 . It is also 
influenced by the surface tension of the film substance. The pressure, p, 


is given by an equation well known to physicists, i.e. : 

p = T(l/n + IM) (34) 

where T represents the surface tension of the substance of which the 
film is composed. For a sphere, n = r 2 , it follows that 

p = 2T/r (35) 


which means that the film pressure of a spherical surface is twice the 
surface tension divided by the radius. 

In centimeter-gram-second units, p = dynes per square centimeter; 
T = dynes per centimeter. In Chapter II it was stated that p = wh, 
where 

p = pressure per unit area. 
w = weight (or force) per unit volume of water. 
h = height of water column over the unit area. 

It is also true that p = pgh, where 

p = density, i.e., mass per unit volume. 
g = weight (or force of gravity) per unit mass. 
h = height of water column. 
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Substituting in equation (35) for p its value as Just given, there results 
pgh = 2r/r, from which in centimeter gram second units: 

2T _ 2T _ 2 X 75.6 0.15 , . 

pgr IX 981 X r 981r r * * • * 

Equation (36) gives the height in centimeters to which water at C. 
will rise in a capillary tube of radius r centimeters, the surface tension 
being 75.6 dynes per centimeter. 

Appl3dng essentially the same reasoning as underlies equation (36) 
to ideal soils in which the capillary tubes are triangular in cross-section, 
Keen has shown that the maximum height of rise of water in centimeters 
is given approximately by the equation : 

h - 0.75/r and h = 1,5/d (37) 

in which r is the radius and d the diameter of the soil particles in milli- 
meters. 

Because of the great variability in natural soils and the changes in 
size of capillary tubes, the actual heights of rise of water by capillarity 
are usually less than the theoretical heights computed from equation 
(37). 

Lee found that the capillary lift is limited to 4 feet in coarse sandy 
soil and to 8 feet in sandy or clayey soils. 

In general terms, McGee says that under average conditions capil- 
larity acts freely to 4 or 5 feet, fairly to 10 feet, and slowly to 30 or more 
feet. 

Equation (37) shows that the film pressure applied to soil moisture 
increases as the radius of the capillary water film decreases. Soils of 
a given texture and structure having low percentages of capillary water 
have therefore high capillary pressures, whereas the same soils having 
high percentages of capillary water give rise to low capillary pressures. 
These facts simplify observed soil and water relations, such for example 
as the distribution of capillary water in the soil above a water table. 

120. Equilibrium Water Conditions. — Consider a unit volume within 
a vertical soil column at a height ha above the surface of free water as 
illustrated in Fig. 84. By equilibrium conditions it is meant that there 
are no unbalanced forces within the unit volume of soil, and conse- 
quently no movement of moisture. The attainment of equilibrium 
conditions is difficult. It may require much time; together with the 
maintenance of constant temperature and prevention of evaporation. 
However, for the purpose of this chapter it is necessary only to assume 
the attainment of equilibrium conditions. Assume two further con- 
ditions: 
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(a) That the unit volume selected is 1 cubic centimeter; and 

(b) That the mean moisture content of the soil within the cubic centi- 
meter is 20 per cent by volume. Then the actual weight of water within 
the cubic centimeter is 0. 2 gram . For convenience, the 0.2 gram of water 
is illustrated by the black cube to the reader’s left of the soil column. To 
the student of physics it is at once evident that the force of gravity is pull- 
ing down on the 0.2 gram of water and that the magnitude of the gravita- 
tional force is 0.2 X 980 = 196.0 dynes. The cubic centimeter of soil 
is completely surrounded by soil containing capillary water, and hence 



Fig. 84. — Illustrating the equal magnitude of the vertical forces which act on the 
water in any unit volume of a soil in which the capillary water is at equilbrium 
with the ground water. 

there must be a downward capillary force, as illustrated in Fig. 84. 
But, since under equilibrium conditions there are no unbalanced forces 
and no capillary movement, it follows that the upward capillary force 
on the 0.2 gram of water is equal in magnitude to the sum of the down- 
ward capillary and gravity forces. As shown by the analysis of Article 
119, the capillary forces are relatively large in soils of low moisture 
content and relatively small in soils of high moisture content. Hence 
it is apparent that in the upper part of the cubic centimeter the moisture 
content must be less than it is near the lower part, otherwise the upward 
capillary force could not exceed the downward capillary force. There- 
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fore; at equilibrium moisture conditions the capillary moisture content 
must decrease as the height of the soil above the free water surface 
increases. 

The conclusion from the above analysis is well supported by the re- 
sults of experiments on the distribution of capillary moisture in soils. 

PERCENT MOISTURE (Pw) 


5 /O IS 20 25 30 35 



Fig. 85. — Distribution of capillary water in a vertical column of Idaho lava ash soil 
after 46 days in contact with a water reservoir. (U. S. Dept. Agr. Dept. 
BuL 1221.) 

As a result of measurements of water distribution in many soil columns 
of small cross-section, McLaughlin found repeatedly, subject to certain 
minor discrepancies near the free water surface, that the capillary 
moisture content of different soils after many days of contact with free 
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water decreased with increase in height above the free water surface. 
A typical illustration of McLaughlin^s work is given in Fig. 85, represent- 
ing the moisture distribution after a vertical column of Idaho lava ash 
soil had been in contact with water for 46 days. The free water surface 
was 66 inches below the surface of the soil column. From a point about 
15 inches above the water surface the moisture content decreased with 
increase in height from more than 30 per cent to less than 15 per cent. 
Why the moisture content decreased from the water surface up to 1.5 
inches is not clear. Veihmeyer, Israelsen, and Conrad studied the 
distribution of moisture within a thin layer of soil after it had been 
subjected to a centrifugal force of approximately 1000 times gravity in 
a moisture equivalent centrifuge. The results of their work are given 
in Fig. 86. The inner soil surface (the surface nearest the axis of the 
moisture equivalent machine) is represented by the top of the figure, and 
the outer soil surface by the bottom of the figure. The rotation of the 
block of soil in the machine throws the gravitational water out through 
a perforated wall at the outer surface of the soil column. Hence the 
curve of Fig. 86 shows the distribution of the capillary moisture which 
took place to form an equilibrium condition with the throw-off force 
induced by the rotation of the machine. There is clearly a marked in- 
crease in moisture content from the inner to the outer surface, analogous 
to the increase in field-soil moisture content at equilibrium with increase 
in depth of soil. 

The conclusion from the above analysis is supported by the author’s 
field experiments on soil moisture distribution. The moisture content of 
the upper 12 feet of a non-eropped soil 68 days after irrigation, when 
corrected for variations in soil texture, showed a substantial increase 
with increase in depth of soil. The average moisture content in 3 
different plats is shown in Fig. 87. 

121. Soil Texture and Equilibrium Water Conditions. — In Fig. 88 
the probable distribution of moisture in three soils of different texture 
at equilibrium is illustrated. For convenience, a point in the saturated 
surface is selected as origin, the horizontal coordinate representing per- 
centage capillary water, and the vertical coordinate representing distance 
vertically above the saturated surface. Three things are suggested by 
Fig. 88: 

(1) That under equilibrium conditions the moisture content of a 

soil decreases as the distance from the surface of saturation 
increases. 

(2) That, at a given distance above the saturated surface as rep- 

resented by hj the clay soil has a higher percentage of mois- 



THICKNESS OF SAMPLE IN MILLEMETERS AFTER BEING CENTRIFUGED 


54 


BASIC SOIL AND WATER RELATIONS 


MOISTURE RETAINED. PERCENTAGE ON DRY WEIGHT BASIS 



DEPTH OF SOIL IN FEET 
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Fig. 87. ■— Distribution of moisture in soil 68 days after irrigation as corrected for 
variation in soil texture, thus showing distribution that would have occurred in 
a soil of uniform texture. (Calif. Agr. Exp. Sta. Hilgardia Vol. 2 No. 14.) 
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ture than the loam, and the loam has a higher percentage 

than the sand. . 

(S') That any given moisture percentage, p, at equilibrium, will be 
at the highest point in the clay and the next highest in the 
loam, and lowest in the sand. 


These facts, illustrated in Fig. 88, are based on the fundamental laws 
of surface tension and film pressures, as is briefly indicated m the reason- 
ing which follows: Rewriting equation (.36) in its general form, it is 


apparent that 


h = 2T/pgr (38) 


In equation (36) the density of the water, p, was taken as unity, there 
being in a body of free water 1 gram of water per cubic centimeter of 



Fig. 88. - Illustrating the probable dtetribution of capillary water in soils of different 
texture under equilibrium conditions. 


volume. However, in a body of moist soil there is always less than 
1 gram of water per cubic centimeter of total volume Each cu i 
centimeter in a body of unsaturated moist soil is partly^filled with solid 
soil particles, partly with water in the form of soil moisture, and partly 
witkair. The density of water in a moist soil is therefore defined as the 
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mass (grams) of water per unit volume (cubic centimeters) of total space, 
i.e.j space occupied by soil, water, and air. The density thus defined is 
clearly a variable. It is always less than unity; and it ranges from ap- 
proximately 10 per cent as a minimum to 50 per cent as a maximum in 
a loam soil. 

In any given soil the radii of the soil pores do not change appreciably 
with time and may be considered as constant; also, with constant tem- 
perature the surface tension of the soil water, T, may be considered as 
nearly constant; and the force of gravity is constant at a particular 
place. It therefore follows from equation (38) that under constant com- 
pactness of the soil and under equilibrium soil moisture conditions the 
product 

Ap = a constant (39) 

Equation (39) shows that as h increases the mass of water per unit vol- 
ume of soil, i.e. p, must decrease, thus supporting the first fact illustrated 
in Fig. 88 and stated above. 

Fine-textured soils have a much larger surface area of soil particles 
per cubic centimeter of soil than coarse-textured soils have. A given 
mass of water, p, in a cubic centimeter of clay is therefore spread over a 
large surface, and the radius of the film curves between the soil particles 
is relatively small. In order to make the radii of the water films in the 
clay as large as those in a sand, larger moisture content is needed. Or, 
stated mathematically, in order to make h constant at equilibrium in 
soils of variable texture and variable radii of water films, r, the product, 
pr, of equation (38) must be kept constant, and hence since r in clay 
soils is less than r in sandy soils, p must be greater. For a given mois- 
ture content (or density) p = a constant. It then follows from equa- 
tion (38) that 

hr = a. constant (40) 

It is apparent from equation (40) that in clay soils in which r is relatively 
small, h must be relatively large, and that in sandy soils in which r is 
relatively large, h must be relatively small, thus confirming the third 
fact stated above. 

For a given moisture content p in a loam soil the height at equilibrium 
is between that of clay and sand because the diameters of the particles 
and radii of moisture films are larger than in the clays and smaller than 
in the sands. 

122. Soil Moisture Constants. — The equilibrium quantities of mois- 
ture in the soil at different conditions are known as sod moisture con- 
stants. These constants include: 
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(а) hygroscopic coefficient; 

(б) permanent wilting of plants; 

(c) moisture equivalent; 

(d) field capillary moisture capacity; 

(e) complete saturation. _ , i, 

The percentage of moisture in the soil representing eac o . 

ture constants is usually given on the dry-weight basis. Brief defini- 
tions of each of these constants follow. Oint 

The hygroscopic coefficient is defined as the percentage of water that 
a soil will absorb at a given temperature in a saturated atrnosphere 
Recent laboratory measurements by Linford showed that a soil 
to a saturated atmosphere in a dark, constant-temperature chamber w 
continue to absorb water until its moisture content is m excess of the 
permanent wilting percentage, and also that the equihbrium poii^t 

reached under variable temperature‘»conditions is influenced by the 

intensity of light. The results of analysis by Linford based on the laws 
of mechanics also throw doubt on the utility of the hygroscopic coeffi- 
cient as a soil moisture constant. 

The permanent wilting point is defined as the percentage of moistoe m 
the soil at which plants wilt permanently, unless water is aphed to the 
soil Further consideration is given the wilting point in Chapter XIll. 

The moisture equivalent is defined as the percentage of water retained 
by a small sample of soil after being subjected to a centrifugal force of 
1000 times gravity for about i hour. In order to be sure that moisture 
equivalent determinations made by different workers in various labora- 
tOTies are comparable, it is essential that standard procedure be foUowed 
in determining the moisture equivalent. The work by Veihmjer, 
Israelsen, and Conrad on “ The Moisture Equivalent as Influenced by 
the Amount of Soil Used in its Determination ” shows that variation m 
the amount of soil used, and also in other factors, causes vanation m 
the moisture equivalent. 

In weU-drained soils, water moves downward at a relatively rapid 
rate during irrigation and for several hours after irrigation. The per- 
centage of moisture held in such soils at any specified time (say one to 
three days after irrigation) is defined as the field capiUary moisture 
capacity. As shown in Article 120 and accompanying iUustrations, the 
field capiEary moisture capacity at equililrium at any depth of soil is 
influenced by the distance of such depth from the surface of complete 

The moisture content at complete saturation represents the condition 
when all the soil pore space is filled with water and the soil air dnven 

out. 
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The magnitude of the three constants (a) hygroscopic coefficient, 
(b) permanent wilting point, and (c) moisture equivalent is influenced 
largely by the texture of the soil, whereas the magnitude of the two 
constants (d) field capillary moisture capacity and (e) complete satura- 
tion is influenced by both the texture and compactness of the soil In 
general, each of the soil moisture constants is relatively low in soils of 
coarse texture. The term 

soil moisture constant is Compieh mfurafion 

therefore somewhat rpislead- 
ing because in reality the 

equilibrium amount of water 

. moisture capacity 

in a soil at permanent wilt- 

ing, for example, varies ac- Moisture equivalent 

cording to the fineness of 

The soil particles. In Fig. 89 S 

the approximate relative -I 

magnitudes of the several soil 

moisture constants for a par- co (b) Permanent wilting of plants 

ticular soil are illustrated. ^ . 

The presence of a high con- Co) Hygro^copK coeffiaeni 

tent of organic matter in a 

soil influences the soil mois- 

ture constants. Most irri- — Illustrating the approximate relative 

gated soils are relatively low magnitudes of soil moisture constants, 
in organic matter, and hence 

major attention is here given to the influence of the physical soil prop- 
erties, i.e., texture, and structure. 

123. Application in Irrigation Practice. — Knowledge of soil and water 
relations is valuable to water masters, canal riders, and irrigation com- 
pany officers, all of whom have the opportunity to improve irrigation 
practice. Such knowledge is also of value to irrigators who desire to 
obtain the best possible use of the water available for their farms. If 
irrigation is long delayed and the soil moisture content is reduced to the 
permanent wilting point, the plants suffer and crop yields are reduced. 
Methods of determining when it is best to irrigate are considered in 
Chapter XIII. It is essential also that the irrigator have the best 
available information as to how to apply water in such amounts as will 
meet the needs of his particular soils and crops. 

In irrigated regions, even more than in humid regions, soils are essen- 
tially reservoirs in which water is stored on a certain day at the time of 
irrigation to supply the needs of the crops for a number of days or weeks. 
If the irrigator applies more water than the soil reservoir can hold at a 


(b) Permanent wilting of plants 
(a) Hygroscopic coefficient 


[Q. 89. — Illustrating the approximate relative 
magnitudes of soil moisture constants. 
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single irrigation, the excess is wasted. If he applies less than the soil 
will retain the plants may suffer for water before the next irrigation, 
unless water is applied more frequently than otherwise would be neces- 
sary. In the next chapter, attention is given to the storage of irrigation 
water in soils. 

REFERENCES 

Christensen, Oswald. An Index of Friability of Soils, Soil Sci., 29, No. 2 : 119- 
135. 1930. 

Gardner, Willard. Capillary Moisture-holding Capacity, Soil Sci., 7, No. 4. 
1919. 

Gardner, Willard. The Capillary Potential and its relation to Soil Moisture 
Constants, Soil Science, 10, No. 5. 1920. 

Keen, Bernard A., A Note on the Capillary Rise of Water in Soils, Jour. Agr. Sci., 
9 : 396. 1919. 

Lee, Charles H. Water Resources of a Part of Owens Valley, California, U. S. G. S., 
Water Supply Paper No. 294. 1912. 

Linford, Leon B. Soil Moisture Phenomena in a Saturated Atmosphere, Soil Sci., 
29 , No. 3 : 227-236. 1930. 

Linford, Leon B. The Relation of Light to Soil Moisture Phenomena, Soil Sci., 
22 , No. 3 : 233-251. 1926. 

McLaughlin, W, W. The Capillary Distribution of Moisture in Soil Columns of 
Small Cross Section, U. S. D. A. Dept. BuL 1221. . 1924. 

Richards, Lorenzo A. The Usefulness of Capillary Potential to Soil-Moisture and 
Plant Investigators, Jour. Agr. Research, 37, No. 12. 1928. 

Russell, J. C., and Burr, W. W. Studies on the Moisture Equivalent of Soils, 
Soil Sci., 19 , No. 4 : 251-266, Fig. 9. 1925. 

Scofield, Carl S. The Effect of Absorption by Plants on the Concentration of the 
Soil Solution, Jour. Agr. Research, 36, No. 8 : 745-756. 1927. 

Veihmeyer, F. J., Oserkowsky, J., and Tester, K. B. Some Factors Affecting 
the Moisture Equivalent of Soils, Prqc. and Papers of the First International 
Congress of Soil Sci., June 13-22, 1927, I : 1-23. 1927. 

Veihmeyer, F. J., Israelsen, 0. W., and Conrad, J. P. The Moisture Equivalent 
as Influenced by the Amount of Soil Used in its Determination, California Agr. 
Exp. Sta. Tech. Paper 16 : 1-60. Figs. 1-9, pi. 1. 1924. 

WiLSDON, V. H. Studies in Soil Moisture, India Dept. Agr. Mem. Chem. Series 6, 
No. 3 : 155-186> pis. 5, Figs. 6. 1921. 


CHAPTER IX 


STORAGE OF WATER IN SOILS 

The storage of wafer in soils is important in humid and arid regions. 
That some humid-climate soils produce crops despite the elapse of many 
days and sometimes weeks^ between periods of rainfall, is evidence of 
their water-storage capacity, since all growing plants require water 
continuously. The rate of use of water by growing crops varies from 
day to day and week to week, but w^hen the soil cannot supply water to 
the plant, growth is at once retarded and soon prevented entirely. In 
irrigated regions the capacity of soils to store water for the use of growing 
crops is of special importance and interest. The economical interval 
between irrigations is greatly influenced by the storage capacity of the 
soil for water. Moreover, irrigated soils of relatively large w'ater-hold- 
ing capacity may produce profitable crops in places where, and at times 
when, the shortage of irrigation water makes it impossible to irrigate 
as frequently as would otherwise be desirable. Knowledge of the ca- 
pacity of soils to retain irrigation water is essential to economical irri- 
gation, Water losses which result from surface run-off can easily be 
detected and measured, whereas those which result from deep percolation 
below the root zone of crops cannot be seen and can be detected only by 
comparisons of the amounts of water applied in single irrigations with 
the storage capacities of the various soils for water, 

124. Forms of Water Stored. — In irrigated regions, water is stored 
in the soil both in capillary and gravitational form. As a general rule, 
the storage of capillary moisture is of major importance; however, in 
localities where the late-season water supply is always low, and storage 
reservoirs are impracticable or economically prohibitive, storage of 
water in the gravitational form in the soil is sometimes advantageous. 
Excessive application of water for the purpose of storage may cause the 
ground water to rise too far and thus become injurious to crops during 
the early part of the season. 

125. The Soil Auger. — It is highly desirable that irrigation farmers 
observe by inspection and sometimes by measurement the quantities of 
moisture in their soils. Boring or drilling deeply into the soils of arid 
regions is essential for the desired information concerning soil moisture 
conditions. 
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Two types of soil augers are used: one a spiral-shaped bit made from 
a l|-inch carpenter’s standard wood auger bit, and one a 2-inch post- 
hole-type auger made especially for boring into 



sociates of the California Agricultural Experiment Station. After 
several years’ experience in the use of different soil-sampling devices 
in irrigation and soil moisture studies, Veihmeyer concluded that 
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the samples of soil obtained by use of the improved soil-sampling tube 
give more accurate and consistent results than those obtained by 
use of other sampling devices. In soils containing gravel it is frequently 
difficult, and sometimes impossible, to obtain samples by the use of a 
soil auger, whereas with a properly made sampling tube it is possible to 
cut through layers of gravel and obtain satisfactory samples. 

As illustrated in Fig. 92, each tube consists of three parts: a tube of 
seamless steel of the desired length, a driving head, and a point. Each 
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Fia. 92. — Details of soil-sampling tube. (Williams and Wilkins Company, Soil 
Science Vol. XXVII No. 2.) 


end of the tube is threaded to facilitate attachment of the head and the 
point. A special hammer is used to drive the tube into the soil. 

In the design of the improved tube, extraordinary precautions have 
been taken, as reported by Veihmeyer, to reduce the difficulties of re- 
moving the tube from the soil. Where samples need be taken to great 
depths, 12 to 18 feet, a puller ” made of two automobile Jacks mounted 
on a base and connected at the top by a yoke may be used to draw the 
tube from the soil. 

Taylor and Blaney, working in Southern California, have designed 
and built an efficient soil tube Jack with which they have drawn 
tubes after sampling the soil to a depth of 18 feet. They have 
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pulied tubes wherever it was possible to drive them with a 30-pound 
hammer. 

The improved soil-sampling tube is now widely used in California. 
In soil moisture studies conducted by the University it is used almost 
exclusively, and it is also used by a number of agricultural engineers in 
private practice who advise owners of orchards when to irrigate. 

127. Soil Moisture Content. — In order to determine the moisture 
content of a field soil it is common practice to bore or drill to the desired 
depths with a soil auger or a soil tube, place samples of the moist soil 
in tin cans provided with tightly fitting covers, and then take the soil 
samples to a laboratory for weighing and drying. Samples of 100 or 
more grams of moist soil are put in an oven having a temperature of 
110° C. and kept in the oven until the soil is free from moisture. The 
loss of weight in drying, considered equal to the weight of the water in 
the soil before drying, divided by the weight of the water-free soil gives 
the ratio of the weight of water to the weight of the soil, which multi- 
plied by 100 is the moisture percentage on the dry-weight basis, repre- 
sented by the symbol For example: 


weight of moist soil 100 grams 

weight of water-free soil 80 grams 

loss of weight in drying 20 grams 


Then i.e., ,the moisture percentage on the dry-weight basis, = 
20/80 X 100 = 25. Measurements of soil moisture content are some- 
times reported on the wet-weight basis; that is, in the above exarnple, 
the moisture percentage on the wet- weight basis = 20/100 X 100 = 20. 
The apparent advantage of the wet-weight basis is the simplicity of 
computation provided 100 grams of moist soil are used. In reality, 
however, the wet-weight basis is irrational because the reference base 
for the percentage computation, i.e., the weight of the wet sample of 
soil, varies according to the moisture content of the soil. For very moist 
soils the moisture percentages computed on the wet-weight basis are 
especially misleading. Interpretations of the significance and influence 
of different quantities of water in the soil, both in relation to water stor- 
age and to plant growth, are facilitated by converting the moisture 
percentage on the dry-weight basis to the volume basis. The percentage 
on a volume basis is defined as the volume of water per unit volume of 
space within the body of soil. For example, if a cubic foot of space 
within the soil contains J cubic foot of air, J cubic foot of water, and | 
cubic foot of solid soil particles, the percentage of moisture on the volume 
basis, represented by the symbol P^, is 25. It is impracticable by direct 
means to measure the volume of water that exists in the form of soil 
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moisture in a unit volume of soil. The ordinary practice of drying the 
soil in an oven as a means of extracting the water from it results in a 
loss of water in the form of vapor. It is therefore desirable to convert 
dry-weight basis moisture percentages^ to volume percentages, P^. 
Using the symbol As to represent the apparent specific gravity of the 
soil, the relation of P^ to P^ is determined as follows: By definition, 
when expressed as a fraction: 


and 


3 — volume of water in soil 
^ total volume occupied by the soil 

> — weight of water in soil 
^ weight of the dry soil 


Dividing P^ by there results: 

Pj, __ volume of water in soil ^ weight of dry soil 
Pjy total volume occupied by the soil weight of water in soil 

Assume, for example, that 1 cubic foot of soil is used to determine 
moisture content and that it contains 15.6 pounds of water and 80.0 
pounds of dry soil. Remembering that 1 cubic foot of water weighs 
62.4 pounds, it follows that: 

P, 15.6/62.4 X 80.0 _ 80.0 _ . 

P^ IX 15.6 62.4 

The apparent specific gravity of the soil, represented by the symbol As, 
as stated in Chapter VII, is defined as the ratio of the weight of a given 
volume of soil, say 1 cubic foot, to the weight of an equal volume of 
water. It is therefore apparent in the above example that As == 80.0/ 
62.4 = 1.28, and hence that 

P. = AsP^ . (41) 

Based on equation (41), Table XVI gives the moisture per cents on the 
volume basis that are equivalent to different per cents on the dry-weight 
basis.* 

* The technical student will probably be interested in the following analysis: 
Let pw = moisture {or water) density ^ i.e., mass of water per unit volume of space 
occupied by soil, air, and water (as used in Chapter VIII). 

Ps == soil density^ i.e., mass of dry soil per unit volume of space. 

Pw = the mass of water per unit mass of dry soil. 

The above quantities have physical dimension of length (L), mass (iW), and time (T) 
as follows, using the subscript (w) to signify mass of water and the subscript (s) to 
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TABLE XVI 

Moistueb Per Cents on the Volume Basis, Pv, Equivalent to Various 
Per Cents on the Dry-Weight Basis, Pw, for Soils of Different 
Apparent Specific Gravity, As, Based on Equation (41) = AsPv> 


Per Cent Moisture 


Apparent Specific Gravity (A^) 


on Dry- Weight 
Basis 

1.1 

1.2 

1.3 

1.4 

1.5 

1.6 

1.7 

1.8 

1.0 

1.10 

1.20 

1.30 

1.40 

1.50 

1.60 

1.70 

1.80 

1.2 

1.32 

1.44 

1.56 

1.68 

1.80 

1.92 

2.04 

2.16 

1.4 

1.54 

1.68 

1.82 

1.96 

2.10 

2.24 

2.38 

2.52 

1.6 

1.76 

1.92 

2.08 

2.24 

2.40 

2.56 

2.72 

2.88 

1.8 

1.98 

2.16 

2.34 

2.52 

2.70 

2.88 

3.06 

3.24 

2.0 

2.20 

2.40 

2.60 

2.80 

3.00 

3.20 

3.40 

3.60 

2.2 

2.42 

2.64 

2.86 

3.08 

3.30 

3.52 

3.74 

3.96 

2.4 

2.64 

2.88 

3,12 

3.36 

3.60 

3.84 

4.08 

4.32 

2.6 

2.86 

3.12 

3.38 

3.64 

3.90 

4.16 

4.42 

4.68 

2.8 

3.08 

3.36 

3.64 

3.92 

4.20 

4.48 

4.76 

5.04 

3.0 

3.30 

3.60 

3.90 

4.20 

4.50 

4.80 

5.10 

5.40 

3.2 

3.52 

3.84 

4.16 

4.48 

4.80 

5.12 

5.44 

5.76 

3.4 

3.74 

4.08 

4.42 

4.76 

5.10 

5.44 

5.78 

6.12 

3.6 

3.96 

4.32 

4.68 

5.04 

5.40 

5.76 

6.12 

6.48 

3.8 

4.18 

4.56 

4.94 

5.32 

5.70 

6.08 

6.46 

6.84 

4.0 

4.40 

4.80 

5.20 

5.60 

6.00 

6.40 

6.80 

7.20 

4.2 

4.62 

5.04 

5.46 

5.88 

6.30 

6.72 

7.14 

7.56 

4.4 

4.84 

5.28 

5.72 

6.16 

6.60 

7.04 

7.48 

7.92 

4.6 

5.06 

5.52 

5.98 

6.44 

6.90 

7.36 

7.82 

8.28 

4.8 

5.28 

5.76 

6.24 

6.72 

7.20 

7.68 

8.16 

2.64 

5.0 

5.50 

6.00 

6.50 

7.00 

7.50 

8.00 

8.50 

9.00 

5.2 

5.72 

6.24 

6.76 

7.28 

7.80 

8.32 

8.84 

9.36 

5.4 

5.94 

6.48 

7.02 

7.56 

8.10 

8.64 

9.18 

9.72 

5.6 

6.16 

6.72 

7.28 

7.84 

8.40 

8.96 

9.52 

10.08 

5.8 

6.38 

6.96 

7.54 1 

8.12 

8.70 

9.28 

9.86 

10.44 

6.0 

6.60 

7.20 

7.80 i 

8.40 

9.00 

9.60 

10.20 

10.80 

6.2 1 

6.82 

7.44 

8.06 

8.68 

9.30 

9.92 

10.54 

11.16 

6.4 I 

7.04 

7.68 

8.32 

8.96 

9.60 

10.24 

10.88 

11.52 

6.6 

7.26 

7.92 

8.58 

9.24 

9.90 

10.56 

11.22 

11.88 

6.8 

7.48 

8.16 

8.84 

9.52 

10.20 

10.88 

11.56 

12.24 

7.0 

7.70 

8.40 

9.10 

9.80 

i 10.50 

11.20 

11.90 

12.60 

7.2 

7.92 

8.64 

9.36 

10.08 

: 10.80 

11.52 

12.24 

12.96 

7.4 

8.14 

S 8.88 

1 9.62 

10.36 

11.10 

11.84 

12.58 

13.32 

7.6 

8.36 

9.12 

9.88 

10.64 

11.40 

12.16 

12.92 

13.68 

7.8 

8.58 

9.36 

10.14 

10.92 

11.70 

12.48 

13.26 

14.04 

8.0 

8.80 

9.60 

10.40 

11.20 

12.00 

12.80 

13.60 

14.40 

8.2 

9.02 

9.84 

10.66 

11.48 

12.30 

13.12 

13.94 

14.76 

8.4 

9.24 

10.08 

10.92 

11.76 

12.60 

13.44 

14.28 

15.12 

8.6 

9.46 

10.32 

11.18 

12.04 

12.90 

13.76 

14.62 

15.48 

8.8 

9.68 

10.56 

11.44 

12.32 

13.20 

14.08 

14.96 

15.84 

9.0 

9.90 

10.80 

11.70 

12.60 

13.50 

14.40 

15.30 

16.20 

9.2 

10.12 

11.04 

11.96 

12.88 

13.80 

14.72 

15.64 

16.56 

9.4 

10.34 

11.28 

12.22 

13.16 

14.10 

15.04 

15.98 

16.92 

9.6 

10.56 

11.52 

12.48 

13.44 

14.40 

15.36 

16.32 

17.28 

9.8 

10.78 

11.76 

12.74 

13.72 

14.70 

15.68 

16.66 

17.64 
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128. Capillary Moisture Capacity. — The amount of water that a 
well-drained soil retains against the force of gravity at any specified 
time after flooding is called the field capillary moisture capacity. It is 
influenced largely by the texture, structure, and organic content of the 
soil. Recent investigations have shown that the capillary capacity 
at equilibrium is also influenced by the position of the water table. 
In field soils it is doubtful if equilibrium conditions ever exist between 
unbalanced capillary forces and the force of gravity. 

There are so many variable factors, notably evaporation and absorp- 
tion of water by the growing plants, that probably the moisture in irri- 
gated soil during the growing season is always moving. However, the 
rates at which soil moisture moves vary widely according to the moisture 
content of the soil. Although the dynamic properties of soil moisture 
make a precise determination of field capillary moisture capacity very 
difficult, it is feasible to approximate field capillary water capacity by 
soil moisture determinations. Methods and procedure in making these 
determinations are given in Article 130, together with some typical 
results. 

The term specific retention of a soil for water is also used to desig- 
nate capillary field capacity. This term was proposed by Meinzer and 
defined as the ratio of (1) the volume of water which, after being sat- 
urated, it (a rock or soil) will retain against the pull of gravity to (2) 
its own volume.’^ The specific retention may be recorded either as a 
percentage by volume (P^) or a percentage by weight (P^;). It is evident 
from equation (41) that the specific retention on the dry-weight basis 
multiplied by the apparent specific gravity equals the specific retention 
on the volume basis. 

signify the mass of soil. 

JMfs T) ]^W 

PW^TJ PS --Jj “ 3J7 

dividing pw by Pw, there results 

pv> Mw ^ Afjr Ms 

from which 

Pli) ~ P'jvps (4:1a) 

The quantity Pw is of zero dimensions, being the ratio of mass to mass (and also of 
weight to weight as used in equation [41]), and further: 

Pa, = Pv of equation (41), numerically, 

and 

Ps = As of equation (41) numerically, c.g.s. units. 

Therefore equation (41), in which each factor of zero dimensions is arrived at by illus- 
tration, is supported by the analysis above, showing that moisture density equals soil 
density times the moisture percentage dry-mass basis (and also dry-weight basis). 
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129. Basis of Soil-Moisture Storage. — Provided the capillary 
moisture capacity of a soil is known, it is necessary only to determine the 
moisture content of the soil before irrigation to approximate by differ- 
ence the percentage that may be stored. 

Let = the average moisture per cent on the dry-weight basis that 
can be stored, i.e., the per cent capillary capacity minus 
the moisture per cent before irrigation. 

W == the dry weight in pounds of the soil to be moistened. 
w == the weight in pounds of water necessary to moisten the soil. 

Then ^ ^ 

The amount of water applied in a single irrigation is usually expressed 
in acre-inches or acre-feet per acre, or in the equivalent unit of surface 
inches or surface feet. Thus if 6 acre-inches were spread uniformly over 
1 acre the depth of irrigation would be 6 inches, or 0.5 foot. In prac- 
tice, however, if | acre-foot of water is used to irrigate an acre the result 
is considered a f-foot irrigation, regardless of lack of uniformity in 
distribution of the water over the surface. 

Let A = area of land irrigated in square feet. 

As = the apparent specific gravity of the soil, i.e., the ratio of 
the weights of 1 cubic foot of dry soil to 62.4, which is 
the weight of a cubic foot of water. 
d = the depth of water to be applied in feet. 

D = depth in feet of the soil to be moistened. 

Then the weight of soil to be moistened is 

W = 62AAs A D pounds 

and the weight of water necessary to add is 

w = 62.4d A pounds 

substituting for W and w these values in the above equation, there 
results 

&2A^As A D = &2Ad A, 

from which 

d=^AsD ......... . (42) 

In the application of equation (42), d may be computed in inches if D 
is also in inches. For example, assume that it is desired to add an aver- 
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TABLE XVII 


Depth of Irrigation Water in Inches Required to Add Various IMoisture 
Per Cents to One Foot op Soil for Soils Having Different Apparent 

pr J J\ 

Specific Gravities. Based on Equation (42) d - — 



■I: 

f 

I:' 



170 


STORAGE OF WATER IN SOILS 


age of 5 per cent moisture to the upper 4 feet of an alfalfa tract in which 
the soil has an average apparent specific gravity of 1.4, Then 

d = X 1.4 X 4 = 0.28 foot = 3.36 inches 

Similar problems may be solved with sufficient accuracy for practical 
purposes by the use of Table XVII. 

ISO. Determinations of Field Capillary Moisture Capacity. In 
attempting to measure the capillary moisture capacity of soils in the field, 
it is essential to give very careful attention to the following conditions: 

(а) Assure complete capillary saturation by adding an excessive 

amount of irrigation water. 

(б) Reduce to a minimum the surface evaporation losses immedi- 

ately after irrigation. 

(c) Eliminate transpiration losses by working on non-cropped plots. 

(d) Observe carefully the time rates of decrease in moisture con- 

tent by making moisture determinations at different times 
after irrigation. 

(e) Select for the study of capillary capacity a plot under which the 

water table is at great depth. A shallow water table may 
appreciably increase the capillary capacity at equilibrium. 

It may be assumed that excessive percolation of water vertically down- 
ward from a plot completely flooded will assure capillary saturation of 
the surface soil. Average soils have a pore space of about 50 per cent. 
If therefore it is desired to assure complete capillary saturation of the 
upper 6 feet of loam soil, the necessary depth of water to apply may be 
computed as follows: The total voids if the soil were completely dry 
at the beginning would be 50/100 X 6 == 3 feet. Moisture determina- 
tions before flooding show an average of 2 inches of water per foot 
depth of soil. The remaining pore space is 4 inches per foot of soil, 
or 24 inches for the 6 feet. An irrigation of 24 inches would then com- 
pletely fill the pore space if percolation were prevented at the 6-foot 
depth. This amount would seem ample to assure capillary saturation. 

The surface evaporation losses immediately after flooding may be 
reduced to a minimum by the use of a deep straw mulch. Experiments 
conducted on a deep loam soil at Logan, Utah, showed that a 12-inch 
depth of straw mulch reduced the surface evaporation to a negligible 
amount. 

The selection of a particular time after flooding as representing the 
capillary moisture capacity is very difficult. The rate of downward 
movement of moisture after flooding decreases from day to day, and 
yet it may continue for many days. In reality, the capillary capacity 
is the amount of moisture held after movement of moisture has ceased. 
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The very slow attainment of equilibrium conditions therefore necessi- 
tates in practice an arbitrary selection of a time at which approximate 
capillary capacity occurs. In coarse-textured sandy soil motion of water 
will discontinue much more quickly than in the fine-textured clay 
soils. The time that the observer may select after flooding may there- 
fore vary from one to many days. If the time selected is too short and 
equilibrium conditions have not been attained, the observed capillary 
capacity will be greater than the true capillary capacity, provided 
evaporation and transpiration losses have been prevented. On the 
other hand, if the after-irrigation moisture content of crop-producing 
soils that have been heavily irrigated is considered as representing 
approximately the capillary capacity, it is probable that the rapid 
evaporation and transpiration losses in a few days following irrigation 
may reduce the moisture content to an amount less than the true 
capillary capacity. 

The analysis of Article 120 and the distribution of water 68 days after 
irrigation as presented in Fig. 87 substantiate the statement that, at 
equilibrium, the capillary capacity of the upper few feet of soil is rela- 
tively high when the water table is high and low when the water table 
is low. The precise relation between the equilibrium capillary capacity 
and the height of the soil above the water table, numerically equal to 
the capillary potential, is yet to be experimentally established for differ- 
ent soils. In the meantime, the general statement that the equilibrium 
capillary capacity decreases as the distance above the water table in- 
creases seems to be warranted. Also, it appears, as indicated in Fig. 
93, that the rate of decrease is highest near the water table. 

131. Water-Storage Measurements. — The state agricultural ex- 
periment stations of the western United States, together with the 
United States Department of Agriculture, have made many measure- 
ments of the storage of water in soils. 

Some of these measurements have been made in connection with the 
study of economical irrigation of important crops. Others have been 
made on non-cropped soil with a view to finding the maximum quantity 
of water that may be stored in a field soil by increasing the moisture 
content, from the minimum ordinarily found in the field, to the field 
capacity. The method of procedure in making field moisture capacity 
determinations as outlined in Article 130 may also be followed to find 
the amount of water that may be stored in any field soil. After having 
found the percentages of moisture in the soil before, and also following, 
irrigation, the equivalent depths of water may be computed by use of 
equation (42) if the apparent specific gravity is known. The depth of 
water found in the form of soil moisture at any time from one to three 
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days after irrigatioiij minus the depth before irrigation^ gives approxi- 
mately the depth that may be stored as capillary soil moisture. 

In California; Utah; Oregon, and Washington, special attention has 
been given to a study of the storage of water in soils. The results of 
some of these studies are here briefly reported. 

132. The California Studies. — In connection with a study of the 
economical duty of water for alfalfa in Sacramento Valley, California, 
conducted by Adams and others, from 1910 to 1915, studies were made 
on capacities of soils for irrigation water. In these studies, moisture 
determinations were made immediately before irrigation and from one 
to four days after irrigation. AU the plots on which the moisture tests 
were made were producing alfalfa. The studies do not represent precise 
measurements of maximum field capillary capacity — rather they show 
the average amounts of water stored by irrigation in soils of different 
texture at various time periods after irrigation. 

In order to interpret these and similar determinations of soil moisture 
in terms of depths of water applied and retained, it is necessary, as 
shown in Article 129, to know the apparent specific gravity of the soil, 
As. A special method of determining the apparent specific gravity of 
the soils in the natural field condition was devised and used on each of 
the farms on which the investigations were conducted. The average 
values of As for each class of soil are given in Table XVIII, which con- 
tains a summary of the average depths of water applied to each soil 

TABLE XVIII 

Sacramento Valley Studies Showing for Four Classes of Soil the Number 
OF Irrigations; and the Average Depth of Water Applied and Re- 
tained IN THE Upper 6 Feet of Soil 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

Classes of Soil 

Number of 
Borings 

Apparent 

Sp. Gr. 

Us) 

Average 
Number of 
Irrigations 

Depth 

Applied, 

Inches 

Depth 

Retained, 

Inches 

Depth Re- 
tained Plus 
Evaporation, 
Inches 

Per Cent 
Retained 

Per Cent Re- 
tained Plus 
Evaporation 

Farms in 
the Group 

Silt loams with 
sandy loam sub- 
soils 

62 

1.15 

1 

3.0 

15.02 

1 

5.52 

6.60 

36.8 

43.9 

■ 

2 

Silt loams 

87 

1.31 

3.3 

12.81 

4.24 

5.32 

33.1 

41.5 

3 

Clay loams ...... 

148 

1.35 

4.0 

8.78 

3.50 

4.56 

39.8 

52.0 

5 , 

Clays 

43 

1.69 

4.0 

4.72 

2.20 

3.28 

46.8 

69.4 

2 
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and also the depths retained in the upper 6 feet a few days after irriga- 
tion. Because of the fact that alfalfa was growing on each of the farms, 
estimates were made of probable evaporation and transpiration losses 
between the time of irrigation and moisture tests following. These 



Fig, 94. — Graphs of the water content before and after irrigation, moisture equiva- 
lent, and pore space of silt-loam soils having fine sandy-loam subsoils. Each 
water-content curve is the average of 62 borings. (Figs. 94 to 98 are from U. S. 
Dept. Agr. Jour. Agr. Research Vol. XIII No. 1.) 

estimated losses added to the amounts actually retained are also reported 
in Table XVIII. 

The number of inches of water in each foot of soil both before and 
after irrigation are shown in Figs. 94 to 97 inclusive. In the coarser- 
textured soils, i.e., the fine sandy-loams and silt-loams, borings were 
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made to, a depth of 9 feet, as shown in Figs. 94 and 95, whereas in the 
clay loams and clays, moisture tests were made only in the upper 6 feet 
of soil. Each figure contains also the moisture equivalent as determined 



Fig. 95. — Graphs of the water content before and after irrigation, moisture equiva- 
lent, and pore space of silt-loam soils. Each water-content curve is the average 
of 87 borings. 


by the Briggs-McLane method, and the pore space as computed from 
determinations of apparent and real specific gravity. 

Comparisons of Figs. 94 to 97 show that the irrigation water pene- 
trated below the 9-foot depth in the loams, below the 6-foot depth in the 
clay loams, and to a depth not to exceed 2 feet in the clays. The amount 
of air space in excess of the moisture content after irrigation is greatest 
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Fig. 96. — Graphs of the water content before and after irrigation, moisture equiva- 
lent, and pore space of clay-loam soils. Each water-content curve is the average 
of 148 borings. 



Fig. 97. — Graphs of the water content before and after irrigation, moisture equiva- 
lent, and pore space of clay soils. Each water-content curve is the average of 
43 borings. 
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in the coarse-textured soils and smallest in the fine-textured ones. In 
the upper 6 feet the silt loams having fine sandy loam subsoils held an 
average of 2.73 inches of water per foot of soil; the silt loams 3.20 
inches; the clay loams 3.49 inches. The clays were not fully mois- 
tened because of the inadequacy of penetration of the irrigation water. 

The average moisture contents of each foot of soil for six experimental 
plots at the University Farm at Davis, California, before and after 
irrigation are given in Fig. 98. Each plot was irrigated differently, but 
the smallest depth of water applied was 6 inches in each irrigation. It 
appears from Fig. 98 that some water penetrated below the 12-foot depth. 
However, the data from 10 to 12 feet inclusive are based on only one 
yearns studies and are therefore less precise than the data from the soil 
surface to 6 feet which are based on three years’ work, and an average 
of 147 borings. The depths from 7 to 9 feet are based on two years’ 
work. The marked increase in moisture content below the 5.5-foot 
depth was probably a result, in part at least, of the change in soil texture 
as shown by the moisture equivalent determination. 

Veihmeyer and Hendrickson have recently reported a detailed study 
of the “ moisture equivalent as a measure of the field capacity of soils,” 
from which they conclude that the moisture equivalent is a close meas- 
ure of the field capacity of fine-textured soils but not always of sandy 
soils. The experiments conducted by Veihmeyer and Hendrickson 
show that the moisture equivalent can be used to indicate the field 
capacity of deep, drained soils with no decided changes in texture or 
structure, with moisture equivalents ranging from about 30 per cent 
down to 12 or 14 per cent. 

133. The Utah Studies. — In 1919 the Utah State Agricultural Ex- 
periment Station made a series of measurements of capillary water- 
holding capacity on the deep loam soils of the Greenville Experiment 
Farm. To remove all doubt concerning completeness of saturation and 
also to remove the influence of the growing crop, three rectangular basin 
plats were prepared to which excessive amounts of water were applied. 
Each plat was 38 feet long and 33 feet wide. Around these plats levees 
about 2 feet high were built with soil taken from outside the plats, thus 
the soil in the plats was left undisturbed. The plats were numbered 
Aj Bj and C. Samples of soil were taken to ascertain the moisture 
content before irrigation, after which plat A was given a 12-inch irriga- 
tion, plat B a 24-inch irrigation, and plat C a 36-inch irrigation. 

The borings for moisture samples were made to a depth of 12 feet, and 
the moisture determinations were carried out in the laboratory by the 
usual methods, the results being recorded in per cents of the weights 
of the dry soil. 







tained in the same depths of soil after each of three different irrigations. Results 
are expressed in inches depth of water in each of the four depths of soil con- 
sidered. (Figs. 99 to 102 are from Calif. Agr. Exp. Sta. Hilgardia VoL II No. 14.) 
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The soil is a deep uniform loam having a water table 50 feet or more 
below the surface. Moisture determinations at 12 different time periods 
showing the decrease in capillary water after irrigation in each of the 
three platS; Aj Bj and (7, are presented graphically in Fig. 99, in which 
the moisture content is plotted against time."*^ The data are reported 
in acre-inches of water per acre, for different depths of soil. Observa- 
tions were made at irregular intervals from June 16 to October 11, 1919, 
there being 2556 determinations, of which 1476 were made in June, 
468 in July, and 216 in August and September. The location of borings 
was systematically made, and stakes were placed in each hole as soon 
as the sample had been obtained and the excess disturbed soil had been 
replaced. On each stake the date of sampling was marked, thus avoiding 
duplication in the location of borings. 

On June 16, immediately after the irrigation water disappeared from 
the surface of the soil, a heavy straw mulch from 8 to 10 inches deep was 
spread over the surface of each plat. To determine the loss of water 
through the straw, an evaporimeter pan 12 inches by 20 inches was 
filled with soil of about the same moisture content as that in the plat and 
was placed under the straw in plat A with its surface flush with the 
ground surface. From August 2 to 26 the pan lost 1294 grams of water, 
which is equal to 0.383 cm. depth, or 0.035 cm. a day. Measurement of 
the decrease in moisture content of the upper 6 feet of soil from June 
16 to August 22, after deducting the water evaporated, shows a loss from 
plats Aj B, and C of 0.58, 0.64, and 0.71 cm. respectively, in 24 hours. 
It is therefore apparent that the evaporation losses are relatively negli- 
gible, and that the major decrease in moisture content of the soil depths, 
0 to 3 feet, and 4 to 6 feet, from day to day after irrigation was caused 
by a downward flow of capillary water. Fig. 99 shows that a perceptible 
decrease continued for about 15 days in the upper 6 feet of soil in all the 
plats, and that in plats B and C the decrease continued during the same 
time in the depths 7 to 9 feet. From the 10- to 12-foot depth in plats B 
and C the moisture increased for several days after irrigation and then 
decreased slowly. In the 10- to 12-foot depth of plat A, which was given 
a 12-inch irrigation, the moisture content continued to increase for nearly 
20 days after irrigation. During the remaining 50 days of observation 
the change was not large enough to be significant. Data from the 
same experiments showing the distribution of the moisture at various 
depths of soil in each plot at different lengths of time after irrigation are 
presented in Figs. 100, 101, and 102. Fig. 100 shows that the 12-inch 
irrigation fully moistened the soil only to the 4|-foot depth 2 days after 

* Fig. 99 is taken from Hilgardia, a journal of agricultural science in which some of 
the results of the Utah studies were published. 





PLAT C 


PERCENT MOISTURE 



Fig. 102. — Distribution of moisture in soil at different periods after a 36-inch 
irrigation. ^^83) 
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irrigation, whereas Fig. 101 shows that the 24-inch irrigatton fuUy 
inofstened the soil to a depth of 8 i feet, and 102 /hows ^h^f - 
inch irrigation fuUy moistened the soil to a depth of 10 3 feet in 1 day 
after irrigation. The marked reductions of the moisture content in 
the upper few feet of soil of aU the plats during the 4 days following the 
first moisture determinations is noteworthy. Likewise, it is significant 
that in the 67 days following the first observation the moisture content 
of the upper soil was reduced to approximately that before irrigation, 
even though the evaporation was largely prevented. 

134 The Washington Studies. — The water-holding capacity of the 
higher bench soils of the Yakima VaUey, Washington, were investigated 
by Scofield and Wright during the years 1924 to 1926 The depth of 
water in each foot of soil to a depth of 4 feet at the wilting point of al- 
falfa, and at 3 different periods after flooding, are reported in Fig. 103. 
The soil studied is classed as a sandy loam, the moisture equivalent of 
which is approximately 16 per cent, or 2.65 inches of water per foot of 
soil. For conversions of the moisture percentages to inches of water 
per foot of soil, the apparent specific gravity of the soil was assumed to 
be 1.38. It is noteworthy that the capillary capacities reported for the 
several depths of the Yakima Valley soils assume a condition of substan- 
tial equilibrium 24 hours after irrigation. However, the moisture tests 
at the later periods show that an appreciable amount of water moved 
downward into the third and fourth foot sections after the observations 
1 day following irrigation. This fact would seem to support the con- 
clusion above stated that the time period after flooding which repre- 
sents the capiUary field capacity is difficult of determination and reaUy 
must be arbitrarily selected in measuring the capacities of soils for irriga- 
tion water. . . , i xi. x 

136. Filling the Capillary Reservoir. — In Article 79 it is shown that 

da — qt (^ 2 ) 


By interpreting the depth, d, of equation (32) as the depth of water 
necessary to spread uniformly over the land surface in order to fill the 
capillary reservoir, or satisfy the capillary capacity, of the soil to a given 
depth of soU in inches, then the d of equation (42) is equivalent to the 
d of equation (32). It therefore follows, by comparison of the two 
equations (42) and (32), that 

gi _ P'aiAiD 

a “ 100 

from which it is apparent that 

* “ lOOg 
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Provided the apparent specific gravity Asy is known, it is possible to 
compute by use of equation (43) the hours required to add a given 



Fig. 103 . — Distribution of moisture in soil before irrigation and at different periods 
after irrigation, Yakima, Wash. (Based on studies by Scofield and Wright, 
Jour, of Agr, Research Vol. XXXVII No. 2.) 


moisture percentage, to a field of given area, a, and a soil of 
certain depth, D, when using a stream of water of q c.f.s. (acre-inches 
per hour). 




186 


STORAGE OF WATER IN SOILS 


The student should keep in mind the fact that equation (43) is based 
on reasoning and is not a result of experiment. It may, for example, 
be limited in its application to values of which represent complete 
capillary saturation of the soil minus the moisture content before irri- 
gation. Veihmeyer and associates have found, working with some 
California soils, that it is impracticable to add to great depths of soil 
small percentages of water in the capillary form, since the full capillary 
capacity for water of the surface soil must be satisfied before the water 
moves to lower depths. Likewise, it is very difficult to spread water 
uniformly over the land. 

Keeping these limitations in mind, however, equation (43) does have 
practical utility particularly because of the large amount of information 
available as to the maximum that soils will retain from a single irri- 
gation. To simplify the use of equation (43), Table XIX has been 
prepared. It applies directly only to soils having an apparent specific 
gravity of As = 1.4. For soils having higher or lower values of As, 
proportional corrections must be made. Use of Table XIX is illus- 
trated by the following example : An irrigator has at his disposal a stream 
of 3 c.f.s. and he desires to add 5 per cent moisture to the upper 4 feet 
of soil. How many hours will be required provided the water is spread 
uniformly and losses are neglected? Column 6 of Table XIX shows 
that 0.28 hour is required to supply enough water with a 3-c.f.s. stream 
to add 5 per cent moisture to 1 acre-foot of soil. Therefore, in 1.12 
hours, enough water is applied to add 5 per cent moisture to 4 acre-feet 
of soil, and longer application is likely to result in deep percolation loss 
provided the 5 per cent satisfies the field capillary capacity or fills the 
capillary reservoir. 
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TABLE XIX 

Time in Hours, i, Required with a Stream, q, to Add Various Per Cents 
OF Moisture, P'w, to One Acre-Foot op Soil, the Apparent Specific 

Gravity of which is 1.4 Based on Equation (43) t - 


Coi. No. 


1 i 

1 

1 

2 

1 

1 

3 

1 

4 1 5 

^ 1 

7 

DO 

I 

1 9 


10 


Line 


Mois- 

ture, 


Size of Stream, q, c.f.s. 


No. 

i Cl 

Cents 

P'w 

0.5 

1.0 

1.5 

2.0 

2.5 

3.0 

3.5 

4.0 

4.5 

5.0 

1 

TO 

0.34 

0.17 

0.11 

0.08 

0.07 

0.06 

0.05 

0.04 

0.04 

0.03 

2 

1.2 

.40 

.20 

.13 

.10 

.08 

.07 

.06 

.05 

.04 

.04 

3 

1.4 

.47 

.24 

.16 

.12 

.09 

.08 

.07 

.06 

.05 

.05 

4 

1.6 

.54 

.27 

.18 

.13 

.11 

.09 

.08 

.07 

.06 

.05 

5 

1.8 

.60 

.30 

.20 

.15 

.12 

.10 

.09 

.08 

.07 

.06 

6 

2.0 

.67 

.34 

.22 

.17 

.13 

,11 

.10 

.08 

.07 

.07 

7 

2.2 

.74 

.37 

.25 

.18 

.15 

.12 

.11 

.09 

.08 

.07 

8 

2.4 

.81 

.40 

.27 

.20 

.16 

.13 

.12 

.10 

.09 

.08 

9 

2.6 

.87 

.44 

.29 

.22 

.17 

. 15 

.12 

.11 

.10 

.09 

10 

2.8 

.94 

.47 

.31 

.23 

.19 

.16 

.13 

.12 

.10 

.09 

11 

3.0 

1.01 

.50 

.34 

,25 

.20 

.17 

.14 

.13 

.11 

.10 

12 

3.2 

1.08 

,54 

.36 

.27 

.21 

.18 

.15 

.13 

.12 

.11 

13 

3.4 

1.14 

.57 

.38 

.29 

.23 

.19 

.16 

.14 

.13 

.11 

14 

3.6 

1.21 

.60 

.40 

.30 

.24 

.20 

.17 

.15 

.13 

.12 

15 

3.8 

1.28 

.64 

.43 

.32 

.25 

.21 

.18 

.16 

.14 

.13 

16 

4.0 

1.34 

.67 

.45 

.34 

.27 

.22 

.19 

.17 

.15 

.13 

17 

4.2 

1.41 

.71 

.47 

.35 

.28 

.24 

.20 

.18 

.16 

.14 

18 

4.4 

1.48 

.74 

.49 

.37 

.29 

.25 

.21 

.18 

.16 

.15 

19 

4.6 

1.55 

.77 

.52 

.39 

.31 

.26 

.22 

,19 

.17 

.15 

20 

4.8 

1.61 

.81 

.54 

.40 

.32 

.27 

.23 

.20 

.18 

.16 

21 

5.0 

1.68 

.84 

.56 

.42 

.34 

.28 

.24 

.21 

.18 

.17 

22 

5.2 

1.75 

.87 

.58 

.44 

.35 

.29 

.25 

.22 

.19 

.17 

23 

5.4 

1.81 

.90 

.60 

.45 

.36 

.30 

.26 

.23 

.20 

.18 

24 

5.6 

1.88 

.94 

.63 

.47 

.37 

.31 

.27 

.23 

.21 

.19 

25 

5.8 

1.95 

.97 

.65 

.49 

.39 

.32 

.28 

.24 

.22 

.19 

26 

I 6.0 

2.02 

1.01 

.67 

.50 

.40 

.34 

.29 

.25 

.22 

.20 

27 

6.2 

2.08 

1,04 

.69 

.52 

.42 

.35 

1 .30 

.26 

.23 

.21 

28 

6.4 

2.15 

1.08 

.72 

.54 

.43 

.36 

.31 

.27 

.24 

.22 

29 

6.6 

2.22 

1.11 

.74 

.55 

.44 

.37 

.32 

.28 

.24 

.22 

30 

6.8 

2.29 

1 . 15 

.76 

.57 

.46 

.38 

.33 

.29 

.25 

.23 

31 

7.0 

2.35 

1.17 

.78 

.59 

.47 

.39 

.34 

.29 

.26 

.23 

32 

7.2 

2.42 

1.21 

.81 

.60 

.48 

.40 

.35 

.30 

.27 

.24 

33 

7,4 

2.49 

1.25 

.83 

.62 

.50 

.41 

.36 

.31 

.28 

.25 

34 

7.6 

2.56 

1.28 

.85 

.64 

.51 

.42 

.36 

.32 

.28 

.26 

35 

7.8 

2.62 

1.31 

.87 

.65 

.52 

.44 

.37 

.33 

.29 

.26 

36 

8.0 

2.69 

1,35 

.90 

.67 

.54 

.45 

.38 

.34 

.30 

.27 

37 

8.2 

2.75 

1.38 

.92 

.69 

.55 

.46 

.39 

.34 

.30 

.27 

38 

8.4 

2.82 

1.42 

.94 

.71 

.56 

.47 

.40 

.35 

.31 

.28 

39 

8.6 

2.89 

1.45 

.96 

.72 

.58 

.48 

.41 

.36 

.32 

.29 

40 

8.8 

2.96 

1.48 

’.99 

.74 

.59 

.49 

.42 

.37 

.33 

.30 

41 

9.0 

3.02 

1.51 

1.01 

.76 

.60 

.50 

.43 

.38 

.33 

.30 

42 

9.2 

3.09 

1.54 

1.03 

.77 

.62 

.52 

.44 

.38 

.34 

.31 

43 

9.4 

3.16 

1.58 

1.05 

.79 

.63 

.53 

.45 

.39 

.35 

.32 

44 

9.6 

3.23 

1.61 

1.07 

.81 

.64 

.54 

.46 

.40 

.36 

.32 

45 

9.8 

3.30 

1.65 

1.10 

.82 

.66 

.55 

.47 

.41 

.36 

.33 
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CHAPTER X 


THE MOVEMENT OF WATER IN SOILS 

In Chapter II it is shown that water flows in open canals in response 
to a component of the force of gravity per unit mass of water^ and that in 
pipes it flows in response to gravity components and to pressure differ- 
ences. In this chapter, the movement of soil water in only one dimension 
is considered. In saturated soils the driving forces are closely compar- 
able to the driving forces which cause water flow in pipes; they result 
from the pull of gravity and from differences in hydrostatic pressure. 
The magnitude of these two types of driving forces in saturated soils, 
as in pipes, can be measured by well-established physical relations. 
For the measurement of the resultant driving force per unit mass which 
causes rectilinear movement of capillary water in unsaturated soils, 
physicists have used the reasoning and methods long since applied to 
the study of the flow of heat and of electricity. An understanding of 
their analyses and methods is most easily obtained in college courses in 
physics and in engineering, after proper preliminary mathematical 
preparation. However, a careful study of this chapter, it is hoped, will 
aid the student to obtain correct concepts concerning the rectilinear flow 
of water in both saturated and unsaturated soils. 

In the study of the movement of water in soils, physicists have been 
primarily interested in capillary flow in unsaturated soils, and engineers 
have devoted attention especially to the flow of water in soils, sands, or 
rocks that are saturated. Physicists use the terms: “potentials,’^ 
“ potential gradients,” “ equipotential regions,” “ conductivity factors,” 
etc., and engineers use the terms: “heads due to pressure,” “heads 
due to position,” “hydraulic grade lines — gradients — or slopes,” “hy- 
draulic permeabilities,” etc. In order to read intelligently the available 
literature on the flow of water in soils, it is essential that the student 
obtain a clear understanding of the meaning of all these terms. 

The importance of agricultural and engineering students early ob- 
taining clear concepts concerning the principles that underlie the move- 
ment of water in soils arises from the fact that a satisfactory control of 
soil water flow is essential to economical irrigation and to the preven- 
tion of water-logging of valuable irrigated lands. In a study of these 
principles, the student will find it helpful to review those parts of 
Chapter II that deal with the conveyance of irrigation water. 
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136. Potentials. — Mechanical work as noted in Chapter II is defined 
as force times distance. To lift 1 pound of water against the force of 
gravity through a vertical distance of 10 feet requires 10 foot-pounds of 
work. In engineering it is customary to speak of a body of given weight, 

(1 cubic foot of water, for example), as having different forms of energy, 
such as energy of position (or potential energy), velocity energy, and 
pressure energy. With respect to the surface of the earth, a cubic foot 
of water at an elevation of 100 feet has a potential energy of 6250 foot- 
pounds. 

In the science of physics, and in modern research concerning the 
movement of water in soils, the term potential is used with a somewhat 
different meaning. Because of the important contributions made by 
physicists to the study of soil moisture movement, it is essential that 
students of engineering and of agriculture give careful consideration to 
the meaning and the usefulness of the term potential. As used in the 
science of physics, the term potential is defined as the work required to 
bring a unit mass against certain forces from any specified reference 
position to a particular point in space. The potential therefore charac- 
terizes each point in a region. In a region where there is an electrical 
field due to static charges each point is characterized by an electrostatic 
potential, measured in volts; in a heated body the thermal potential, 
or temperature, is used; in a gravitational region a gravitational poten- 
tial may be defined. 

The utility of the potential in studying the flow of soil moisture arises 
from the fact that the space rate of change of the potential is directly 
related to the forces causing the flow. Remembering from the above 
definition that the potential is the product of force per unit mass and dis- 
tance, it is easy to see that the difference in the potential at two differ- 
ent points, divided by the distance between them, i.e., the space rate of 
change of potential, gives the average force per unit mass acting in the 
direction of the line connecting the two points. Measurements of the 
potential are in many cases practicable where direct measurements of 
force due to a space rate of change in potential are impracticable. In 
soil moisture studies a pressure and a gravitational potential are used, 
and these two, taken together, are considered as a total potential in 
terms of which the total force tending to cause a motion of the water 
may be expressed. 

137, Units Employed. — As used in the study of soil water flow, the 
potential is also defined as work per unit mass, and the level free ground- 
water surface is selected as the plane (or the surface) of reference, i.e., 
the surface of zero potential. In physics the gram is a commonly used 
unit of mass, and the capillary potential, as defined in Article 142, is 


POTENTIAL GRADIENTS 


191 


sometimes measured in terms of gram-centimeters per gram. The 
dyne, a unit of force in physical language, is the force which will produce 
a change in velocity of 1 cm. per second in 1 gram of mass. Since the 
force of gravity gives in 1 second a change in velocity of 980 cm. per sec- 
ond (approximately) it is equal to 980 dynes per gram of mass. The 
term gram is therefore also used as a force and is equal to 980 dynes. 

The foot-pound-second units are commonly used in engineering. 
Thus, the change in velocity of a body due to gravity is 32.2 feet per 
second, and the weight (or force of gravity) on a cubic foot of water is 
62.5 pounds. Hence the unit of mass in the gravitational engineering 
system is the body that will be given a change in velocity of 1 foot per 
second by a 1-pound force, or 32.2 feet per second by a 32.2-pound force. 

From Newton’s Second Law of Motion, it follows that 

M = W/g (44) 

where M = the mass of the body, W = the weight of the body, g = the 
acceleration due to gravity, or the force of gravity on unit mass. It is 
apparent from equation (44), since the change in velocity, g, due to 
gravity is 32.2 feet per second, that W must equal 32.2 in order to make 
M equal 1, or: 

M = 32.2/32.2 = 1 

The unit of mass in the gravitational engineering system is therefore a 
body that weighs 32.2 pounds,* sometimes called a geepound. Clearly 
this unit of mass is a derived unit, whereas the pound as a unit of force 
and the foot-per-second as acceleration are arbitrarily chosen units. 
Since the unit volume of water, 1 cubic foot, weighs 62.5 pounds, it has 
62.5/32.2 = 1.94 units of mass. 

138. Potential Gradients. — In a region in which the magnitude of 
the potential changes from point to point there will be different space 
rates of change of the potential in different directions. There will 
be one direction in which the rate of change of the potential will be 
greater than in any other direction. The change in potential per unit 
length in the direction of the greatest rate of change is known as the 
potential gradient. For example, in considering the gravitational attrac- 
tion of the earth on a unit mass, the direction of the greatest rate of 
change in the gravitational potential is vertical, and hence the direction 
of the gravitational potential gradient is vertical. Therefore, if in a region 
of moist soil each unit mass of water were acted on only by the negative 
gravitational potential gradient, then soil water would move vertically 

* For the purposes of this discussion the variation in g due to position need not be 
considered. 
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downward.'^ In reality, however, the soil water at every point in a wetted 
soil generally has also a pressure potential, and therefore the movement 
of the water will be in the negative direction of the gradient of the total 
potential, or in other words, in the negative direction of the gradient of 
the sum of the gravitational and the pressure potentials. The water in 
a canal or in a pipe is free to move only in the direction of the canal or 
pipe. The force per unit mass causing flow in canals (Fig. 6) is therefore 
a negative component of the gravitational potential gradient. This com- 
ponent is proportional to the fall of the water surface per unit length of 
the canal, or to the slope of the hydraulic grade line. The force on unit 
mass causing flow through horizontal pipes is the negative gradient of 
the pressure potential and is proportional to the fall in pressure head per 
unit length of pipe through which the water flows. 

139. Hydraulic and Energy Grade Lines. — In engineering literature, 
as shown briefly in Chapter II, the term '' hydraulic grade line '' is used 

to designate a curve repre- 
senting the heights to which 
water would rise in a series of 
vertical tubes connected to a 
pipe line through which water 
is flowing under pressure. 
For pipes in which the in- 
tensity of water pressure is 
low, the hydraulic grade line 
will be relatively near the 
pipe; and for pipes in which 
the pressure intensity is high 
the hydraulic grade line will 
be farther above the pipe line. 
The mean velocity of the 
water flowing in the pipe is 
independent of the elevation of 
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Fig. 104. — Illustrating the measurement of the 
hydraulic slope, hf/l. 


the hydraulic grade line, but it is dependent on the slope. f 
Measurement of the hydraulic slope is illustrated in Fig. 104. 


In a 


* The student should note a significant point of difference between the two quan- 
tities, (1) potential and (2) potential gradient The potential is a quantity having 
magnitude only — it has no direction and is therefore a scalar quantity. The poten- 
tial gradient as used herein is a quantity having magnitude and direction, and is 
therefore a vector quantity. 

The direction of the potential gradient in which the potential increases is usually 
considered positive. Thus the force of gravity on unit mass is equal to the negative 
gradient of the gravitational potential, 
t See also Article 27. 
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pipCj or a column of soil through which water is flowing it is the loss of 
headj % divided by the length between the points of measurement^ Ij 
Le., hf/l. 

It is customary among engineers to define the energy grade line 
as a line above the hydraulic grade line a distance equal to the velocity 
head of the flowing water. When the mean velocity of water from point 
to point along the pipe line is constant, as in a pipe of uniform diameter, 
the hydraulic and the energy grade lines are parallel. When the velocity 
decreases, as in a diverging pipe, the two lines come closer together; 
when the velocity increases, the distance between the lines increases. 
For very low velocities, such as commonly occur in soils, the energy 
grade line is practically at the same elevation as the hydraulic grade 
line. Because the velocity of water flow in soils is usually small, and 
changes in velocity negligible, only the hydraulic grade line need be 
considered. 

The elevation of any given point on the hydraulic grade line is analo- 
gous to the potential defined in Article 136; i.e., the work required to 
move unit mass of water against the force of gravity from any horizontal 
datum line to a point on the hydraulic grade line is proportional to the 
elevation of this line with respect to the datum line. 

The difference in energy per unit mass of water at two points in a pipe, 
as represented by the difference in elevation of points on the hydraulic 
grade line, divided by the distance along the pipe between the points 
at which the pressures are measured gives the magnitude of the potential 
gradient. The potential gradient is therefore proportional to the slope 
of the hydraulic grade line, or better, the hydraulic slope. 

140. Equipotential Regions. — A space in which the potential at 
every point is of the same magnitude is known as an equipotential region. 
For example, consider a block of iron having a uniform temperature. 
The space occupied by the iron is a region of equithermal potential, and 
there is no flow of heat from one part to another. 

A body of still water such as a lake or a pond, undisturbed by wind and 
having neither inflow nor outflow, constitutes an equipotential region. 
On the surface of the water the gravitational potential is clearly the same 
ever3^here because the surface is level. The pressure potential is also 
constant and hence the total potential is constant. Passing from the 
level water surface downward toward the bottom of the pond the pres- 
sure potential increases at the same rate as the gravitational potential 
decreases, hence the total potential, i.e., the sum of the pressure and 

* The terms energy gradient’^ and ^'hydraulic gradient” are used by some writers 
to designate the slope of the energy grade line” and the ‘‘slope of the hydraulic 
grade line,” respectively. 
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the gravitational potentials, is constant, and the region is an equi- 
SeSS region. From the definition of the potential gradient, it is 
clear that there are no resultant forces in an equipotential region, i.e., 
the gradient of the potential in an equipotential region is zero. Because 
there are no resultant forces, there can be no motion, and hence an equi- 
potential region is known as a region of static equibbnum. 

^ A column of unsaturated soil in which the capillary water is in equi - 
rium with ground water is shown in Fig. 84. In the considera ion 
potentials in soils it is customary to neglect temperature differences, or to 
assume uniform temperatures. The soil column of Rg. 84 ^ 

equipotential region; that is, the sum of the gravitational potential and 
the pressure potential is constant through the volume occupied by the 
“u. Therefore. « shown in Article 120, the upward capJhoT force ^ 
unit mass is equal in magnitude to the sum of the force of gravity plus 
the downward capiUary force; hence the resultant force is zero and there 

is no motion of water. „ 

141. Pressure Potentials. — For pressure potentials as heretofore 

stated the free level water surface is selected as a reference plane, as 
shown in Fig. 84. Then the work required, ignoring the work done by 
gravity to move unit mass of water downward against the resultant 
upward water pressure, from a point on the water surface to any pom 
distant h, below the surface, is defined as the pressure potential. 

The work thus required is positive as the resultant pressure force is 
positive and hence the pressure potential is positive For example, 
consider a mass of 1 gram of water of unit density. The resultant uj^ 
ward pressure on 1 cc. of water is 1 gram, and hence the work required 
to move the 1 gram against this resultant upward pressure from the level 
water surface to a point that is situated h centimeters below is h gram- 
centimeters. It is of interest to note that the pressure potential in a 
body of water at rest, using the centimeter-gram-second units, is nu- 
merically equal to the distance of the point below the water surface. 

In the study of motion of water in saturated soils (as m pipes; m 
which the pressures and the pressure potentials are positive, use has 
long been made of the pressure potential gradient as a driving force. 
[See Eq. (7).] Comparatively little use has been made of pressure poten- 
tials in the study of movement of water in unsaturated soils. The capil- 
lary potential studies of recent years apply the pressure potential to 

* A body of water at rest constitutes an equipotential region because in passing 
downward from the level water surface the gravitational potential decreases at the 
same rate as the pressure potential increases. Hence the force of gravity per umt 
mass may be considered as doing the work required to create a pressure potential m 
a body of water at rest. 
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unsaturated soils. The capillary potential is a negative pressure poten- 
tial, as will be seen from the discussion of the next article. 

142. The Capillary Potential. — The capillary potential is defined as 
the work required to move unit mass of water from the level water siir- 
face against the capillary forces in the soil column to any point distant 
ha above the free water surface.* (See Fig, 84.) As was shown in 
Article 118, the capillary water is in tension and hence the capillary pres- 
sures are negative, making the capillary potential also negative. The 
water below the free water surface, in engineering language, is under 
compression. 

The equilibrium value of the capillary potential in a soil at any given 
elevation above the free water surface is constant. Ptemembering that 
the capillary potential is negative, it is apparent that its equilibrium 
value decreases with increase in height above the water surface. That 
is, the capillary potential at a point 100 cm. above the free water is 
really a minus 100 gram-centimeters per gram, and this, in reality, is 
less than a minus 50 gram-centimeters per gram, which is the capillary 
potential 50 centimeters above the free water at equilibrium. The 
space rate of decrease in the capillary potential, in a soil in which the 
capillary water is at equilibrium with the free water, is equal to the 
space rate of increase in the gravitational potential. This is true because 
the sum of these two potentials, at equilibrium, must be constant, thus 
making the gradient of the sum of the potentials equal zero. If the 
potential gradient were not zero, there would be a resultant driving 
force which would cause water movement and prevent the maintenance 
of equilibrium conditions. 

143. Moisture Content and Capillary Potential. — Although the 
equilibrium magnitude of the capillary potential at a given height above 
the free water is constant, the moisture content of the soil corresponding 
to a particular capillary potential is influenced by the soil texture, struc- 
ture, the soil solution, and the temperature. The first two factors 
influence particularly the curvatures of the capillary water films, and 
the last two the surface tension of the liquid, and thus all influence the 
capillary pressures. 

The recent work by Richards indicates a marked decrease in capillary 
potential with decrease in moisture content particularly for fine-textured 
soils. As shown in Fig. 105, Richards studied the relation of moisture 
content at equilibrium to capillary potential in four soils, namely, A, 
Bennet sand; R, Greenville loam; C, Trenton clay; R, Preston clay. 

* It is important to note that the capillary potential does not include the work 
required to move the unit mass of water against the force of gravity from the level 
water surface to the point distant ha above this surface. 
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The measurements of capillary potential reported in Fig. 105 were 
conducted under a constant temperature of 16.1° C.; the soil structure 
was maintained as nearly uniform as possible, and hence the data re- 
ported for each particular soil show the relation of the moisture content 


PERCENT MOISTURE (Pw) 



Fig. 105. — Capillary moisture capacity at equilibrium with ground water for four 
types of soil as determined by Richards. (Data from Jour. Agr. Research Vol. 
XXXVII No. 12.) 


to the capillary potential. For example, in soil D the moisture content 
decreased from 67 per cent to 27 per cent as the capillary potential 
decreased from zero to 800 gram-centimeters per gram. The soils A, B, 
C, and D, at equilibrium with potential of 250 gram-centimeters per 
gram, have moisture contents respectively of 6, 20, 28, and 36 per cent. 
Kichards used layers of soil only | inch in depth, thus facilitating the 
attainment of equilibrium moisture conditions in a relatively short 
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time — from 3 to 4 days. The irregularity of the curves for the two 
clay soils is interpreted as indicating that a slightly longer time for these 
soils would have assured a more complete approach to equilibrium. 

It is very important to note that the above definitions of potentials 
and the potential gradients aU involve conservative forces analogous to 
the driving forces considered in Chapter II relating to the conveyance of 
water. Thus far in the discussion of the movement of water in soils, 
the retarding influences of frictional forces have purposely been neg- 
lected. Clearly, however, a complete consideration of the forces which 
influence the movement of water in soils must include a discussion of 
the retarding, as well as the driving, forces. There are some essential 
differences in the retarding forces in saturated and unsatiirated soils. 
In the interest of clearness it is advantageous to consider first the 
retarding forces which are common to saturated and unsaturated soils, 
and later to discuss the movement of water in saturated and unsaturated 
soils separately. 

144. Retarding Forces. — In soils the frictional resistance is depend- 
ent on the effective size of the soil interstices and capillary channels, 
the pore space, the temperature of the water, and the percentage of 
water content. Because of the fact that there is great variability and 
lack of uniformity in a natural soil, it is impracticable to evaluate with 
precision for any particular soil the effective size of the capillary chan- 
nels and of the frictional resistance. The retarding influence of the shape 
of the capillary channels cannot be measured and designated by a factor 
such as the hydraulic radius, r, which gives in part a measure of the 
retarding influence of the form of cross-section of canals, rivers, and pipes. 
In unsaturated soil there is even greater variability of frictional forces, 
owing to the fact that water channels through which moisture moves are 
influenced by the moisture content of the soil — which is variable. It 
is, therefore, a relatively complex problem to develop an equation that 
will give the velocity of water in soils analogous to equation (11) for 
canals and pipes. For unsaturated soils it is especially difficult. Com- 
paratively recent research points the way toward measuring the driving 
force per unit mass — but the frictional factors, analogous to the n in 
Manning's formula, for different soils containing various amounts of 
capillary water and dissolved substances at different temperatures are 
yet to be estabhshed. To evaluate the frictional resistance due to each 
of the variables separately is impracticable. It seems hopeful, however, 
to attempt to evaluate experimentally the combined frictional resistance 
as a characteristic of each major type of soil at a given moisture content. 
In considering the conveyance of irrigation water in Chapter II, the 
influence of friction as a force retarding flow of water in canals and pipes 
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is explained. That the frictional resistance to flow of water in canals 
and pipes varies approximately with the square of the velocity, is pointed 
out. A very essential point of difference between the relation of fric- 
tional forces to velocity of flow of water in canals and pipes and to 
velocity of flow in soils is this: 

In soils, owing to the relatively slow movement of water, the flow is 
said to be stream~line and not turbulent, and hence the frictional resist- 
ance varies approximately with the first power of the velocity rather than 
with the second power, or the square of the velocity, as in canals and 
pipes. This relation, stated in a somewhat different form, is known as 
Darcy’s law. Mathematically stated for flow in soils 

Fr = Kv. ( 45 ) 

where Fr = the retarding frictional force on the moving water in each 
unit volume of soil. 

V = the velocity of flow in soils. 

K = a, constant for a particular soil. 

The driving force on the moving water in each unit volume is equal in 
magnitude and opposite in direction to the retarding force. 

146. Velocity of Flow in Saturated Soils. — Each unit volume of a 
saturated soil is occupied by solid soil particles and by water. Part of 
the water is free to move, and part is held rather firmly around each soil 
particle. The pore space in soils ranges from 30 to 60 per cent of the 
total volume; and probably the volume of water free to move in satu- 
rated soils at significant velocities ranges from 15 to 40 per cent or more 
of the total volume.* In unsaturated soils the volume percentage of 
water that is free to move is smaller than in saturated soils. 

Let Pf = the percentage of water in a saturated soil on a volume basis 
that is free to move, or the percentage of total soil area through which 
water moves in a soil. Using 1 cubic foot as the unit of volume, the 
units of mass of water in each unit volume which are free to move are 
1.94P/. 

In equation (9) and Fig. 8, it is shown that the resultant driving force 
per unit mass of water flowing at a constant velocity in a pipe is the 
negative gradient, in the direction of the pipe, of the sum of two poten- 
tials. The same principle applies to the flow of water in soils, in which 
the potentials are due to position and to water pressure, either positive 

* A precise measurement of the percentage of water that is free to move is not essen- 
tial to the following analysis or to the use of the final equation deduced. The con- 
cept that part of the soil water is not free to move, or that its velocity is so small as 
to be negligible, is introduced to aid in the analysis. 
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or negative, i.e., hydrostatic or capillary pressures. The rectilinear flow 
of water under pressure in soils is analogous to the flow in pipes. Hence 
the driving force per unit mass is proportional to the drop in the hydraulic 
grade line (hj of equation 9) in a given length 1; and it is equal to ghj/l^ 
i.e., the negative gradient, in the direction of the pipe, of the sum of 
the two potentials above described. Therefore, since the magnitude of 
the driving force per unit mass is ghf/l, it follows that the driving force, 
Fdj on the moving water in each cubic foot of saturated soil is : 

= (46) 

Since Fd = Fr (in magnitude), it follows from equations (45) and (46) 
that 

V = ^ (47) 

K t 


146. Discharge through Soils. — In Chapter II it is shown that the 
discharge through a canal or pipe is given by the equation 

g == ay (12) 


In soils part of the total cross-section area, represented in equation (12) 
by the symbol a, is occupied by soil particles surrounded by tiny water 
Aims. The net area at right angles to the direction of flow, through 
which flow occurs, is given by the product P/a. Therefore the dis- 
charge through soils is given by the equation 




(48) 


For any given water content of an unsaturated soil the percentage P/ is 
essentially constant. Therefore the quantity 1.94P/V K for a saturated 
soil, or for an unsaturated soil having a definite moisture content, may 
be considered a constant and represented by the symbol k. Equation 
(48) then takes the form 

(49) 


* The following analysis of equation (49) shows that the quantity k has the physical 
dimensions of time (F). 

q = the volume per second = D/T, 
a = area — L^. 

g — force per unit mass, or acceleration due to gravity ~ ML/MT^ “ L/TK 
Therefore 

ql . DT^L 
^ ghfa TLLI? 
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The percentage P/ cannot be directly measured, whereas the quantity k 
can be measured experimentally without difficulty. 

147. Water Transmission Factors for Soils. — If the quantity gy/l 
of equation (49) is equal to unity, and the area a equals unity, then it is 
apparent that q = k (numericaUy). The quantity k is therefore defined 
as the volume of water that will flow in unit time through a soil column of 
unit cross-section area due to the driving force per unit mass corresponding 
to unit potential gradient. The magnitude of the quantity A: at a par- 
ticular temperature is determined largely by soil properties such as 
texture, structure, porosity, and water content. It is not truly a con- 
stant, although it does characterize a soil under specified conditions. 
It is suggested that the quantity k be designated as the specific water 
cmductivity. The force of gravity per unit mass, or the acceleration 
due to gravity, g, of equation (49), though slightly variable, is consid- 
ered constant in the solution of most practical problems. Representing 
the product kg in equation (49) by a new symbol h, it follows that: 

q = (50) 

The quantity h of equation (50) is the transmission constant defined by 
Slichter as “ the quantity of water that would be transmitted in unit 
time through a cylinder of the soil of unit length and unit cross section 
under unit difference in head at the ends.” 

More recently the quantity h has been designated the hydraulic 
permeability by Meinzer and defined “ as the rate of discharge of water 
through a unit cross-section area of the rock (or soil) at right angles to 
the direction of flow if the hydraulic gradient is unity.” 

The quantity ks has also been designated as a “ coefficient of perme- 
ability ” by Meinzer and Steams. In applying his transmission con- 
stant Slichter used the cubic foot as the unit of volume, the square foot 
as the unit of area, and the minute as the unit of time. For the co- 
efficient of permeability Stearns used the gallon as the unit of volume, 
the square foot as the unit of area, and the day (24 hours) as the unit 
of time, and also specified a temperature of 60° F. 

Comparison of the definition of the specific water conductivity, k, 
with the definition of the hydrauhc permeability or the coefficient of 
permeability h (aside from numerical differences in the units of volume, 
time, and area selected) shows that the essential point of difference is 
the specification of unit potential gradient for k and miit hydraulic gradi- 
ent ioT ks. 

The potential gradient has been used largely by physicists, particularly 
in the study of movement of capillary water in unsaturated soils, whereas 
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the hydraulic gradient (or hydraulic slope) has been used largely by 
engineers and geologists in the study of the movement (or flow) of ground 
water in saturated soils or rocks. 

The potential gradient has the physical dimensions of force per unit 
mass {F/M), whereas the hydraulic gradient is the ratio of a length to 
a length and therefore has zero physical dimensions. The trans- 
mission constant, the hydraulic permeability, and the coefficient of 
permeability, have the physical dimensions of length divided by 
time, i.e., L/ T, 

It is apparent from the foregoing that there is as yet no general 
agreement in the selection of a basic conductivity, or a transmission, 
or a permeability factor in the study of the movement of water in soils 
whether saturated or unsaturated, and hence that general agreement 
is also lacking as to the use of a potential gradient or an hydraulic 
gradient,* in an equation for the flow of water in soils. 

Because of the wide usage in hydraulic engineering of the cubic foot 
as a volume unit, the square foot as an area, and the second as a time 
unit, these units are used in the measurements of specific water con- 
ductivity ^ in the following pages. The disadvantage of small fractional 
values of k resulting from the use of the second as the unit of time is 
offset by the use of the negative exponent. For example 

3/10,000 = 0.0003 = 3 X 10"^ 

It is customary among irrigation engineers to use one or more of sev- 
eral different units of volume, area, and time with the term permeability. 
The units cubic feet per square foot per 24 hours, acre-inches per acre 
per hour (or simply surface inches per hour), and cubic feet per second 
per acre are typical. The flow being as a rule vertically downward 
under the force of gravity it is assumed that the hydraulic gradient 
hf/l of equation (49) is unity. In Table XX, equivalent permeabilities, 
using these several sets of units, are compared to specific water conduc- 
tivities ranging from 3.59 X to 1.80 X 10”^. Table XX is explained 
further in Article 148. 

An advantage in the use of the specific water conductivity k is that its 
magnitude in cubic feet per square foot per second, as used in equation 

* Research engineers may develop methods and equipment for measuring capillary 
pressure heads which are proportional but not equal to the capillary potentials meas- 
ured by physicists. The engineers would then use the capillary pressure head gradient 
combined with the rate of change of head due to change in position, as the hydraulic 
gradient of unsaturated soils, which would be proportional but not equal to the potential 
gradient. 
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TABLE XX 

CoaiPARisoNS OF Permeability op Soil to Water as Stated in Different 


Units, with the Specific Water Conductivity 



1 

2 

3 

4 

Line 

No. 

Permeability in 

Specific Water Conductivity 






Cu. Ft, per Sq. Ft. 

Surface Inches 

C.f.s. 



per 24 Hours 

per Hour 

Per Acre 


1 

0.01 

0.005 

0.005 

3.59X10-9 

2 

.02 

.010 

.010 

7.18X10-9 

3 

.03 

.015 

.015 

1.08X10-8 

4 

.04 

.020 

.020 

1.44X10-8 

5 

.05 

.025 

.025 

1.80X10-8 

6 

.06 

.030 

.030 

2.16X10-8 

7 

.07 

.035 

.035 

2.52X10-8 

8 

.08 

.040 

.040 

2.87X10-8 

9 

.09 

.045 

.045 

3.23X10-8 

iO 

.1 

.05 

.05 

3.59X10-8 

11 

.2 

.10 

.10 

7.18X10-8 

12 

.3 

.15 

.15 

1.08X10-7 

13 

.4 

.20 

.20 

1.43X10-7 

14 

.5 

.25 

.25 

1.80X10-7 

15 

.6 

.30 

.30 

2.16X10-7 

16 

.7 

.35 

.35 

2.52X10-7 

17 

.8 

.40 

.40 

2.87X10-^ 

18 

.9 

.45 

.45 

3.23X10-7 

19 

1.0 

.50 

.50 

3.59X10-7 

20 

1.2 

.60 

.60 

4.32X10-7 

21 

1.4 

.70 

.70 

5.02X10-7 

22 

1.6 

.80 

.80 

5.75X10-7 

• 23 

1.8 

.90 

.90 

6.46X10-7 

■ 24 : 

2.0 

1.00 

1.00 

7.18X10-7 

25 

2.2 

1.10 

1.10 

7.90X10-7 

26 

2.4 

1.20 

1.20 

‘ 8.62X10-7 

27 

2.6 

1.30 

1.30 

9.34X10-7 

28 

2.8 

1.40 

1.40 

1.01X10-8 

29 

3.0 

1.50 

1.50 

1.08X10-8 

30 

3.2 

1.60 

1.60 

1.15X10-8 

31 

3.4 

1.70 

1.70 

1.22X10-8 

32 

3.6 

1.80 

1.80 

1.29X10-8 

33 

3.8 

1.90 

1.90 

1.37X10-8 

34 

4.0 

2.00 

2.00 

1.44X10-8 

35 

4.5 

2.25 

2.25 

1.62X10-8 

36 

5.0 

2.50 

2.50 

1.80X10-8 

37 

6.0 

3.00 

3.00 

2.16X10-8 

38 

7.0 

3.50 

3.50 

2.52X10-8 

39 

8.0 

4.00 

4.00 

2.87X10-8 

40 

9.0 

4.50 

4.50 

3.23X10-8 

41 

10 

5.00 

5.00 

3.59X10-8 

42 

15 

7.50 

7.50 

5.38X10-8 

43 

20 

10.00 

10.00 

7.18X10-8 

44 

25 

12.5 

12.5 

8.98X10~® 

45 

30 

15.0 

15.0 

1.08X10-8 

46 

35 

17.5 

17.5 

1.26X10-8 

47 

40 

20.0 

20.0 

1.44X10-8 

48 

45 

22.5 

22.5 

1.62X10-8 

49 

50 

25.0 

25.0 

1.80X10-8 
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(49), does not change if the units of volume and area are changed to 
cubic centimeters and square centimeters respectively.* 

148. Conductivity of Saturated Soils. — Extensive investigations have 
been conducted to determine the conductivity of water in Ksands and fine 
gravel under a condition of complete saturation. The use of sands for 
filters to purify city water supplies and studies of the flow of water into 
wells have stimulated interest in studies of the conductivity of sands and 
gravels. Relatively little attention as yet has been given to the study 
of water conductivity of soils as related to irrigation and drainage. 

Slichter found that his transmission constant was proportional to 
the square of the effective diameter of the soil particles and also that it 
was greatly influenced by the pore space of the soil. Because of the 
impracticability of measuring effective diameter of the pores in natural 
soils, especially those of fine texture, it seems advisable to encourage 
more experimental determinations of specific water conductivity, 
or of ks independent of an attempt to measure the diameter or the 
cross-section area of the pores or the water films through which flow 
occurs. 

Table XX includes a wide range of permeabilities, i.e., from y-J-g- to 50 
cubic feet per square foot of soil in 24 hours, the relative variation being 
from 1 to 5000. To illustrate the use of Table XX, the student will 
note, for example, that a soil having a specific water conductivity, of 
3.59 X 10"^ as given in column 4, will transmit 1 cubic foot of water 
per square foot of soil surface in 24 hours under the force of gravity. 

Column 2 gives the permeability in surface inches per hour, which 
is equivalent to acre-inches per acre per hour. It will be remembered 
from Chapter III that 1 c.f.s. is equal approximately to 1 acre-inch per 
hour. On the basis of this approximation, column 3 of Table XX gives 
the number of cubic feet per second that would be required to maintain 
a stream of water percolating vertically downward through 1 acre of soil 
having different permeabilities and specific conductivities. For ex- 
ample, line 24 shows that a stream of 1 c.f.s. per acre would equal 2 cubic 
feet per square foot per 24 hours, and that this permeability is equivalent 
to a specific conductivity of 7.18 X 10“^. 

The computed data of Table XX will enable the student more easily 

* This fact is demonstrated by changing from cubic feet per second per square foot 
to cubic centimeters per second per square centimeter. For unit area and unit poten- 
tial gradient, when q = 

jc - per sq. ft., _ (30.5)^g(cc. per sec, per (30.5)^ sq. cm.) 

~ g(feet per sec.2) "" 30.5g(cm. per sec.^) 

sec, per sq. cm.) 

”” p-Ccm, per sec.2) 


and therefore 
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to interpret the experimental permeability measurements reported in 
Table XXI. These measurements were made by the author during the 
years 1917 to 1923 on field soils by two methods designated in column 7 
as the cylinder and plat methods. Eighteen-inch-diameter iron cylin- 
ders 20 inches long and open at both ends were driven into the soil in 
its natural condition. Measured amounts of water were added to the 
soil frequently enough to keep it well covered but to avoid a depth of 
water that would create much pressure. The permeability was meas- 
ured by noting the rate of drop in the water surface in half-hour and 
longer intervals. 


TABLE XXI 

Peemeability and Specific Water Conductivity Field Tests of Different 

Saturated Soils 


Class of Soil 

Location of 
Field 

Time 

Cu. Ft 
per Sq. 
Ft. per 
24 

Hours 

Surface 

Inches 

per 

Hour 

C.f.8. 

per 

Acre 

Specific 

Water 

Conductivity 

k 

Method 

1 

2 

3 

4 

5 

6 

7 



1st Hr. 

4.88 

2.44 

2.44 

1.7x10-6 


Highland Ster- 


2nd 

2.92 

1.46 

1.46 

i.oxio-6 


ling Sandy 

Hyrum, Utah 

3rd 

3.00 

1.50 

1.50 

l.lXlO-6 

ders used 

Loam 


4th 

2.50 i 

1.25 

1.25 

9.0x10-7 



5th 

2.50 

1.25 

1.25 

9.0x10-7 



Grace, Idaho 


1.00 

0.50 

0.50 

3.6x10-7 

Plat 26 ft. sq. 

Medium Depth 



1.24 

.62 

.62 

4.4x10-7 

Plat 18 ft. sq. 

Lava Loam 



0.68 

.34 

.34 

2.4x10-7 

Plat 18 ft. sq. 


XdH'ilO 


.76 

.38 

.38 

2.7xir7 

18-in. cylinders 




.84 

.42 

.42 

3.0x10-7 

18-in. cylinders 



Plat 








A — 1st day 

9.0 

4.5 

4.5 

3.2x10-6 

Plats 


Logan, Utah 

B — 1st day 

5.68 

2.84 

2.84 

2.0x10-6 

33 ft. by 38 ft. 


(Greenville) 

2nd day 

2.24 

1.12 

1.12 

8.0x10-7 




C — 1st day 

4.78 

2.39 

2.39 

1.7x10-6 


lJ66p IjOSiDQ. 


2nd day 

1.48 

.74 

.74 

5.3x10-7 



Bich field, 








Utah 


1.40 

.70 

.70 

5.0x10-7 

IS-in. cylinders 


Similar measurements were made in the field plat method, the essen- 
tial difference being a larger area of soil being submerged. The plats 
used ranged from 32 to 1254 square feet in area. As noted in Table 
XXI, the permeability of the sandy loam decreased by approximately 
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one-half in a period of 4 hours, after which it remained constant. The 
lava loam permeabilities represent a steady flow: The deep loam meas- 
urements at Logan on plat A represents only the rapid flow’ shortly after 
wetting. On plats B and G the higher permeabilities are shortly after 
wetting, and the lower ones represent a steady flow^ more than 12 hours 
after wetting. It is well known that clay soils transmit water slowly. 
However, systematic measurements of specific water conductivity of clay 
soils are as yet meager. Moreover, most of the measurements of water 
conductivity of clay soils thus far have been made under laboratory con- 
ditions. The lowest measured conductivity in a saturated soil available 
to the author is that reported by Gardner et a'L for a clay soil in Cache 
Valley, Utah; i.e., = 1 X Working on a heavy clay taken in 

its natural condition from a field near Dixon, California, the author 
found a conductivity of 6.3 X 10~^, which is approximately 6 times that 
of the Cache Valley clay as measured by Gardner. 

King early found wide variation in the permeability of soils to water. 
Specific conductivities computed from his data show in a “ fine textured 
black marsh soil ” k — 2.1 X for a clay, 4.8 X 10“®; a fine sand, 
1.2 X 10“®; and a coarse sand, 9.0 X 10“®. Gardner has found for a 
sand that fc = 4 X 10"®. The ratio of the conductivity of the coarse 
sand used by Gardner to that of the sand used by King is 4.4. 

149. Steady Capillary Water Flow. — The flow of water in unsatu- 
rated soils is designated capillary flow. A steady flow of capillary water 
in irrigated soils, analogous to the ordinary flow of water in canals, sel- 
dom occurs; the flow is usually changing. However, under certain 
conditions, such, for example, as the capillary flow vertically upward 
from a high water table to the soil surface, the flow approximates a 
steady state if continued for a sufficiently long time. Knowledge of the 
quantity of such flow is of great importance in irrigated regions. Steady 
capillary flow vertically upward may be beneficial in supplying water to 
plant roots; yet it may be harmful, not only because of conveying water 
to the land surface where it is lost through evaporation, but also by carry- 
ing large amounts of alkali to the surface and thus rendering the soil 
non-productive. In the discussion of this Article, conditions are as- 
sumed to exist essential to the maintenance of steady flow. However, 
there is much capillary flow of vast importance to agriculture that varies 
from day to day and hour to hour. Measurements of such unsteady 
flow are of comparatively less value than those of steady flow because 
of the variable factors involved; moreover, they are more difficult to 
make. 

In an unsaturated field soil of substantially uniform texture and 
structure, the resultant driving force per unit mass of water that causes 
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its flow is the negative gradient of the sum of the gravitational and the 

capillary potentials.* x • j j. 

To illustrate the use of the capillary potential gradient in determining 
the flow of capillary water through a small pipe in a specified direction, 
the following cases are considered. 

160. Steady Horizontal Capillary Flow. The horizontal flow oi 
capillMy water in a soil within a small diameter pipe is caused by dif- 
ferent capillary potentials at the several points in the pipe. The capil- 
lary potential differences result largely from soil moisture differences. 

For example, consider the horizontal capillary flow within the im- 
pervious waUs of a pipe of smaU diameter filled with soil, and having one 
end connected through a porous plug to a water reservoir as shown in 
Fig. 106. The elevation of the water surface is kept the same as the 
avis of the pipe, and consequently there is no positive water pressure in 
the soil. Water is supplied to the soil from the reservoir on the reader’s 
left by flow through a porous wall. Assume the soil to be a Greenville 
loam of the same temperature, texture, and structure as soil B of Fig. 105. 
The moisture percentages of the soil in the pipe at points distant respec- 
tively 0, 2, 4, 6, and 8 feet from the source of water are assumed to be 

40.0, 26.0, 21.0, 18.5, and 17.0. The capillary potential corresponding 
to a given moisture content for either of 4 different soils may be found 
from Fig. 105. Curve B shows that, at the free water surface where the 
capillary potential is zero, the moisture percentage is 40; also that, 
at the point in the soil where the capillary potentials are 100, 200, 300, 
and 400 gram-centimeters per gram, the moisture percentages are 26.0, 

21.0, 18.5, and 17.0, respectively. The capillary potential gradient 
within the soil column in Fig. 106 is therefore 100/61 = 1.64 grams per 
gram, or 980 X 1.64 dynes per gram. Remembering that there is no 
change in gravitational potential along a level pipe it follows from equa- 
tion (49) that: 

* Considerable advancement has been made during recent years by Gardner and 
by Richards in the development of methods of measuring the capillary potential. 
For detail concerning these methods the reader is referred to papers cited at the end 

of this chapter. . , j 

The symbol is used by physicists to represent the sum of the potentials and 
d^/dr to represent the gradient of the sum of the potentials. The quantity of capil- 
lary water transmitted through an unsaturated soil is then given by the equation 


The symbols k and a are the same as those of equation (49), and the d^/dr is analogous 
to the symbols ghf/l of equation (49). The gradient d4>/dr may be considered as the 
vector sum of two parts: (1) the capillary potential gradient, and (2) the gravita- 
tional potential gradient. 


STEADY CAPILLARY FLOW THROUGH INCLINED PIPES 207 


q = k 980 X 1.64 cc. per sec. per sq. cm.^ 
or 

q = k 32.2 X 1.64 c.f.s, per sq. ft. 

For capillary flow the specific conductivity k is probably less than it is for 
flow in a saturated soil. For an illustration, the magnitude of k is taken 
from work by Gardner on the Greenville soil, indicating a mean of k = 1.2 
X 10"® for capillary flow. Substituting this value of k it is found that the 


Percents moisfure (Pm) 



Fig. 106. — Illustrating steady flow of capillary water in a horizontal pipe of small 
diameter containing soil that has a moisture per cent of 40 at the left end and 17 
at the right end; and a uniform capillary potential gradient of 1.64 X 980 
dynes per gram of soil water. 


soil in the horizontal pipe illustrated in Fig. 106, owing to the assumed 
rate of change in moisture content, would transmit a quantity of water 


q = 


1.2 X 32.2 X 1.64 
10 ® 


6.3 X lO"’' c.f.s. per sq. ft. 


which is equal to 6.3 X 10”^ X 8.64 X 10^ = 0.054 cubic foot per square 
foot per 24 hours = 1.62 cubic feet per square foot per month. 

151. Steady Capillary Flow through Inclined Pipes. — Flow through 
an inclined pipe is influenced by a change in the potential due to position 
of different points along the pipe and to change in the potential due to 
difference in moisture content of the soil. Assume, for example, that 
the pipe in Fig. 106 is connected to the water reservoir by means of a 
flexible rubber hose as illustrated in Fig. 107 so that it can be rotated 
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to any desired position from pointing verticaUy downward to verticaUy 
upward. The angle between the pipe and the reservoir may be of any 
vLe from .ero, when the outlet end of the pipe is below the reservoir, 
to 180°, when it is above the reservoir. Assuvw that the capillary poten 
tial gradient remains constant for aU positions of the pipe. Then the 
total force acting on each unit mass of soil water in the direction of the 
pipe line is the sum of the component of the force of gravity on unit mass 
in the given direction, plus the negative capillary potential gradient. Let 
the angle of the direction of flow with the vertical be represented by A. 



Fig. 107. — Illustrating the capOlary flow of water through an inclined pipe, using 
engineering symbols to represent heads due to position and to capillary pressure. 


Application of equation (49) to this case is illustrated by the aid of 
Fig. 107. Two points in the moist soil numbered 1 and 2 are separated 
by a distance I, and the vertical distances of the points from the horizon- 
tal plane of the water surfaces are represented by h' and h" respectively. 
The capillary pressure heads are represented by {Vc/w)' and {vdw)". 
The sum of the heads due to position and to capillary pressure at point 1 
is {h' + Vc’/w), and at point 2 is Qi” + Vc"/w), and the difference in 
these two sums is represented by Jif. The change in magnitude of total 
potential between the two points is equal to ghj, and the potential 
gradient along the pipe is ghf/l, which may be stated in this form: 

fh" - hf , Vc"/w - Pc'/w\ 

>{—r- + 1 ) 

— = cos A, and assuming that the rate of change in 


The ratio 
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the capillary potential is the same as in the previous example, it follows 
from the foregoing that 

q = 32.2^(cos A + 1.64) c.f.s. per sq. ft. 

As the angle A increases from values betw-een, 0® and 90®, cos A is positive^ 
and hence the resultant force per unit mass is greater than the negative 
capillary potential gradient; whereas between values of 90® and 180° for 
the angle A, cos A is negative and the resultant is less than the negative 
capillary potential gradient. For example: 

q = 68.8^: c.f.s. per sq. ft. when A = 60° 

and 

q = 36.7fc c.f.s. per sq. ft. when A = 120° 

152. Capillary Flow in Field Soils. — In homogeneous natural soils 
in the field capillary flow is always influenced by gravity. In field soils 
the major practical concern in a study of steady capillary flow is the quan- 
tity of flow vertically up or down. The importance of capillary flow 
vertically downward is frequently under-estimated. The student should 
keep clearly in mind the fact indicated in Fig. 105, namely, that at 
medium and high moisture percentages a substantial increase in moisture 
content with depth of soil is essential to the prevention of downward 
capillary flow. For example, in the Greenville loam, the moisture con- 
tent must increase from 16 to 20 per cent in a vertical distance of 8 feet 
to develop a capillary potential gradient at any point equal in magni- 
tude to the gravitational potential gradient. With the higher moisture 
content there must be an increase from 20 per cent to 40 per cent in an 
8-foot depth to accomplish the same result. The moisture gradients and 
resulting capillary potential gradients within the above ranges of mois- 
ture content must exceed the examples above given in order to provide 
a resultant force vertically upward and thus cause capillary water to 
move vertically upward. That the above statements apply only to 
comparatively uniform soils, and that the influence of temperature 
differences and variations in soil solution are neglected, must be kept 
constantly in mind. Richards has recently measured the specific capil- 
lary conductivity of three soils: 

A — A light sandy soil. 

B — Greenville loam. 

C — Preston clay. 

In the sandy soil and the clay he found that the magnitude of k increased 
rapidly as the capillary potential was increased.* 

* The capillary potential being negative, a change from a high numerical value, 
say 600 gram-centimeters per gram, to a lower numerical value such as 300 gram- 
centimeters per gram constitutes an increase in potential. 
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Tile change in k with change in capillary potential was relatively 
small for the Greenville loam. Richard's measurements of k for this 
loam soil at different capillary potentials gave results ranging from less 
than 2.0 X 10"^ to more than 5.5 X To illustrate the application 

of capillary conductivity measurements to a field problem, the following 
assumptions are used: 

1. That the water table in the Greenville soil is 100 cm. below the 

soil surface. 

2. That the temperature and compacting conditions of the field 

soil are not materially different from those of the laboratory. 

3. That the capillary potential in the surface soil is 600 gram- 

centimeters per gram. 

4. That the average value of the capillary conductivity is 3 X 10"^ 

cc. per square centimeter. 

From Fig. 107 and Article 151 it is apparent that the angle A in the 
case here considered is 180°. And as cos 180° = -I, the capillary flow 
from the water table to the soil surface under the assumptions above 
stated is as follows: 

g == 3 X 10"'^ X 980 (600/100 ~ 1) cc. per sq. cm. per sec. 

= 1.47 X 10"® cm. per sec. 

= 1.27 cm. per day 
= 15 inches per month of 30 days. 

Table XXII shows, on the basis of analysis, that we should expect the 
velocity of the capillary flow to be many times greater immediately after 


TABLE XXII 

Showing Successive Changes in the Force Causing Capillary Flow Ver- 
tically Upward in a Soil Column 


Height of 
Capillary Water, 
Cm. 

Capillary Potential 
Gradient, Grams 
per Gram 

Resultant Upward 
Force per Gram 
of Water, 
Grams 

Relative Velocity 
Based on Darcy’s 
Law and Unit 
Velocity at 
100-cm. Elevation 

1 

600 

599 

119.8 

5 

120 

119 

23.8 

10 

60 

59 

11.8 

20 

30 

29 

5.8 

30 

20 

19 

3.8 

50 

12 

11 

' 2.2. 

100 

6 

1 5 

1.0 
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the soil and water are brought together than after a considerable time 
has elapsed. Possible variation in frictional forces are not taken into 
account in the computations of Table XXII. An analysis of typical 
results of experimental data justifies the belief that the specific con- 
ductivity of the soil is substantially constant for a short time period at 
least. 

153. Limitations of Equations. — The engineer must use judgment 
and discretion in the application of the equations of this chapter to the 
solution of practical irrigation and drainage problems. Because of the 
many variations from point to point in natural soils, and because of the 
meager data available on the value of k, it is impossible to attain a high 
degree of precision in computing the discharge of water through soils. 
Moreover, the specific water conductivity, h, in a particular saturated 
soil, varies with time, provided the soil is subjected to different physical 
and chemical treatment. That the flow of water in soils is proportional 
to the gradient of the potential is well established for low’' potential 
gradients. Although further research may indicate limitations to this 
important law, it now appears that the most urgent experimental need 
is to evaluate in many soils and under various conditions the specific 
conductivity, h. This need is especially urgent in connection with fine- 
textured soils which, as a rule, have a low specific water conductivity. 
During the last half-century, engineers have greatly advanced the pre- 
cision with which the capacities of river channels, canals, pipes, flumes, 
and other conduits can be estimated by experimentally evaluating the 
coefficient of roughness, ?^, of equation (11). Progress may likewise be 
made in the study of the movement of water in soils by centering experi- 
mental effort on the evaluation of the specific water conductivity, and 
on a study of its relation to important soil properties, including the 
moisture content of soils. Extended study of the factor, k, will increase 
the usefulness and decrease the limitations of the equations presented 
in this chapter. 
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CHAPTER XI 
IRRIGATION AND ALKALI 


Sterility and barrenness of arid region soils is a result of two major 
factors — drought and alkali. Although alkali lands are characteristic 
of arid regions, they are neither of general occurrence nor of uniform 
distribution. Sterility caused by drought alone has been changed to 
fertility by the irrigation of many arid-region areas. Reclamation of 
alkali areas and prevention of alkali injury on fertile areas now irrigated 
are problems of paramount importance. 

In the western part of the United States, the San Joaquin, Sacramento, 
and Imperial Valleys of California; the Great Basin, including a large 
part of Utah and Nevada; the Colorado River watershed, comprising 
parts of Wyoming, Utah, Colorado, Arizona, and California; the Rio 
Grande River area including parts of New Mexico and Texas; also parts 
of the Columbia River Basin and of the great Plains area east of the 
Rocky Mountains, all contain significant areas of land now non-pro- 
ductive because of alkali. 

Moreover, certain areas in Canada, Mexico, Asia, India, and Aus- 
tralia likewise are sterile because of alkali. 

As applied to the soil, the term alkali refers to any soluble salts that 
make the soil solution sufficiently concentrated to injure plants, whether 
or not the salt has a basic chemical reaction. 

154. Climate and Alkali. — Arid-region soils contain relatively large 
quantities of soluble salts. A heavy annual rainfall, such as occurs on 
the soils of humid regions, causes water to percolate through the soils 
and carry to the streams, rivers, and oceans, large amounts of soluble 
mineral substances. On the other hand, the scanty rains of arid regions 
do not penetrate the virgin arid soils deeply enough to cause appreciable 
percolation. The greatest depth of penetration of the water from natural 
precipitation, either the melted winter snow or the wet-season rains, is 
found to vary from 1 to 4 feet, depending on the amount and time of the 
precipitation and the nature of the soil. The lack of percolation through 
arid-region soils, together with the excessive evaporation of water in arid 
regions, gives rise to the accumulation of large quantities of soluble salts 
that are injurious to plant life. 

156. Sources of Alkali. — All mineral soils are derived largely from 
the weathering of rocks. Stewart, Peterson, and Greaves have shown 
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that there is an intimate relation between present-day alkali accumula- 
tions and the alkali content of the rocks from which certain soils were 
formed. From extensive studies of the geological formations in Utah, 
Colorado, Arizona, Wyoming, Idaho, and Nevada, these investigators 
found that wherever alkali is present in very large amounts it apparently 
originated from materials deposited from concentrated salt waters of 
some ancient arid-climate sea. The Mancos shale is a typical rock in 
which large amounts of alkali salts occur. Soils formed directly from 
these alkali-bearing rocks usually contain excessive amounts of alkali. 

Arid-climate soils free from excess quantities of alkali are sometimes 
rendered non-productive by the use of irrigation water containing ex- 
cessive quantities of alkali salts. Water that comes from the melted 
snow and rains on mountain areas of alkali-bearing rocks sometimes con- 
tains appreciable amounts of alkali salts. Irrigation water as a source 
of alkali is further considered in Article 167. 

156. Kinds of Alkali. — The chlorides, sulphates, carbonates, and 
nitrates of sodium, potassium, and magnesium, and the chlorides and 
nitrates of calcium, are commonly included as alkalis in the soil. The 
sulphates and carbonates of calcium are not sufficiently soluble to be 
harmful to plants. Most of these alkalis are in reality neutral salts. 
It is noteworthy that certain important plant food substances, notably 
sodium and potassium nitrates, really become harmful alkalis when they 
occur in the soil in excessive quantities. The sodium salts, being the 
most soluble, as a rule give rise to the more common alkali injury. 
Sodium carbonate (NagCOs), sodium chloride (NaCl), and sodium sul- 
phate (Na2S04) are of special concern to irrigation agriculture. Of 
these the Na 2 C 03 , although a white salt, is commonly designated as 

black alkali because it decomposes the organic matter in the soil 
and this gives rise to a dark-colored crust on the soil surface. The 
Na 2 C 03 and the NaCl are especially harmful to plants. 

157. Movement of Salts in Soils. — If it were possible to maintain 
a moisture distribution in irrigated soils such that moisture movement 
would be continuously downward, there would be relatively little trouble 
from alkali on irrigated farms. A continuous downward movement of 
water would gradually decrease the quantities of soluble salts in the 
upper few feet of soil in which plants obtain most of their moisture and 
food. However, in the absence of adequate under-drainage, percolating 
waters from either adjacent or distant lands soon fill the lower soil spaces 
and cause the water table to rise. During periods between irrigations 
a high water table favors the upward capillary flow of water to the land 
surface where it evaporates. The soluble salts carried by the upward- 
moving water cannot evaporate, • and hence they are deposited on or 
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near the soil surface. Salts so deposited may come from soil horizons 
well below the surface that contain high percentages of alkali. Fur- 
thermore, the mere concentration on the surface of the salts that nor- 
mally occur distributed through the upper few feet of soil may cause 
serious alkali injury. 

In his book on “ Soil Alkali/’ published by John Wiley & Sons, Inc., 
Harris says: 

The extent to which salts move with water passing through a soil 
has been studied by a number of investigators. In laboratory experi- 
ments, with alkali soils kept so continually moist that there was constant 
water movement, the author has shown that alkali, principally sodium 
chloride, is very readily transported from one portion of the soil to 
another, either upward or horizontally. The salts became very con- 
centrated in the upper inch or two of soil where the water was allowed to 
evaporate. The first water percolating through alkali soil contained 
several times as much salts as was found later. Tulaykov found salts 
moved gradually and more or less completely to the surface of a column 
of soil 150 cm. in height supplied with water at the bottom. Hilgard 
as well as Puchner and others have noted a migration of salts upward 
and downward as the moisture changed places. 

“ The latter experimenter, using quartz sand, loam, and rich humus 
soils, found the movement to depend somewhat on the chemical and 
physical properties of the soils. Powdery soils allowed the salts to move 
more readily than crumbly soils. Kossovich reports a greater movement 
on a loess clayey soil than on a sandy soil and sodium chloride hastened 
the rise of water while sodium carbonate impeded it. It is probable 
that the differences both in nature of the salts and their concentration so 
often noticed in fields containing alkali are, in part at least, due to 
changes in the nature of the soils which in turn modify the rate of 
capillary action. In studies of the movement of moisture, Briggs and 
Lapham conclude that ‘ concentrated or saturated solutions of all salts 
materially diminish capillary action,’ but that in dilute solutions the 
neutral salts had very little influence on capillary action. They found 
sodium carbonate to have a greater influence on capillarity than the 
neutral salts. 

“ The extent of the fluctuation of salts upward and downward under 
irrigation in the field has not been determined with any degree of accu- 
racy. Hilgard considered the movement to be mostly in the top 4 feet. 
Considering the ease with which the salts move with the water and from 
observations of the movement of soluble salts with irrigation water when 
no alkali was present, it is very probable that the salts are frequently 
moved to great depths where not prevented by impervious soils or by a 
water-table. Investigations show that water is seldom drawn to the 
surface by capillary action from a depth greater than 2 or 3 feet, so that 
the greater part of the alkali which penetrates beyond this depth never 
again reappears at the surface unless the water-table rises to within a 
few feet of the surface. Water movement below the top 2 or 3 feet is 
probably caused by moisture removed by the plants or by the action of 
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gravity so that it is improbable that there is such movement of salts 
other than local diffusion and movement with the gravitational, or free, 
water/^ 

158. Influence of the Water Table. — The nearer the water table is 
to the soil surface, the greater is the driving force tending to cause water 
to flow upward from the ground water to the surface. The influence of 
a rising water table on the upward capillary flow is analogous to the 
influence of making a canal grade steeper and steeper — both cause an 
increase in the velocity of the flowing water. A review of Chapter X 
will enable the student to see more clearly how the position of the water 
table influences the capillary potential gradient and hence the upward 
flow of moisture. Moreover, a high water table also decreases the re- 
sistance to capillary flow, owing to the fact that it maintains a relatively 
high average percentage of moisture in the soil above the water surface. 
As pointed out by Harris, based on the work of Headden and of Mackie, 
the soluble salts dissolved by downward-percolating waters are held 
near the surface of the body of ground water where they may readily 
be drawn by capillary upward flow back to the soil surface and there 
deposited as evaporation occurs. In speaking of the effect of the water 
table, Harris says: 

Headden made a rather detailed study of the effect of seasonal 
movement of water-tables from which he concluded that as the water 
fell much of the salts in the free water was retained by the soil so that 
the free water gradually became weaker as it sank and again increased 
as it rose. He found that the kind and quantity of salts in the soil 
solution differed markedly from those found in the free ground water 
or from the alkali incrustations on top of alkali soil. Certain of the 
soluble salts were absorbed by the soil, while others moved somewhat 
more freely. Calcium sulphate was the most abundant salt in the soil 
solution with magnesium sulphate second, while sodium sulphate formed 
considerable of the efflorescent matter on the surface, and the salts next 
the surface. Sodium chloride did not separate as readily as some of the 
other salts. Very little calcium sulphate left the soil to form part of the 
incrustation.^^ 

Irrigation farmers sometimes urge the advantages of keeping the water 
table within a few feet of the soil surface, because of the high crop yields 
obtained during the early years after it has risen from great depths. 
The favorable moisture supply from a water table a few feet below the 
soil surface does frequently cause high crop yields, but as a rule, in areas 
where alkali salts occur, the temporary favorable condition of the high 
water table is followed by serious decrease in yields, if not by complete 
non-productivity due to alkali concentration. The need for careful 
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and conservative use of water in order to delay as far as possible the time 
of the rise of the water table and also the need for providing artificial 
drainage on areas for which natural drainage is inadequate to keep the 
water well below the soil surface is not likely to be over-emphasized. 

169. Reducing Evaporation. — The first and most important single 
step in reducing evaporation from irrigation soils is to keep the water 
table well below the land surface. 

However, certain additional factors tend to favor excessive evapora- 
tion of which the following are noteworthy: 

(а) The flooding method of irrigation wetting the entire surface. 

(б) Unduly frequent irrigation, thus keeping the surface wet during 

a proportionately long time. 

(c) Direct exposure of the land surface to sunlight by lack of crop- 
ping. 

Irrigating alkali land in furrows or corrugations is to be recommended 
after the soil has been flooded suflSciently to wash the excess soluble salts 
into the ground water and out through either natural or artificial drains. 
After irrigation by the furrow method, it is usually possible, without 
injury to the soil structure, to get onto the field with a harrow or other 
cultivating implement sooner than it is after irrigation by flooding. 
Moreover, furrow irrigation wets only from one-third to one-half the 
surface, whereas flooding wets the entire surface. It is essential to 
cultivate as soon as practicable after irrigation of furrow crops; other- 
wise, as found by Forbes in Arizona, the water that moves by capillary 
attraction from the furrows to the rows and there evaporates leaves 
harmful concentrations of alkali near the plants. Sub-irrigation under 
favorable soil formations has the advantage of avoiding direct wetting 
of the soil surface. This advantage, however, is usually made of nega- 
tive value because sub-irrigation tends to build up and maintain a high 
water table, thus favoring excessive evaporation. As a rule, on all 
irrigated soils, it is good practice to apply enough water in a single 
irrigation fully to moisten the soil to the depth from which plant roots 
have taken the moisture previously in the soil. This depth ranges from 
2 to 6 feet approximately, depending on the crop, and the texture and 
structure of the soil. In the management of alkali soils it is especially 
important fully to moisten the soil at each irrigation to the full depth that 
it needs additional moisture, in order to reduce the frequency of irriga- 
tion and thus reduce the amount of evaporation. 

Providing an effective mulch by adding copious quantities of barn- 
yard manure, straw, or other vegetative material does much to reduce 
evaporation. Manure is especially valuable in alkali land because of 
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benefits in addition to reducing evaporation. Retarding evaporation 
from nlbRli soils is urgently necessary. On soils slightly alkaline, it is 
well to maintain, in so far as practicable, a growing crop as a means o 
absorbing the water from the soil and of shading the soil, thus reducing 

^^160 Toxic Limits of Salts in the Soil. — The amounts of alkali that 
plants can endure vary widely. The kind of soil, the nature and age of 
the crop, the organic matter in the soil, the soil moisture content, the 
relative amounts of different salts — aU these factors influence the tox- 
icity of albali crops. A detailed discussion of the question of toxic limits 
cannot be presented here. For the convenience of the student a few 
approximate figures on toxic hmits are given. Quantities of soil alkali 
are usually reported as ratios of weight of alkali to the weight of dry 
soil. Some authors use the percentage ratio, but more commonly, 
because of the smaU fractional figures when using the percentage ratio, 
n1kfi.li contents are reported as parts per million. 

1 part per 100, is equivalent to 10 parts per 1000 and 10,000 parts per 
1 000 000 (PPM) It is rarely found that crops can thrive in the 
presence of 1 per cent, or 10,000 P.P.M., total alkali salts, especiaUy if 
the more harmful sodium chlorides and carbonates predominate. 
Studying three sodium salts separately in sand, Harris found 1000 
P.P.M. of NaCl or Na^COs the approximate toxic limit to wheat seed- 
ings in sand, whereas in the same soil the wheat seedings could 
5000 P.P.M. Na2S04. These toxic limits were greatly increased with 
increase in moisture content, reaching 5700 P.P.M. NaCl with 18 per cent 
moisture, 3300 P.P.M. Na^COs with 21 per cent moisture, and 16,000 
PPM. Na2S04 with 24 per cent of moisture. 

Many experiments on toxic limits are summarized by Harris. These 
experiments include the growth of a large number of crops in water 

cultures, in sand, and in a loam soil. i . n t 

161. Methods of Temporary Control. — Temporary control of alkali 
on irrigated land is sometimes practiced by one or more of the following 
methods: 

(a) Plowing alkali surface crusts deeply into the soil. 

(b) Removing surface accumulation from the soil. 

(c) Neutralizing the effects of certain salts by use of other salts or 

acids. 

For detailed consideration of these methods the student is referred to 
“ Soil Alkali ” by Harris and to more recent literature on the topic. 

162. Drainage for Permanent Relief. — Permanent reclamation of 
alkali land requires four essential steps, namely: 
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(a) Adequate lowering of water table. 

(b) Washing excess salts out of the soil. 

(c) Assuring sufficiently rapid drainage after heavy storms and 

after the application of irrigation water. 

(d) Careful management of reclaimed land. 

163. Adequate Lowering of Water Table. — All water-logged lands, 
whether or not impregnated with alkali, are improved for ordinary 
crops by lowering of the water table. This does not mean that the water 
table need be lowered only for a short time during the crop season — 
rather it means a permanent lowering by means under the farmer^s 
control so that a rise of water above a given elevation in the soil for any 
length of time may be wholly prevented. The first step in lowering the 
water table is to learn the source of the water that caused it to rise. In 
isolated cases on small tracts it is sometimes possible for one farmer 
alone, or at most a small group of farmers, to find the water source and 
cut it off by construction of one or more intercept ditches. Usually, in 
irrigated regions, small water-logged areas are caused by water flowing 
to them from higher irrigated lands, above or under ground, or from 
canals, ponds, or reservoirs. The farmer whose holdings are located 
within large areas of comparatively level water-logged land cannot, as 
a rule, lower the water table economically by his own efforts. For such 
areas community action is essential to finance the necessary drainage 
structures and equitably to distribute the costs. 

A few large open drains may suffice; open drain outlets with a network 
of covered tile drain lines may be required ; whereas, in some localities, 
lowering of the water table may be accomplished effectively and eco- 
nomically by pumping water from the underground sources. During 
the last decade, extraordinary progress has been made in drainage of 
irrigated lands by pumping. The most notable advancement has been 
made by the Salt River Valley Water Users Association of Arizona, 
which in recent years has pumped more than 200,000 acre-feet of water 
annually as a means primarily of maintaining the water table low enough 
to prevent crop injury. The water so pumped has become a valuable 
asset for irrigation purposes. 

164. Washing out Excess Salts. — Flooding water over the surface 
of alkali land is not an effective means of reducing the salt content of the 
soil. It is usually essential that large amounts of water be applied to 
alkali lands and made to percolate through the soil in order to leach 
away the excess salts. Coarse-textured soils of open structure as a rule 
have sufficiently high permeability to make leaching of excess salts a 
comparatively simple task after the water table has been sufficiently 
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lowered. Unfortunately, however, fine-textured compact soils of low 
permeability predominate in the low-lying water-logged areas. Co - 
Lquently, permeabihty to water is a factor of paramount importance 
in the leaching of excess soluble salts from most water-logged soils. 
Permeability to water is influenced not only by the texture and compac - 
ness of the soil, but also by flocculation or dispersion of the soil paxticles. 
Recent studies have shown that the dispersion and consequently the 
permeability are greatly influenced by the use of certain clieimca 
compounds. A very low permeability sometimes follows the leaching 
of alkali salts, and this decreases the productivity of the soil because o 
the difficulty of getting air and water to penetrate it. 

165. Drainage After Storms or Irrigation. — Adequate soil permea- 
bility is essential not only to the washing out of excess salts, but also to 
getting rid of excess water immediately after heavy storms or irrigations. 
As shown in Article 148, the permeability of soils to water varies widdy 
— much more than is recognized by the average irrigator. Table AXl 
gives the permeability and the specific conductivity of several soils. 

166 Management of Alkali Land. — Sometimes irrigation farmers 
who own alkali land on which the water table has been adequately low- 
ered and from which the excess alkali salts have been leached, errone- 
ously conclude that the task of reclamation has been completed. Com- 
plete reclamation is attained only when the lands are made to produce 
large crop yields annually. Usually the restoration of full productive 
capacity, or its establishment in case virgin alkali lands are under con- 
sideration, requires the utmost care in management after the drainage 
and leaching. Liberal applications of barnyard manure, plowing under 
of cover crops, avoiding of plowing or of other farm operations when 
the soil is too wet, extraordinary care in irrigation to avoid over- 
charging of drains or pumps and consequent rising of the water table, 
but still applying enough water to assure adequate penetration into 
heavy soils, keeping drains open and in good repair, prevention of ex- 
cessive evaporation — these and other less important precautions are 
urgently essential to the management of alkah land in order to assure 
permanent relief from water-logging and excess alkali salts. 

167. Alkali Water for Irrigation. — It is important to the student of 
irrigation that ultimately aU the available water in the arid regions of 
the world will be used by man. Use of water for domestic purposes is 
of first importance, and next in importance is the use for irrigation. 
Proper quality of water is essential to satisfactory use for either of the 
above purposes. Already nearly 200 million acres of the world s land 
are being irrigated. Naturally the intensity of demand for water is now 
greater in some irrigated sections than in others, but in only a very few 
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of the arid regions of the world' is the total water supply, when fully 
stored and controlled, large enough fully to irrigate all the arable land. 
In some sections, notably the Sevier Paver area in Utah, and parts of 
California, all the available water is now used. The so-called saturation 
point of irrigation expansion has now been reached. 

As the saturation point in irrigation expansion is approached, the urge 
to use alkali water is naturally increased. However, excessive amounts 
of alkali in the irrigation water result only in fatality to crops and finan- 
cial losses to water users. On the other hand, certain small amounts 
of alkali in water are not only harmless, but actually stimulate crop 
growth under some conditions. It is therefore obvious that a study 
of the safe limits of alkali in irrigation water, and of the conditions 
under which alkali water may best be used for irrigation, is essential 
to complete and intelligent utilization of arid-region agricultural re- 
sources. 

168. Banger Limits of Alkali in Water. — It is impossible to say with 
precision what amount of alkali in irrigation water constitutes the danger 
limit. Some soil on which alkali water is used contains relatively large 
amounts of alkali before irrigation is begun — others are comparatively 
free at the outset. If all the alkali in the irrigation water were held in 
the upper few feet of irrigated soil it would be a simple matter to compute 
the amount of alkali added to the soil with each acre-foot of irrigation 
water and consequently the number of acre-feet that would bring the 
soil alkali content up to the toxic limits given in Article 160. However, 
under proper drainage conditions, the amounts of alkali absorbed by the 
soil are small in proportion to the total amounts applied in the water, 
especially if enough water is used to assure percolation through the soil 
and into the drainage water. Other variable factors, such as the kinds 
of crops grown, the amount and distribution of the rainfall, also influence 
the danger limit of alkali in irrigation water. The following observations 
of upper stage limits of alkali in water as summarized by Harris in his 
book Soil Alkali should therefore be interpreted as applicable to the 
conditions under which the observations were made rather than as gen- 
eral guides that apply with precision to all conditions. 

'^Hilgard states that although 685 parts per million (40 grains per 
gallon) of the common alkali salts should be the limit under most con- 
ditions, the nature of the salts will modify the limits considerably. As 
little as 342 parts per million of sodium carbonate has in some instances 
caused serious injury in three or four years, while as much as 2739 parts 
per million of the less toxic salts would not be harmful. From his work 
in Cahforma, Mackie states that where the salts are principally bicar- 
bonate and chloride of sodium, irrigation water containing more than 
600 to 700 parts per million of salt should not be applied except to 
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porous^ well-drained soils. Guthrie considers 500 parts per million of 
sodium carbonate as a tolerable quantity of this salt even when as much 
as 150 parts per million of sodium chloride are also present. 

Where the salts are more of the sodium-sulphate type, larger quan- 
tities are permissible. Forbes states that with good drainage 1000 parts 
per million of salts in irrigation water is an objectionable but permissible 
degree of salinity for the soils of the Salt River, Arizona. In the Pecos 
Valley 2500 parts per million to 3000 parts per million of salts were 
considered the danger zone where about 50 per cent of the salts in the 
water were of sodium — mostly sodium chloride and sodium sulphate. 
Good drainage in the upper part of the valley makes possible the use of 
water of higher salinity than is possible in lower parts of valleys where 
the soil is heavier and likely to contain more alkali. Land, after being 
irrigated five years with water containing 3900 parts per million of 
salts, was abandoned because of the accumulation of alkali and seepage 
water. 

Experiments in Wyoming show that where only small quantities 
of water are added, practically all of the salts in the water are retained 
by the soil. Large quantities of water applied weekly or semi-weekly 
kept the salts moving downward continually. Means states that the 
Arabs in the Desert of Sahara raise good crops of dates, deciduous fruits, 
and garden vegetables when irrigated with water containing as high as 
8000 parts per million of total salts, 50 per cent of which in some cases 
was sodium chloride. Such alkalinity, however, would not be per- 
missible except with very resistant crops on light, sandy, or well-drained 
soils and where great care is given to keep the water from evaporating 
and concentrating the salts at the surface. 

“ Without special attention to drainage, a California soil irrigated with 
water containing 766 parts per million sodium chloride, 327 parts per 
million sodium carbonate, and 315 parts per million sulphates was prov- 
ing injurious to an orchard after three years. Impervious clay soils 
might be injured with water too weak in alkali to have any noticeable 
effect on well-drained ones, because of the cumulative effect. 

Even in a soil with good drainage in Arizona, it was found that when 
water containing over 1000 parts per million of salts, two-thirds of which 
was sodium chloride, was applied, 50 to 60 per cent of the salts added in 
the water were retained by the soil or at least never appeared in the 
seepage water of the district. Soils flooded by sea water for 6 to 8 
hours were found to contain 2000 parts per million of sodium chloride 
in the surface soil where unflooded land contained only 100 parts per 
million. However, in a drainage experiment on the Swan Tract, Utah, 
an alkali soil containing less than 3000 parts per million of salts in the 
upper 4 feet of soil, when flooded with water containing about 1500 
parts per million of salts yielded drainage water containing over 11,000 
parts per million of salts. The applications of water were large, some- 
times as much as 16 inches being applied at one time, which makes a 
great difference in the retention of the salts by the soil. Hawaiian ex- 
periments with water containing 2000 parts per million of salts show that 
on a moderately porous soil there was very little accumulation of salt 
provided occasional heavy irrigation was given. Washing the salts out 
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of the soli occasionally with the relatively pure winter and spring waters 
has proved very beneficial to some alkali districts. 

In semi-arid sections, the salt content of irrigation, water may be 
much higher than in the arid without causing trouble because the amount 
of water necessary to supplement the rainfall is smaller and the larger 
precipitation washes the s.alts out of the soil much more readily/^ 

169. Origin of Alkali in Water. — .Alkali in irrigatio,n water that is 
obtained from gravity canals originates in one or more of three sources, 
namely: 

(a) In the natural drainage water yielded by watersheds that con- 
tain large amounts of alkali in the soils and rocks; or 
(&) In the conveyance of rivers or canals through soil or rock 
formations that are highly impregnated with alkali; or 
(c) In the diversion of canals from the lower reaches of streams 
and rivers that receive large quantities of seepage and return 
flow from irrigated lands. 

The amounts of alkali in natural drainage water near the stream sources 
are usually so small as to be of little concern. However, the Malad 
River in southern Idaho and northern Utah, a small stream, contains 
so large an amount of soluble salts that the use of its waters for irrigation 
early proved seriously harmful to trees and general farm crops. In the 
Uintah Basin, Utah, irrigation water that was almost entirely free from 

TABLE XXIII 

Incbease in the Salt Content of the Watee in Typical Western Rivers Due 
TO Seepage and Return Flow of Water prom Irrigated Lands, as 
Summarized by Harris 


River 

State 

Salt Content 
P.P.M. 

Increase 

P.P.M. 

Distance 
in miles 

Increase 
per Mile 
P.P.M, 

Upper 

Lower 


Colorado 

110 

1178 

1068 

20 

53.4 

Jordan 

Utah 

890 

1970 

1080 

! 14 

i 77.0 

Sevier 

! Utah 

205 

831 

626 

60 

10.4 

Sevier 

Utah 

1 206 

1316 

nil 


7.4 

Pecos 

New Mexico 

760 

20^ 

1260 


42.0 

Pecos 

New Mexico 

760 

5000 

4240 


24.1 

Arkansas 

Colorado 

trace 

2200 

i 

2200 


18.3 
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alkali at the diversion works absorbed excessive amounts of alkali as 
it was conveyed through canals constructed in beds of Mancos shale. 

By far the greater and more dangerous source of alkali in irrigation 
water is from seepage and return flow. This fact is illustrated by a 
study of the alkali content of water at different points along rivers that 
traverse irrigated lands and receive return waters. Table XXIII re- 
porting some determinations of total alkali salts in five western rivers at 
points separated from 14 up to 180 miles shows appreciable increases in 
alkali from the higher to the lower points. It will be noted that the 
maximum increase per mile, 77.0 P.P.M., occurred in the Jordan River, 
Utah, and the minimum in the Sevier River, also in Utah. It is apparent 
from these records that owners of irrigation projects that divert water 
from the lower reaches of streams that receive seepage and return flow 
from alkali lands should know the alkali content of the water used and if 
necessary take special precautions to avoid injury to crops and soils 
from this source of alkali. 

The salt content of irrigation water in the several streams of the West 
varies appreciably from one part of the irrigation season to another, as 
is shown by the data of Table XXIV. 


TABLE XXIV 


Seasonal Variation op Total Salt Content of Typical Western Rivers, 
Amounts op Salts Expressed as Parts per Million op Water (P.P.M.) 


Salt River, Arizona 

P.P.M. 

Gila River, Arizona 

P.P.M. 

Sevier River, Utah 

P.P.M. 


724 

Nov. 28, ’99-Jaa, 18, 1900 . . 

1168 

July 29 

958 


1100 

Feb. 1-Mar. 7, 1900 

1136 


1104 


1142 


541 


1268 

Oct. 10-17, ’99 

952 

Aug. 15-Aug. 28, 1900 

925 

Sept. 18 

1190 

Oct 18-Dec. 30, ’99 

1026 

Sept. 1-Sept. 28, 1900 

471 

Sept. 21 

1426 

Peb. 17-May 30, 1900 

1069 

Sept. 29-Nov. 5, 1900 

1 1085 

Oct. 5 

1406 

1900 

1391 



Oct. 19 

1436 





Nov, 9 

1376 
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CHAPTER XII 

TRANSPIRATION AND EVAPORATION 

Water is essential to all life processes, both in animals and in plants. 
In the production of farm crops, efficzent use of water by the crops is 
everywhere important. The humid-climate famer depends on the 
water stored in his soil and on the crop season rainfaU as sources of water 
for his crops. Not infrequently his production is limited because of 
insufficient water during critical periods. Of even greater importance 
is the efficient use of water in arid regions, where, under dry farming, 
water is available in relatively smaU amounts at best, and under irriga- 
tion its efficient use is vital to the fullest utilization of the available 

^^TOs chapter is devoted primarily to a consideration of the efficient 
use of water by individual plants. In agriculture under irrigation the 
plant is but one of several consumers of water. Others are: the crop 
as a whole, including the use by the sun and the wind; the imgator; 
and the irrigation company that conveys water. The efficiency with 
which the various consumers use water ultimately determines the com- 
bined efficiency in its use and influences greatly the economy of arid- 
region agriculture. The terms efficiency and economy have specffic 
meanings; they are not synonymous. The definitions in the followmg 

sections clarify the points of difference. 

170. Transpiration Defined. — During the growing period of a crop 
there is a continuous movement of water from the soil into the roots, 
up the stems, and out of the leaves of the plants. This important proc- 
ess is known as plant transpiration. The stream of water thus moving 
acts as a carrier of essential plant food substances from the soil to the 
various parts of the plant. The velocity of the water flowing through 
the plant varies ordinarily from 1 to 6 feet per hour; but, under con- 
ditions of unusually high temperature, dry atmosphere, and wind, the 
velocity of the stream may be greatly increased. The process of tran- 
spiration is vitally essential to plant fife. A very smaU proportion of 
the water absorbed by the roots is retained in the plant, but to the im- 
gation farmer the velocity of water flow through the plant and the 
amount of water that annually evaporates from the leaf surfaces are of 
snecial importance. If the quantity of water that flows through the 
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plant and is evaporated at the leaves is greater than the quantity ab- 
sorbed by the roots, wilting occurs and the normal g.rowth of the plant 
is impeded. On the other hand, if the conditions are such as to 
favor or stimulate excessive transpiration without also conveying sub- 
stantial amounts of plant food substances into the plant and also 
favoring rapid manufacture of food in the plant leaves, the available 
water is not used efficiently. That plant growth is not necessarily 
proportional to transpiration is of fundamental importance to arid- 
region agriculture. 

171. Transpiration Ratio. — The ratio of the weight of water that is 
absorbed by, conveyed through, and transpired from the plant, to the 
weight of dry matter produced by the plant is defined as the transpira- 
tion ratio. The water which evaporates from the soil in which the plant 
grows is not included in the transpiration ratio. Dry matter is that part 
of the plant which remains when all the water has been driven from the 
plant by heat. In determining the weight of dry matter it is customary 
to use only those parts of the plants which are harvested. For example, 
the roots and the vines of potatoes, the leaves of sugar beets, the roots of 
grain plants such as wheat, oats, barley, rye, and the roots of forage 
crops are excluded. There are, of course, exceptions to this general rule. 
In some investigations the entire plant — roots, stems, leaves, seed and 
all — is used. Unless otherwise stated, it will be understood in this 
chapter that only the plant parts ordinarily harvested are included. 
Unfortunately, some reports of transpiration ratio studies are not 
specific as to the parts of plant used in arriving at the weight of dry 
matter. In the study of transpiration ratio of grains, for example, it 
is desirable to report the ratio for grain alone since the straw has rela- 
tively small value. To make transpiration ratio comparisons reliable 
it is clearly essential that the basis of computations be fully given. 
Transpiration ratios as a rule are determined by growing plants in large 
tanks or cylinders filled with soil. In some experiments the tanks are 
weighed at frequent intervals to determine the amount of water tran- 
spired; in others an artificial water table is kept at a given elevation and 
the water transpired is measured indirectly by measuring the amount 
necessary to maintain the water table at a constant elevation. Some 
experimenters have devised special means of preventing evaporation 
losses; others have estimated evaporation losses from the tanks in 
various ways and deducted the estimated evaporation losses from total 
losses to arrive at the amounts transpired. All experimenters using 
tanks have prevented deep percolation losses. The transpiration ratio 
ranges from less than 200 to more than 1000 pounds of water for 
each pound of dry matter produced. Some results of transpiration 
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ratio measurements by different investigators are presented in Table 
XXV. 


TABLE XXV 

Typical Results of Transpiration Ratio Measurements 


Investigators and Locations 


Crops 

Briggs and 
Shantz, 
Colorado 

Leather, 

India 

Thom and 
Holtz, 
Washington 

Widtsoe, 

Utah 

Forage: 





Alfalfa 

1068 


446 


Clover 

709 


484 


Rape 

441 

.... 


.... 

Grains: 





Barley. 

539 

468 

320 


Corn 

369 

337 

249 

386 

Oats 

614 

469 

352 


Rye 

824 




Wheat 

507 

554 

432 

546 

Root Crops: 





Potatoes 

448 


167 


Sugar beets 

377 


262 

497 

Onions 



235 


Miscellaneous: 





Peas 

800 

563 

420 

843 

Sorghum 



240 



172. Variability and Usefulness. — The transpiration ratio is influ- 
enced by many variables, such as the soil, the climate, and the amount 
of water in the soil; and it is therefore naturally a variable quantity. 
There is no such thing as a definite constant transpiration ratio for any 
plant. Nevertheless, the transpiration ratio is a valuable measure of 
the relative efficiencies with which plants use water under different 
treatments. Because of the changed soil conditions, the small volume 
of soil in tanks, the more definitely controlled moisture conditions, and 
the variability in exposure of the plant itself to the air, sunshine, and 
heat, it is doubtful if transpiration ratios determined in tanks can be 
relied on as precise measures of the transpiration ratio of the same plants 
under field conditions. Yet the transpiration ratio, as measured in 
tanks, is a valuable basis iov approximations of the water requirements of 
field crops in so far as these requirements are influenced by plant activi^ 
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ties. However, of even greater value are the general rules or laws coii» 
cerning the relative efficiency of the use of water by plants, now appar- 
ently well established by the transpiration ratio experiments thus far 
conducted. These several laws are stated in the following articles to- 
gether with the bearing of some of the more extensive transpiration 
studies on each law. First, however, to show more clearly how the 
results of transpiration ratio studies give relative plant efficiencies in 
the use of water, .the expression transpiration efficiency ’’ is defined 
and its relation to the transpiration ratio considered. 

173. Transpiration Efficiency. — In the use of electrical power to drive 
motors, or the use of motors to drive pumps or other mechanical devices, 
as noted in Chapter IV, it is both possible and practical to define effi- 
ciency with reference to a definite standard of attainment. For example, 
if an electrical motor that is consuming 10 electrical horse power is deliv- 
ering to its shaft 9 mechanical horse power, the motor delivers nine- 
tenths of the power it consumes and therefore has an efficiency of 90 
per cent. The above example is typical of mechanical or physical effi- 
ciency, which is defined as the ratio of power output to power input. 
In the growth of plants it is clear that a different reference base is neces- 
sary with which to define transpiration efficiency. The input to the 
plant includes energy from the sun, oxygen and carbon from the air, 
mineral plant food and water from the soil. The special interest of 
arid-region agriculturists is to attain those conditions of sunshine, air, 
and soil that will give the maximum production of plant dry matter 
per unit quantity of water transpired. The transpiration efficiency, 
which is a biological rather than a physical concept, is here defined as 
the ratio of the plant dry matter produced (the output) to the water 
transpired (the input). The transpiration efficiency in per cent is 
therefore expressed mathematically as 

imydfT . (51) 

in which 

Et = transpiration efficiency in per cent. 

yd = the weight of dry matter plant yield. 

T = the weight of water transpired. 

The transpiration ratio is an inverse measure of transpiration effi- 
ciency. When the transpiration ratio is 100 the transpiration efficiency 
is 1 per cent; and when it is 1000 the transpiration efficiency is ^ per 
cent. The transpiration efficiency as a general rule lies between the 
limits of J and ^ per cent. It may be lower — it is seldom if ever 
higher in arid regions. The numerical relation between transpiration 
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TABLE XXVI 


Relation of Transpiration Ratios, Transpiration Efficibncies, Plant Dry 
Matter Produced per Unit Volume of Water, and Unit Volumes of 
Water Transpired per Ton of Plant Dry Matter 


Transpiration 

Ratio 

Transpiration 

Efficiency 

Per Cent 

Plant Dry Matter 
Produced per Unit 
Volume of Water 
Transpired 
Tons per Acre-inch 

Water Transpired 
in Production of 
Plant Dry Matter 
Acre-inches per Ton 

100 

1.00 

1.135 

0.88 

200 

0.50 

0.568 

1.76 

300 

0.33 

0.380 

2.63 

400 

0.25 

0.284 

3.52 

500 

0.20 

0.227 

4.41 

600 

0.17 

0.189 

5.29 

700 

0.14 

0.162 

6.18 

800 

0.12 

0.142 

7.05 

900 

0.11 

0.126 

7.94 

1000 

0.10 

0.113 

8.85 

1100 

0.090 

0.103 

9.70 

1200 

0.083 

0.094 

10.62 

1300 

0.077 

0.087 

11.50 

1400 

0.071 

0.081 

12.35 

1500 

0.067 

0.076 

13.15 

1600 

0.062 

0.071 

14.10 

1700 

0.059 

0.067 

14.90 

1800 

0.055 

0.063 

15.86 

1900 

0.052 

0.060 

16.70 

2000 

0.050 

0.057 

17.55 


ratios and efficiencies over a wide range of variation is given in columns 
1 and 2 of Table XXVI. The number of tons of dry matter produced 
per acre-inch of water transpired, corresponding to different transpira- 
tion efficiencies, is given in column 3, and the acre-inches of water 
transpired per ton of dry matter are given in column 4."^ 

* At this point it may be difficult for the student to see clearly the purpose in pro- 
posing the new concept of the transpiration efficiency. The discussions in Chapter 
XIV of the consumptive use efficiency, and in Chapter XVIII of farm irrigation effi- 
ciency and water conveyance and distribution efficiency, and finally, the consideration 
of the meaning and magnitudes of these several efficiencies combined clarify the 
purpose. 
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174. Factors Influencing Transpiration Efficiency. — Two classes of 
factors are known to influence transpiration efficiency, namely: (1) cli- 
matic factors, including temperature, atmospheric humidity, wind inten- 
sity and frequency, and rainfall; and (2) available plant food and the 
moisture content of the soil, together with the nature and the vigor of 
the plant produced. 

The first class of factors is largely beyond the control of man. Regard- 
less of climatic conditions, plants must be grown where fertile soils and 
water are available, even though, as is now well understood, the tran- 
spiration efficiency is relatively low in arid regions. For details con- 
cerning the influence of climatic and other non-controllable factors on 
the student is referred particularly to the work of Briggs and Shantz, 
and Thom and Holtz. Results of experiments concerning the influence 
of the important controllable factors are given in the following sections. 

175. Available Plant Food. — An abundance of readily available 
plant food increases the transpiration efficiency. Widtsoe found that 
the application of small amounts of commercial fertilizers to moder- 
ately fertile soils increased the transpiration efficiency from 0.157 to 
0.422 per cent. On a poorly productive sand the transpiration efficiency 
was increased from 0.100 to 0.218 by addition of fertilizers, and on a poor 
clay from 0.076 to 0.225. The transpiration efficiency was not changed 
by adding fertilizers to Utah soils of a high productive capacity. Work- 
ing in India, Leather found as an average of many tests that the tran- 
spiration efficiency for unmanured soils was 0.128, and for manured soils 
it was 0.175. Bouyoucus, working in Minnesota, and Thom and Holtz 
in the state of Washington, have confirmed the general result that readily 
available plant food increases transpiration efficiency. In Nebraska, 
Kiesselbach found that an application of sheep manure to an infertile 
soil increased the transpiration efficiency to a much more marked extent 
than when applied to a fertile soil. 

It is important in this connection to note that an increase in trans- 
piration efficiency is not necessarily indicative of a decrease in the quan- 
tity of water needed per acre of crop. Indeed, the reverse condition 
probably follows. Fertile soils support more rapid and luxuriant growth 
of crops than infertile soils and thus actively require more water per 
acre even though the transpiration efficiency is relatively high. 

176. Soil Moisture Content. — In 1913, Briggs and Shantz reviewed 
the results of a large number of transpiration experiments to ascertain 
the influence of the soil moisture content on the transpiration ratio. 
In general, the results showed an increase in transpiration ratio, or a 
decrease in transpiration efficiency, as the soil moisture content ap- 
proached either extreme. However, these investigators pointed out 
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certain indirect factors that might have influenced the experimental 
results and concluded that the direct influence of the soil moisture 
content on the transpiration (ratio) efficiency could not be established 
without further study. 

Kiesselbach found in Nebraska, as a result of work from 1912 to 1914, 
that reduction of soil moisture below the optimum slightly increased the 
transpiration efficiency, and that an increase in soil moisture above the 
optimum decreased the efficiency. However, in both cases the extreme 
soil moisture conditions were accompanied by a substantial decrease in 
stalk yield. 

Thom and Holtz, as reported in 1917, conclude that the percentage 
of capillary ^turation of the soil in which plants are grown is not an 
important factor in the water requirement (transpiration efficiency) of 
plants, provided the percentage of moisture is maintained considerably 
above the wilting point. 

These investigators conclude further that any condition which dis- 
turbs the normal life processes, be it soil, atmospheric, or pathological, 
increases the water requirement to just such a degree as it depresses the 
normal functionings of the plant.’^ 

Widtsoe concluded that within the limits of practical irrigation, the 
transpiration ratio increases (or the transpiration efficiency decreases) 
as the quantity of water added to the soil increases. 

The present status of research concerning the influence of soil moisture 
on transpiration efficiency seems to justify fully the conclusion that irri- 
gation farmers may well guard against long-time duration of either 
extreme in moisture content. By the very nature of irrigation farming, 
irrigation soils must be relatively wet shortly after irrigation and rela- 
tively dry shortly before irrigation. Certain variations in moisture 
content are inevitable, but long-time durations of either extreme in 
moisture content can usually be avoided. 

177. The Nature of the Plant. — There seem to be well-established 
differences in the transpiration efficiencies of different plants. These 
differences, however, as reported by Briggs and Shantz, are sometimes 
unavoidably influenced by differences in (1) method of experiment, 
(2) the amount of plant food available, (3) the period when the crop 
was grown, and other experimental difficulties. Under dry farming 
practice, especially where the annual rainfall is very low, it is desirable 
to select plants very carefully on the basis of transpiration efficiency; 
but under irrigation practice where there are so many additional con- 
ditions influencing the irrigation efficiency, as shown in Chapter XVIII, 
the selection of plants on the basis of transpiration efficiency is relatively 
impracticable. 
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178. Vigor of the Plant. — It is a general rule^ to which there are but 
few exceptions, that profits in the production of farm crops and the 
growth of farm animals are most likely assured by vigorous growth of 
crops and large yields and also vigorous growth of animals and early 
maturity. Widtsoe has well stressed the importance of vigor of the 
plant in irrigation farming in the following language: 

Whenever the seasons, the nature of the soil, the available plant- 
food, the treatment of the soil, the factors above discussed, favor vigor- 
ous plant-growth, they also tend to diminish the quantity of water 
required for the production of one pound of dry matter. That Is, so 
far as these factors are concerned, as the plant becomes more and more 
thrifty the smaller becomes the transpiration ratio.” 

The more vigorous a plant becomes, the more efficiently it can use 
the water available. 

179. Evaporation. — Where irrigation water is applied by the flood- 
ing methods and the entire soil surface is wetted, large amounts of water 
are lost by direct evaporation from the soil during the first few days after 
irrigation. The term direct evaporation signifies the water which is 
evaporated from the soil without passing through the roots, stems, and 
leaves of the plants. Some authorities speak of transpiration as evapora- 
tion from the plant leaves. This interpretation of transpiration has 
some justification; however, not all the evaporation from leaf surfaces 
results from transpiration. After light showers during the growing 
season, the water lost by direct evaporation from the leaf surfaces and 
from the ground surface serves little, if any, useful purpose. Similarly, 
the water lost by direct evaporation from the ground surface after irriga- 
tion serves no useful purpose. It should therefore be reduced as much 
as possible by practical means. 

180. Reducing Evaporation. — Many experiments have been con- 
ducted both in humid regions and in arid regions concerning the effect 
of cultivation on direct evaporation of water from soils. There are now 
rather decided differences in opinion among research workers concerning 
the influences of cultivation on evaporation. 

Several of the outstanding American pioneer irrigation research work- 
ers, notably King of Wisconsin, Fortier of the United States Department 
of Agriculture, and Widtsoe of Utah, found that evaporation could be 
greatly decreased by the formation of an earth mulch through cultiva- 
tion. The early belief that the upward flow of capillary water was very 
great and that a blanket of cultivated dry soil would check it, has been 
widely accepted and commonly taught. 

* Principles of Irrigation Practice, by Widtsoe. The Macmillan Co. 
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In 1917, Call and Sewell pointed out the fact that many of the experi- 
ments that show saving of water through cultivation were conducted on 
field soils having a shallow water table, or with soil colunans in a labora- 
tory where the soil was either saturated at the outset or kept in contact 
with free water. Harris and Turpin, Alway and McDole, Willard and 
Humbert, and McLaughlin have conducted experiments on moisture 
movement under conditions quite independent of free water or of a 
water table, and have found a relatively slight movement vertically up- 
ward. Later Veihmeyer conducted extensive and detailed studies on 
the influence of cultivation .on evaporation losses from soils not in eon- 



Fig. 108. — Loss of water by evaporation directly from the surface of bare soils in 
tanks at Mountain View. (Calif. Agr. Exp. Sta. Hilgardia Vol. 11 No. 6, 1921.) 

tact with free water. Evaporation losses from tanks treated in four 
different ways are presented in Fig. 108, which shows that the losses 
from tanks not cultivated and from those cultivated to a depth of 6 inches 
are practically identical. The 8-inch depth cultivation shows slight 
decreases, and the 10-inch depth cultivation slightly greater decreases. 

Based on these experiments and other similar ones, Veihmeyer con- 
cluded that cultivation did not influence the losses of moisture by evap- 
oration from the bare surfaces of the soils in the tanks and in the field 
plots under observation. 

Shaw studied the influence of the soil mulch in the laboratory and 
concluded that: 

“ The soil mulch can reduce the loss of soil moisture only when the 
water table, perched or permanent, is within capillary rise of the 
surface.” 

The recent studies, mentioned very briefly above, seem to throw con- 
siderable doubt on the advantages of soil mulches ifor-conserving water 
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through reduction of evaporation losses from soils that are not exces- 
sivel3^ wet or in contact with a water table at a shallow depth. 

Broad general conclusions concerning the influence of cultivation on 
direct evaporation losses from soils may be misleading. The large num- 
ber of variable factors involved — notably the differences in distances 
to free water sources, in original moisture content of unsaturated soils^ 
and in texture, structure, and specific water conductivity — make it 
hazardous to generalize. 

So far as the author is aw^are, none of the experiments concerning the 
effect of cultivation and of mulches on the flow of water vertically up- 
ward through the soil have been accompanied by measurements of 
potential gradients or of specific water conductivity of the soils. 

In the case of soils far removed from a water table or similar source of 
water supply, movement from moist deep soils up to dry shallow soils 
gradually decreases the magnitude of the potential gradient, thus de- 
creasing the rate of flow. Furthermore, in all probability the specific 
conductivity also decreases as the soils become drier. It is possible 
that future experimenters on this problem will measure the potentials 
at different points and thus be able to evaluate the specific water con- 
ductivity under different conditions. 

181. Vegetative Mulches. — Where water is very costty, direct evap- 
oration is sometimes reduced to a minimum by covering the land with a 
deep layer of straw, or other inexpensive similar material. This method 
of reducing direct evaporation losses is conveniently used in orchards 
that are irrigated by the basin method. It is limited in application 
both because of the lack of available material with which to form veg- 
etative mulches and the cost of providing mulches of this kind. How- 
ever, vegetative mulches are effective in greatly reducing evaporation. 
They have also the advantages of adding organic matter to the soil. 

182. Evapo-Transpiration Ratio. — If it were possible to produce 
crops under irrigation without sustaining any loss of water from the soil 
surface by direct evaporation, smaller quantities of irrigation water 
would be needed. However, in general irrigation practice some loss of 
water by evaporation is inevitable, and hence the practical measure of 
effective use of water, after it has been stored in the soil, is the ratio of 
the sum of the weights of water transpired by plants and directly evap- 
orated from the soil, to the weights of dry plant substance produced. 
This ratio has been designated by Widtsoe as the evapo4ranspiration 
ratio. It is apparent that as the seasonal direct evaporation is de- 
creased the magnitude of the evapo-transpiration ratio approaches that 
of the transpiration ratio. Widtsoe found evapo-transpiration ratios 
ranging under normal conditions from 250 to 1000. A new expression 
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which has recently come into rather wide usage in irrigation regions, 
namely, the consumptive use of water, though not identical m meaning 
with the evapo-transpiration ratio, is closely related to it. The consump- 
tive use of water in irrigation is considered in Chapter XIV. 
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CHAPTER XIII 
TIME OF IRRIGATION 


Two major considerations influence the time of irrigation, namely: 
(a) the water needs of the crops; and (b) the availability of water with 
which to irrigate. The water needs of the crop are of paramount im- 
portance in determining the time of irrigation during the crop-growing 
season on irrigation projects which obtain their water supplies from stor- 
age reservoirs or from other dependable sources of water that are free 
from wide fluctuations. Many irrigation farmers, however, obtain 
water from streams that fluctuate widely during the season. Some irri- 
gated areas have a deficient water supply during the irrigation season, 
but an abundance of water during the late autumn or winter and early 
spring. Irrigation farmers cannot therefore always apply water when 
the crop is most in need of it; sometimes, to save the water, they must 
apply it even though the crop does not need it. Both crop needs and 
available water supply must be considered in a discussion of the proper 
time to irrigate. 

183. Crop Needs. — Growing crops use water continuously. The 
rate of use of water by crops varies with the kind of crop grown, age of 
the crop, the temperature, the atmospheric conditions — all variable 
factors. It is obviously impracticable to supply water by irrigation at 
the same rate each day as it is used by crops. Therefore, it is essential 
in irrigation farming to use the soil as a storage reservoir for water. At 
each irrigation a quantity of water sufficient to supply the needs of the 
crop for a period varying from a few days to several weeks is stored in 
the soil in the form of capillary water. 

As explained in Chapter IX, the capacity of fine-textured soils to re- 
tain water in general exceeds the capacity of coarse-textured soils. 
The depth of soil likewise greatly influences its capacity for water. 
Clearly, therefore, in order to keep a crop abundantly supplied with 
water at all times during its growth, coarse-textured, shallow soils must 
be irrigated more frequently than fine-textured, deep soils. How fre- 
quently the water should be applied to soils of different properties in 
order best to supply the crop needs is a question of unusual interest and 
also of real practical significance. The factor of major importance in 
arriving at the desirable frequency and time of irrigation is the water 
need of the crop. 
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184. Limiting Soil Moisture Conditions. — The growth of most of 
the crops produced under irrigation farming is stimulated by moderate 
quantities of soil moisture and retarded by excessive or deficient amounts. 
A certain quantity of air in the soil is essential to satisfactory crop 
growth; hence, excessive flooding and filling the soil pore spaces with 
water, thus driving out the air, inhibits proper functioning of the plants 
even though it supplies an abundance of available water. On the other 
hand, soils having deficient amounts of water hold it so tenaciously that 
plants must expend extra energy to obtain it; and slight further decrease 
in the water supply decreases the moisture content until the rate of 
absorption is not high enough to maintain turgidity, and permanent 
wilting follows. At some soil moisture content between these two ex- 
treme moisture conditions it has been thought that plants grow most rap- 
idly ; this content has been designated the optimum moisture percentage. 

Extending our knowledge of these two limiting soil moisture con- 
ditions, i.e., the permanent wilting percentage and the optimum per- 
centage, has been the objective of considerable research in recent years. 
Because of the wide variations in the physical properties of different 
soils it is easy to understand that the moisture percentage in a clay soil 
at permanent wilting of a plant may be several times the moisture 
percentage in a sandy soil when the same plant wilts permanently. A 
question that is not so easily understood is this: In a particular soil do 
all plants wilt at about the same moisture percentage? In other words, 
is there a critical moisture percentage (or narrow zone of moisture con- 
tent) at which potatoes, beets, alfalfa, grains, and all other standard 
crops wilt in spite of variations in sunshine, wind, atmospheric humidity, 
and so on? Extended investigations by Briggs and Shantz led to the 
conclusion that nearly all plants wilt at substantially the same moisture 
percentage in a particular soil. More recently, Powers observed in 
Oregon a variation in the wilting point from 16 per cent moisture for 
clover to 17.5 per cent for potatoes and 20.3 per cent for sugar beets, 
aU in the same soil. Powers concluded that the wilting point of differ- 
ent crops varies more than has formerly been supposed, particularly in 
fine-textured soils. Despite some limitations to the conclusion reached 
by Briggs and Shantz, for the purposes of this chapter it is satisfactory 
to assume that the wilting moisture percentage for all plants in a given 
soil is substantially the same. 

Of equal interest and importance is the so-called optimum moisture 
percentage. As the moisture percentages increase above the wilting 
point (or zone), does the growth rate of crops increase appreciably until 
the optimum is reached and then decrease until the field capillary water 
capacity is reached; or is the growth rate substantially the same within 
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a wide range of moisture content from a point slightly above wilting to 
the field capillary water capacity? 

The probable influence of variation in moisture percentage on the 
rate of growth of plants, based on the results of recent research, is 
illustrated in Fig. 109. The heavy-line curve of Fig. 109 represents 
roughly the change in rate of growth of crops as the moisture percentage 
of the soil increases from the wilting content to the saturation content. 
It has been thought that the maximum growth rate of plants occurs at 
rather definite moisture percentages. Recent investigations the 
California Agricultural Experiment Station substantiate the belief 
that these processes occur within certain zones of moisture percentage. 
Hendrickson and Veihmeyer found that the rates of growdh of peaches 
were not decreased by change in moisture content until it was reduced 



Fig. 109. — Illustrating the probable growth rate of crops as influenced by different 
amounts of moisture in the soil. 

to about the permanent wilting percentage. Further information sub- 
stantiating the findings of Hendrickson and Veihmeyer is presented 
in Article 188 in connection with a discussion of the wilting point of 
plants. 

185. Water Need Indicators. — The need for irrigation water is 
commonly determined by two major indicators, namely, the appearance 
of the growing crop and the amount of available water in the soil. 

18G. Appearance of Crop, — A light green color in alfalfa is generally 
indicative of adequate moisture and satisfactory growth, whereas a dark 
green color indicates lack of adequate moisture. 4-niong the root crops, 
sugar beets indicate need for water by temporary wilting, particularly 
during the warmest part of the day. Grain crops also indicate need for 
water by temporary wilting. In the production of fruit crops, as a rule, 
it is impractical to detect the need of water by the appearance of the 
leaves of the trees. Serious retardation in growth rate sometimes occurs 
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before the leaves indicate clearly a need for water. It is therefore more 
essential to base the time of irrigation of orchards on observations of 
the moisture content of the soil. Indeed, to a lesser degree, the use of 
any crop as an indicator of the need for irrigation water is open to the 
same objection that applies to its use in fruit production. Crop growth 
should not be retarded by lack of available soil moisture; and the prac- 
tice of withholding irrigation until the crop definitely shows a need for 
water is very likely to retard the growth rate of the crop. 

187. Available Water in Soil. — It is well known that only part of 
the water in soils is available to plants. As a general rule, it is essential 
to maintain readily available water in the soil as long as it is desired to 
have crops make satisfactory growth. The water that is held by a soil 
after permanent wilting of plants is designated as unavailable water. 
In coarse-textured soils the quantity of unavailable water is quite low, 
from 1 to 3 per cent of the weight of dry soil, whereas in a very fine- 
textured soil it is sometimes as high as 20 per cent. Briggs and Shantz 
found that the wide variations in the amount of unavailable water to a 
particular plant in different kinds of soil made the slight variations, due 
to the different capacities of plants to absorb water, quite insignificant. 
For the purposes of using the soil moisture content as an index of when 
irrigation is necessary, the variations in amounts of unavailable water 
are of major importance. 

188. Wilting Moisture Percentage. — The moisture percentage held 
by the soil after permanent wilting of plants is known as the wilting point, 
or the wilting coefficient. Briggs and Shantz found a fairly definite 
relation between the moisture equivalent of all soils and the wilting 
coefficient. More recent investigations by Veihmeyer and Hendrickson 
indicate rather wide departures from the Briggs and Shaqtz finding that 
the wilting coefficient is equal to the ratio of the moisture equivalent to 
the number 1.84. In order to make effective use of the moisture content 
of a soil as guide to proper time to irrigate, it is clearly essential to know 
approximately the wilting point of the soil considered. Computations 
of wilting points from moisture equivalent determinations are only 
approximate guides, and should be used with caution and replaced by 
direct determinations of wilting points where possible. Veihmeyer and 
Hendrickson found variations in the ratio of moisture equivalent to the 
wilting point ranging from 1.73 to 3.82. They reached the conclusion 
that the ratio 1.84 recommended by Briggs and Shantz may not be used 
for aU soils, “ because it seems that plants are able to reduce the moisture 
content of different soils to different degrees of drjmess before the stage 
of permanent wilting is reached.^' Wilting under field conditions prob- 
ably occurs within a certain restricted zone or range of moisture content. 
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rather than at a precise moisture percentage. Knowledge of what is the 
upper limit of the wilting zone for a particular soil is of major practical 
importance in irrigation. Hendrickson and Veihmeyer are authority 
for the statement that plants do obtain some waiter from the soil below 
the permanent wilting percentage but that the rate at which they can 
obtain it is not high enough to enable the plant to remain turgid. It 
therefore follows that the water below the permanent wilting percentage 
is not readily available. 

189. Growth Rate for Moisture above the Wilting Zone. — Recent 
studies of soil moisture and plant relations seem to warrant the con- 
clusion that the growth rate of plants is not reduced by lack of water so 
long as the soil moisture content is above the wilting zone. This con- 
clusion is contrary to the belief that the maximum rate of growth occurs 
at the so-called optimum mois- 
ture content and that it de- 
creases for moisture percentages 
either higher or lower. 

The field experimental work 
of Hendrickson and Veihmeyer 
with peaches in San Joaquin 
Valley, California, led them to 
conclude that the permanent 
wilting percentage is a critical 
soil moisture content,’’ and 

that trees either have readily 
available moisture or have noL” 

Studies by Shull concerning 
the variation of the force by 
which water is held by the soil 
as the moisture content varies 
support the conclusions reached 
by Hendrickson and Veihmeyer. 

At moisture contents above the 
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wilting point, Shull found that a large change in water content causes 
but a slight change in the magnitude with which the water is held by the 
soil. At moisture contents below the wilting point, however, a slight 
change in the moisture content very greatly changes the force with which 
the water is held. Shull’s findings are confirmed by the work of Thomas 
on aqueous vapor pressure of soils. In a study of plant and soil relations 
at and below the wilting percentage Magistad and Breazeale confirm 
the results of the work by Shull and Thomas. Fig. 110 shows relatively 
little decrease in suction force as the moisture content increases from the 
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wilting point, about 19 per cent, to the moisture equivalent, about 34 
per cent. It therefore seems reasonable to believe that the growth rate 
of crops, so far as it may be influenced by moisture content of the soil, 
would not change appreciably as the moisture equivalent which repre- 
sents approximately the field capillary water capacity. 

As 3 ’^et, experimental data reporting the moisture percentages of differ- 
ent field soils at permanent wilting are comparatively meager. Some 
approximations and some fairly definite determinations are given in the 
next article. 

190. Moisture Needs of Different Soils. — Working on the sandy 
loam of the New Mexico Station farm, Tinsley found, according to 
Thompson and Barrows, that plants do not suffer when the average 
moisture content of the upper 6 feet of soil falls to 7 per cent. The 
changes in moisture content during a period of 10 days after irrigation 
in the first, third, and fifth foot-sections of two plots studied by these 
investigators are presented in Figs. Ill and 112. Both plots produced 
alfalfa, the crop in plot 24 (Fig. Ill) was not cultivated; that in plot 30 
(Fig. 112) was cultivated. Both plots were given 3-inch irrigations; 
the average seasonal depth on plot 24 during the years 1916-18 in- 
clusive (in which moisture determinations were made) was 47 inches and 
on plot 30 it was 42 inches. Both figures show maximum changes of 
moisture content in the surface foot, and in both plots the moisture 
content in the third and fifth foot-sections continued to rise for several 
days after irrigation. It is of interest to note that the moisture content 
in the cultivated plat, first and third foot-sections remained well above 
the 7 per cent minimum during the period of observation. 

Powers found it best to irrigate potatoes when the moisture content of 
a rather heavy gray silt loam of western Oregon dropped to 20 per cent. 
Widtsoe concluded that a moisture percentage of 12 to 13 indicates that 
irrigation of the deep loam soils of the Utah Station is desirable, although 
he found no injury from wilting when the average moisture content of 
the upper 8 feet of soil dropped to 10 per cent. Moisture equivalent 
percentages are not reported for the New Mexico and Oregon soils. 
The moisture equivalent of the Utah soil on which Widtsoe worked is 
approximately 22 per cent, from which the computed wilting coefficient 
is 12 per cent. 

Adams and others in 1914 found that alfalfa grown under favorable 
conditions on the Wigno field near Los Molinos in the Sacramento Val- 
ley, California, produced nearly 7 tons of alfalfa per acre, even though 
the moisture percentage dropped to the wilting point in the surface foot 
of soil, as determined from the moisture equivalent, before each irriga- 
tion of the season. The moisture percentage in each foot-section of soil 
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Fia. 111. — Showing increase in moisture per cents due to irrigation and decreases 
during the first 10 days after irrigation. (From data in New Mex. Agr. Exp. 
Sta. Bui. 123.) 



in New Mex. Agr. Exp. Sta. Bui. 123.) 
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is shown in Fig. 113 at 10 different periods during the crop-growing 
season. 

Recent cooperative investigations by the Divisions of Pomology and 
Irrigation Investigations and Practice of the University of California, 
reported by Hendrickson and Veihmeyer, indicate that although there 
is a “ remarkable constancy of the residual moisture content for a given 
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Fig. 113. — Showing seasonal variation in soil moisture per cents. Wigno alfalfa 
field, Los Molinos, 1914. (Calif. State Dept, of Engineering BuL No. 3.) 

soil when permanent wilting is attained, a common factor to evaluate the 
amount of water which remains in soils at permanent wilting cannot be 
used.’^ 

The seasonal moisture percentage variations of the soils of different 
experimental plats under various irrigation treatments are presented in 
Fig. 114. 

The average amounts of water applied in each of the 4 treatments, or 
groups of treatments, represented in Fig. 114, were as follows: 
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Treatments A and F received the greatest quantities of water, an 
average of 25.3 acre-inches per acre during each of the last 5 years; 
treatment D received the next largest amount, an average annual ap- 
plication of 19.8 acre-inches per acre; and treatment B received less 
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Fig. 114. — Moisture contents of soil in orchard treatments at Delhi, 1924. The 
permanent wilting percentage of the 0 to 3~foot depth is indicated by the heavy 
horizontal lines. (Calif. Agr. Exp. Sta. Bui. 479.) 


water than D, or 13.4 acre-inches per acre; and treatment C,G, and B 
received only approximately one-half the amount applied on A and F, or 
11.1 acre-inches per acre each year. 

The soil of the Delhi experimental farm, observations on which 
Fig. 114 rejiresents, is classified as an Oakley fine-sand. The student 
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should note the relatively low moisture content of the upper 3 feet of 
soil at permanent wilting represented in Eig. 114 by the heavy horizontal 
line. It is of interest also to note in Fig. 114 the relatively high average 
seasonal moisture content maintained by the larger applications of 
irrigation water. The wide range in variation of moisture content at the 
time irrigation water is needed to supply readily available moisture^ as 
reported above, stresses the influence of soils in their different capacities 
to withhold water from plants. Clearly, it is important to know the 
permanent wilting percentage of each soil in order to use the moisture 
content as an index of the time when irrigation water should be applied 
to maintain a supply of readily available water in the soil. 

191. Stage of Crop Growth. — The degree of control of soil moisture 
conditions within the reach of the irrigation farmer makes possible special 
attainments in crop production. For example, withholding irrigation 
water from alfalfa after the first cutting in the mountain states stimu- 
lates the production of seed in the second growth provided the soil 
moisture content does not decrease so far as to prevent growth. The 
advantages and disadvantages of irrigating certain crops during particu- 
lar stages of growth are considered briefly in Chapter XIX, 

192. Seasonal Use of Water by Different Crops. — It is practicable 
for irrigators to select their crops, to some extent, on the basis of time 
at which water will be available from natural streams. In many valleys 
having no storage reservoirs, the greater amounts of water are available 
early during the season. From the beginning of the crop-growing season 
until late in June or early July the streams are fed by the melting of 
snow banks and drifts in the mountains, and the water supply is much 
larger than it is later during the summer. Under such conditions, 
alfalfa, wheat, and oats may well be produced, as each of these crops 
requires large amounts of water in May and June. Likewise, canning 
peas may be matured before the water shortage begins. Alfalfa con- 
tinues to grow throughout the late summer months provided water is 
available with which to irrigate it. If not, the alfalfa remains dormant 
without sustaining permanent injury, and growth begins again when 
water is applied, either late during the growing season or early the fol- 
lowing spring season. Sugar beets, potatoes, and corn use very little 
water early in the season, but during the late summer months, par- 
ticularly late July, August, and early September, these crops need an 
abundance of water. Unless late-season water is assured, it is inad- 
visable to attempt to grow sugar beets and potatoes. The time periods 
at which the more important crops of Cache Valley, Utah, use water, 
and also the rates of use at different periods, have been well illustrated 
by Harris, as shown in Fig. 115. 
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193. Available Water Supply for Irrigation. — Irrigation during the 
dormant^ or non-growing season, in many localities in the West, is an 
economical means of storing water for future use. Also, during the grow- 
ing season farmers sometimes apply water in copious quantities imme- 
diately after heavy rains which in- 
crease the flow in rivers and creeks, 
and thus make available for short 
periods of time rather large quanti- 

. ties of water for irrigation. So far 
as it is economically feasible, it is 
probably desirable to build surface 
reservoirs both large and small in 
which to store water that becomes 
available from sudden torrential 
rains, or that is available only dur- 
ing the fall, winter, or spring, when 
it must be stored, used, or lost. It 
is probably a general rule, subject, 
of course, to some exceptions, that 
water which is used in irrigation at 
times when not really needed by 
crops is used less efficiently than it 
would be were it possible to apply it 
to the soil when most needed. How- 
ever, in many localities storage of 
water in surface reservoirs is im- 
practicable because of high costs and lack of suitable natural facilities. 
In such localities it is advantageous to use the soil as a storage reservoir 
and to apply water whenever it is available as a means of storing it for 
future use. Bench or table lands should, as a rule, be irrigated sparingly, 
particularly lands which are underlain by coarse-textured sands and 
gravels, provided the objective is to store water only in the capillary form. 
Some areas can be greatly benefited by applying amounts of water during 
the dormant season sufficient to saturate the subsoil gravels and cause 
the water table to rise to an elevation near the land surface. Unless 
it is feasible to pump the ground water to the surface during the irriga- 
tion season, excessive amounts of water applied during the dormant 
season may cause appreciable damage by water-logging the soil. 

194. Fall litigation. — The application of water following the har- 
vest season is known as fall irrigation. The need for fall irrigation of 
lands that are used to produce annual crops, such, for example, as grains, 
potatoes, sugar beets, beans, and peas, is determined largely by the pre- 



Fig. 115. — Representing the seasonal 
use of water by various crops in Cache 
Valley, Utah. (Utah Agr. Exp. Sta. 
BuL 173.) 
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cipitation. In localities that normally have enough fall and winter 
precipitation to raise the moisture content of the soil to field capacity 
to the full depth of the root zone after a crop has been harvested, there is 
little, if any, direct advantage in fail irrigation, except during years of 
abnormally low precipitation. In the West these localities are rela- 
tively few in number, and the area they include is comparatively small. 
There are many places in which the fall and winter precipitation is in- 
sufficient to moisten the soil fully. In most of these localities the streams 
yield water during the fall months that flows past the lands and is wasted 
unless applied to the land. Fall irrigation under such conditions is a 
very good means of saving water and of placing the land in condition 
for favorable germination of seeds and early growth of crops during the 
following season. 

Alfalfa grown on well-drained soils may well be irrigated in the fall, 
and fall irrigation of meadow forage crops and of pasture lands is usually 
desirable if, without irrigation, the soils become very dry. In the 
practice of irrigation during the faU, winter, or early spring it is im- 
portant to guard against the use of excessive amounts of water. As 
shown in Chapter IX, there are definite limitations to the capacity of 
any soil to retain water. In the Eocky Mountain states some irri- 
gators, during the fall, permit water to run on their lands many days and 
sometimes weeks. This practice is injurious both to the land irrigated 
and to the lower-lying areas to which much of the excess irrigation water 
ultimately seeps. 

The methods of water distribution considered in Chapter V will aid 
the irrigator in the practice of fall irrigation. He may use, also, the 
facts stated in equation (32) and in Chapter IX as guides against the 
application of an excessive depth of water. 

195. Winter Irrigation. — At the higher elevations and in the colder 
parts of irrigated regions, winter irrigation is of little if any practical 
importance. The frozen soils absorb water very slowly, if at all, and it 
is difficult to spread water over the fields effectively. Furthermore, some 
crops are injured by winter irrigation in cold climates. 

In the milder climates, however, winter irrigation may be practiced 
advantageously as a means of saving water that would otherwise be lost. 
Forage and pasture crops use relatively small amounts of water during 
the winter months. The irrigation of orchards during the dormant 
season is considered in Chapter XXII. 

196. Early Spring Irrigation. — Extensive areas of land in the arid 
regions need irrigation during the early spring months in order to supply 
the moisture essential to satisfactory germination and early growth of 
annual crops. As a general rule, arid-region streams have ample sup- 
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plies of water to meet the needs for early spring irrigation. Even in 
cases where the discharge of the streams at high moimtain, elevations 
is held in, storage reservoirs, enough water is available from the rains and 
melting snows on lower elevations to supply all the needs for early spring 
irrigation. It is probable that the value of early sp.riiig irrigation as a 
means of saving water by storing it in the soil is not yet fully realized. 
Irrigators are frequently misled by the fact that the spring rains moisten 
the soil to a depth of 9 to 15 inches. They consider the soil wet 
enough when, in fact, there are 3 to 5 feet of dry soil below the moist 
surface soil. 

Proper use of the soil auger or of the soil tube described in Articles 
125 and 126 will enable the irrigator to decide intelligently the needs of 
his soil for early spring irrigation. Although it is highly desirable to 
save water by applying it to inadequately moistened soils, it is quite 
undesirable to irrigate soils early in the spring that are already moistened 
to field capacity. 

Fully moistened soils in which the water table is at a shallow depth 
may be injured rather than benefited by early spring irrigation. Under 
such conditfons it is better to permit the waste of water in natural streams 
than to apply it to the soil. 

Irrigation companies sometimes delay unduly the time when water is 
made available to landowners for spring irrigation. Some companies 
turn water into their canals just as soon as the snow and ice disappear, 
and keep it in long enough for each landowner to give all the land one 
good irrigation, after which the water is turned out while the canals 
and ditches are cleaned and made ready for the regular irrigation season’s 
use. 
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CHAPTER XIV 


' CONSUMPTIVE USE OF WATER IN IRRIGATION* 

The rapid growth of American irrigation during the first quarter of 
the twentieth century has developed a keen public interest in a study of 
the disposal of irrigation water. The pioneers in irrigation had little 
opportunity fully to ascertain what became of the water which they 
applied to their lands. That they lost some water by surface run-off 
was obvious; that some water was absorbed by the crops they grew 
was likewise apparent; but that large quantities of water percolated 
deeply into the dry soil was to them merely speculation; if, indeed, such 
losses were suspected at all. However, the gradual rise of water tables, 
with resulting enlargement of natural springs and the development of 
new springs and the seepage return to flood-water channels, to small 
creeks, and, finally, to rivers, gave increasing evidence concerning the 
magnitude of losses of water through deep percolation. Moreover, it 
was found through experience that much less water need be applied to 
the farms to produce profitable crops than was formerly believed neces- 
sary, and the areas of land successfully irrigated by the water from a 
given stream were greatly increased without any apparent increase in 
the water supply. Obviously, such increase in area of irrigated land 
could not continue without limit, some water being actually consumed 
by the growing crops. 

197. Definitions and Analysis. — Gross duty of water, headgate 
diversions, and net duty are familiar terms concerning water uses, but 

consumptive use is a term of recent origin, and should not be con- 
fused with the net duty on land and other terms used in discussions of 
duty of water. 

Some engineers have restricted the term consumptive use to valley 
consumption,’^ or net depletion of river flow, whereas others have 
used it to include water from all sources, or total water consumption, 

* From the year 1924 to 1927 the Duty of Water Committee of the Irrigation Division 
of the American Society of Civil Engineers devoted special attention to the ‘‘ Consump- 
tive Use of Water in Irrigation.^' Most of the material in this chapter is taken directly 
from the report of the Committee first published in Proceedings, April, 1928, and later 
published in the Transactions of the Society, Vol. 94 (1930), paper No. 1760. The 
author gratefully acknowledges his indebtedness to the members of the Committee, 
and to the Society for permission to use this material. 
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irrespective of whether it is from river water, rainfall, carry-over soil 
moisture, or absorption from ground water. It is believed that the use 
of the definitions given in this chapter will avoid confusion in the study 
of consumptive use of water in irrigation. 

To add convenience and brevity to the definitions and analysis of 
consumptive use, mathematical symbols are employed and mathematical 
methods are followed, despite the fact that the equations are of a com- 
paratively simple form. 

Symbols Used. — The meaning of each of the more important sym- 
bols is fully given subsequently. For convenience of reference, the 
naming of these s 3 mibols is briefly as follows: 

Let 

U = consumptive use. 

Uf = farm consumptive use. 

= quantity of available heat, in day-degrees, during crop 
year. 

e ~ evaporation from water surfaces. 
m = mean seasonal soil moisture content, 
s = the soil with all its influencing factors, notably potash, 
phosphorus, lime, humus, and nitrifying power. 
c = the kind of crop. 
y = the yield of crop. 

Df = deep percolation losses from the farm. 

= the total quantity of water supplied the farm. 

Rf = surface run-off from the farm. 

198. Consumptive Use in a Basic Sense. — The consumptive use, U, 
is defined as the quantity of water, in acre-feet per cropped acre per year, 
absorbed by the crop and transpired or used directly in the building of 
plant tissue, together with that evaporated from the crop-producing 
land.* 

The direct source of consumed water is the water in the soil in any 
form that crops can absorb it. The indirect sources of consumed water 
are those parts of the precipitation and of irrigation water which are 
stored in the soil in such depths and for such time as to permit direct 
absorption by crop roots, together with such water as may be obtained 

* The consumptive use, as here defined, is not rigorously a correct application of 
the term, '^consumptive,’^ since the water which passes out of the crop leaves is not 
truly consumed. It is merely converted by the plant and the energy of the sun from 
the liquid to the gaseous phase. However, for the purposes of this analysis, water 
vapor in the atmosphere is considered beyond direct recovery by practical means, 
and hence the conversion of liquid water into water vapor is considered herein as 
consumptive use. 
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by the crop roots from the ground water after such water is raised to the 
plant root zone capillary action. The consumptive use as herein 
defined is^ therefore, equal to the total evapo4ranspimtzon plus the 
water used in the building of plant tissue. 

It is natural to inquire concerning the factors which determine the 
magnitude of U, A statement of the major influencing factors is made 
ill the following equation: 

[7 = a function of c, m, s, c, ?/)* ..... (52) 

It is apparent that most of the factors which influence the magnitude 
of U are themselves variable. The number of variables may be reduced 
somewhat under specified conditions; for example, if the soil of a farm, 
is liberally supplied with organic matter and all the essential plant-food 
elements, so that the yield of a particular crop will be limited by the 
quantity of heat available and not by lack of moisture or of plant food, 
it is possible to eliminate the last four factors in equation (52) and write: 

[7 = a function of (Q/^, e) (52a) 

In the light of the foregoing statements, it is unreasonable to expect 
that a precise experimental determination of U will give a definite mag- 
nitude that can always be considered rigorously correct. Dependable 
approximations of the magnitude of U are, however, both essential and 
possible. 

Knowledge concerning the magnitude of U is dependent on further 
analysis. Does U indicate consumptive use per acre on a particular 
farm? It seems reasonable to assume that the public may expect the 
individual irrigator to account for all the water which goes onto his farm. 
With respect to a particular farm, the water applied is disposed of by 
consumptive use, plus surface run-off, plus losses from the farm by deep 
percolation. 

199. Farm Consumptive Use. — Let D/ = deep percolation farm 
loss, in acre-feet per cropped acre per crop year. This loss usually can- 
not be measured with precision by direct means. Then, by definition, 
as used here 

Uf=U+Df (53) 

It is important to distinguish between U/ and a related quantity, i?/, 
which is defined as follows: 

* Plant diseases and insect pests may reduce crop yield, 2/, without proportionately 
reducing consumptive use, U. Likewise, inefficient farm practices may change the 
relation between U and y. 
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Let = the sum. of: 

(а) the quantity of irrigation water delivered at the farm, plus 

(б) the water taken from moisture stored in the capillary form, plus 

(c) the crop-season rainfall, plus 

(d) the amount absorbed from the gravitational ground water — 

all in terms of acre-feet per cropped acre per crop year. 

Let Rf = surface run-off from a farm, in acre-feet per cropped acre 
per crop year. Then, by equating the sum of the irrigation water de- 
livered to the farm, plus rainfall and draft on the soil moisture, plus the 
quantity of water absorbed from the ground water, Hf, to farm con- 
sumptive use, Ufj plus farm run-off, i?/, there results: 

Uf=Hf-Rf (54) 

Equation (54) gives an indirect means of arriving at the farm con- 
sumptive use. 

200. Common Difficulties. — Some of the more common difficulties 
in measuring consumptive use, together with notes concerning its varia- 
bility, are briefly given, after which some actual measurements are re- 
ported. The factors which cause variability in f7 at a particular place 
have been given in equation (52). It is obvious that the factors in the 
right-hand member of equation (52) vary greatly from place to place. 
Based on elaborate experiments in Nebraska, Kiesselbach concluded 
that “ there is no such thing as a definite water requirement which is 
constant for any kind of crop and, similarly, there is no definite con- 
sumptive use. The quantity Df in equation (53) depends on: 

(а) The quantity of irrigation water applied in each irrigation. 

(б) The uniformity of distribution. 

(c) The frequency of irrigation. 

(d) The length of land irrigated in a single run and the size of stream 

used. 

(e) The texture of the soil and subsoil. 

(/) The depth to the water table. 

(g) The dryness of soil between the water table and the zone of 
root action, provided the water table is very deep. 

Qi) The kind of crop and depth of root zone, and 

(i) The specific water conductivity of the soil and other less im- 
portant factors. 

* In the discussion in Chapter XV concerning sources of water supplied to crops 
grown in experimental irrigation work the quantities which constitute Hf as above 
given, i.e., (a), (&), (c), and (d), are designated by the symbols w, m, r, and g, respec- 
tively. 
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In many localities, D/ was large ■during the early years of irrigation, 
but is now relatively small because; (1) the dry desert soil to great 
depths has been fully moistened through the years of irrigation; (2) the 
land is better prepared for applying water; and (3) general improvement 
in irrigation methods has been made. 

Provided the farm considered has a deep uniform soil and deep water 
table, the elements of supply may be measured with fair precision, but on 
gravelly or greatly variable soils the draft on soil moisture cannot be 
effectively measured. The rainfall may vary greatly from point to 
point; and it is, therefore, essential carefully to estimate percentage 
inaccuracy in the elements of supply which may result from rainfall 
variation, if the rainfall factor is comparatively large. In some lo- 
calities a still greater source of error is the inflowing ground water from 
neighboring high land, measurements of which are sometimes im- 
practicable. 

That the dependability of measurement of the consumptive use rests 
on a complete analysis of all these factors is not likely to be over-em- 
phasized. Moreover, reports of consumptive use should not be given 
great weight, unless they are accompanied by complete and detailed 
descriptions of the conditions under which they were made. Doubtless, 
in some localities, the relative magnitude of the inaccessible inflow and 
outflow below the ground surface is so great as to make computations 
of oonsumptive use of little value. On the contrary, the need for 
economic utilization of water from all sources, and the urgency of being 
able to predict with a fair degree of accuracy the areas that may be 
adequately served by a given water supply, seem fully to justify ex- 
traordinary efforts toward increasing the possibility of obtaining reliable 
measurements of consumptive use under specified conditions. 

201. Experimental Measurements. — The literature on use of water is 
voluminous. The federal Department of Agriculture, through its Bureaus 
of Agricultural Engineering and of Plant Industry; the Department of the 
Interior, through the Bureau of Reclamation and the Geological Survey; 
the state agricultural experiment stations; the state engineers’ offices; 
and some private agencies are annually contributing substantial amounts 
of time and energy to a study of the use of water in irrigation. In Can- 
ada, also, very careful study is being made of the use of irrigation water 
by public and private agencies. Some of the experiments thus conducted 
give a fair basis for determinations of the consumptive use, [7, and of the 
farm consumptive use, Uf, Many studies have been conducted without 
measuring the water obtained from capillary soil moisture, and, indeed, 
some experimenters have failed to report the crop-year rainfall Con- 
sequently, reference is here made only to those experiments which 
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seem most directly to contribute toward a determination of consump- 
tive use both in its basic sense, [f, and in its modified meaning for 
the farm. 

202. Consumptive Use, U, as Determined from Tank or Pot Experi- 
ments. — Most of the evapo-transpiration studies have been conducted 
in tanks or potometers, Kiesselbach found that the limitation of the 
amount of soil used, because of the small capacity of the potometer, 
may be a great source of error in pot experiments. It seriously affects 
not only the transpiration relationships, but the entire development of 
the plant. 

Other difficulties in determination of consumptive use by means of 
potometers are: 

(a) Obtaining the same atmospheric environmental conditions 
around pots as exist in ordinary cropped land. 

(h) Obtaining the same number of plants per unit area of land as 
occur under field conditions. 

(c) Getting the soil into tanks in the same physical conditions as 
exist in the field, thus permitting the same aeration and water 
movement. 

The influence of these factors on the consumptive use is great enough 
to render the pot method of determining such use of limited value. In 
some localities, however, where the water table is near the land surface, 
the pot method of determining consumptive use is probably more reli- 
able than the field plot method. 

203. Consumptive Use as Determined on Field Experimental Plots. — 
Direct measurements of consumptive use in field plots are believed to 
be more dependable than measurements with pots or tanks. In order 
to permit measurements in the field, it is clearly necessary to use land in 
which the water table is at a considerable distance below the surface, 
because when working with small field plots it is usually impracticable 
to measure the quantity of water absorbed by the crop from the ground 
water. It is also necessary that the irrigation water be applied in 
small units not to exceed a depth of 5 inches in a single irrigation on 
ordinary soils. Even a smaller quantity often results in percolation 
beyond the depth of feeding roots in coarse-textured soils. Either very 
large unit applications of water at ordinary time intervals, or excessively 
frequent irrigations resulting in the maintenance of a high moisture con- 
tent, causes an appreciable downward movement of moisture in the 
gravitational or capillary form, and thus gives apparent values for the 
consumptive use higher than the true values. It is impracticable, by 
direct means, to measure the amount of such downward movement, and 
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hence an attempt to measure the consumptive use^ U, under these con- 
ditions may give, in reality, the farm consumptive use. When the deep 
percolation equals zero, the farm consumptive use equals the consump- 
tive use; therefore, it follows that the consumptive use equals the supply 
less the surface run-off. In most of the field determinations the run-off 
has been either carefully measured or reduced to zero by the proper 
preparation of the experimental plots. The supply factors, in general, 
have not been measured with precision even on plots where the great 
depth of the water table has precluded the possibility of the crop re- 
ceiving any ground water. This is due to the fact that precise measure- 
ments of the quantity of water taken from capillary soil moisture storage 
is practicable only in comparatively homogeneous soils free from gravel, 
and that even under the most favorable soil conditions dependable tests of 
soil moisture add greatly to the cost of measuring the water supplied to 
a plot. There is, however, a growing need for more thorough studies In 
which the consumptive use will be fully determined for different condi- 
tions. In some field plot studies the consumptive use has been either 
determined or closely approximated, and of these the following are 
typical. 

204. Widtsoe’s Utah Work. — Widtsoe pioneered the measurement 
of consumptive use in field plots at the Utah Agricultural Experiment 
Station, beginning in 1902. His work was done on land having a water 
table about 75 feet below the surface; and hence, it is reasonably safe 
to conclude that the crops obtained no ground water and that the crop- 
season rainfall, the draft on stored capillary soil moisture, and the irri- 
gation water, furnished all the water to which the crops had access. 
There was no run-off from the experimental plots used by Widtsoe: 
Rf = 0. The deep percolation losses, D/, were not measured. If these 
losses are assumed to be negligible, then U = fl/, that is, the sum of the 
quantities a, 6, and c, of Hf as used in equation (54). Widtsoe meas- 
ured these sources of water for 14 crops during the 10-year period, 
1902-11 inclusive. Results for the 7 crops on which most of the work 
was done are given here. The crop-season rainfall used by Widtsoe 
was 0.42 foot, and the seasonal draft on capillary moisture in the upper 
8 feet of soil varied from 0.10 foot for corn to 0.83 foot for alfalfa. Quan- 
tities of irrigation water were applied, var3dng from 0.42 foot to 5.00 feet, 
and wide variations in crop yields were obtained. The yields obtained 
by Widtsoe have been plotted against the total water used, and, as a 
basis for arriving at the consumptive use, those yields were selected 
which appear to be most profitable. With nearly every crop, the yield 
increased rapidly to a certain point with increase of total water used, 
and then either decreased with further increase in water or increased 
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very slowl}^, and at this break in the curve/ ^ the value of U was taken. 
The results are given in Table XXVII. 


TABLE XXVII 

Consumptive Use as Determined on Field Plots by Widtsoe at the Utah 
Agricultural Experiment Station, in Cache Valley, Utah 


Crop 

' 

Number of 
Single Trials 

Yield, in Bushels, 
or Tons per Acre* 

Consumptive use, 
in Acre-feet per 
Acre 

Sugar beets 

152 

21.3 

2.5 

Potatoes 

124 

267.0 

2.2 

Alfalfa 

49 

4.7 

3.3 

Corn 

81 

99.2 

2.5 

Wheat 

142 

45.7 

2.4 

Oats 

29 

80.7 

2.5 



* Yields are given in tons per acre for sugar beets and alfalfa and bushels per 
acre for the remainder of the crops. 


Widtsoe^s work indicates the importance of yield in determining the 
consumptive use. It is also important to keep in mind the fact that 
deep percolation losses from the plots on which Widtsoe worked would 
result in observed magnitudes of XJ higher than the true ones. It is 
far more probable that the given values of V are too high rather than 
too low, 

205. Snelson’s Alberta Work. — Working on field plots in Brooks, 
Alberta, Canada, Snelson used moderate quantities of water in single 
applications and made careful measurements of soil moisture to a depth 
of 6 feet at the beginning and the end of the growing season. Under his 
methods percolation loss in all probability was very small, if not zero, 
and hence it seems safe to assume that U is equal to Uj. If percolation 
losses were zero, then according to Snelson^s experiments with wheat on 
the more fertile soil the consumptive use varied from 0.85 foot to 1.82 
feet as the crop yield varied fmm 10 to 50 bushels per acre. For oats 
on the more fertile plots the consumptive use ranged from 0.72 foot to 
1.75 feet as the yield varied from 40 to 135 bushels per acre. Barley 
required a consumptive use from 1.25 to 1.60 for yields ranging from 40 
to 51 bushels per acre, and for alfalfa the use varied from 1.00 to 2.62 
feet for yields ranging from 1.0 to 5,7 tons per acre, 

206. Powers’ Oregon Work. — Powers has made many field plot 
measurements of consumptive use in Oregon. Experimenting with 
alfalfa in the Willamette Valley during 1911, using moderate irrigation, 
he found values from 1.4 to 2.0 feet, accompanying yields of 4.1 to 5.2 
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tons per acre. The consumptive use for clover was approximately the 
same as that for alfalfa. Moisture determinations w^erc made to a depth 
of 6 feet at the outset in the Willamette Valley work, but as most of the 
borings showed a water penetration to only 4 feet, the later borings were 
not made below this depth except in connection with a few very heavy 
irrigations. Powers was convinced that there was '' practically no loss 
by percolation apparently because dry soil was frequently encountered 
in the lower depths and also because these lower depths in many instances 
gained in moisture content during the period following one irrigation and 
preceding the next. It is doubtful whether this is conclusive, since the 
increase in the lower depths may have been caused by a movement of 
capillary water downward from the moist surface to the drier sections 
below. If such were the case, some percolation probably occurred, and 
Powers^ measurements would represent 17/ instead of 17. If, on the 
other hand, the moisture did rise in significant quantities from below 
the zone of soil sampling, then the value of the consumptive use as 
measured by Powers is too small, as there was an unmeasured source of 
water. The depth of the water table is not reported. 

207. Utah Work by Harris. — Further field plot work at the Utah 
Agricultural Experiment Station by Harris and associates from 1911 to 
1919 gives additional information concerning consumptive use. The 
results of this work, together with the work done by Widtsoe, have 
been reported in detail in Station Bulletins which were published as 
the work progressed. Finally, in one paper Harris brought together 
the results of 17 years^ work. This Bulletin contains six charts, each 
representing a different crop, which show the relation between the yield 
and the quantity of water applied. Two curves are plotted on each 
chart, the actual average yields for the different irrigations being shown 
by dotted lines, and the average found by weighting the results according 
to the number of tests are shown by heavy lines. Harris did not report 
the seasonal draft of each crop on the soil moisture. For purposes of 
comparison, this has been assumed to be the same as that found by 
Widtsoe. Moreover, to make the results still further comparable, the 
depths of water applied, according to the heavy lines of the charts pre- 
pared by Harris, have been selected corresponding to the respective 
crop yields used in connection with Widtsoe’s data, that is, for 21.3 tons 
of sugar beets, 267.0 bushels of potatoes, etc. On these bases, Table 
XXVIII has been prepared. 

These values show fair agreement with those obtained from Widtsoe’s 
work, except for the alfalfa and oats. According to Fig, 5 of Utah 
Station BuUetin 173, a yield of alfalfa of 4.3 tons per acre would require 
the same consumptive use as found by Widtsoe for 4.7 tons, namely, 3.3 
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TABLE XXVIII 


Consumptive Use Approximations Based on the Field Plot Work op 

WiDTSOE AND HaRRIS AT THE UtAH AGRICULTURAL EXPERIMENT STATION 


Crops 

Yield, in Tons 
or Bushels 
per Acre 

Depth of 
Water 
Applied, 
in Feet 

Depth of Soil 
Moisture and 
Rainfall 
Used, in Feet 

Consumptive 
Use, in 
Acre-feet 
per Acre 

Sugar beets 

21.3 

1.50 

0.86 

2.4 

Potatoes 

207.0 

1.67 

0.52 

2.2 

Alfalfa 

4.7 

3.33 

' 1.25 

4.6 

Corn 

99.2 

' 1.67 

0.52 

2.2 

Wheat 

45.7 

1.33 

1.15 

2.5 

Oats 

80.7 

2.33 

0.81 

3.1 


feet. The maximum 5 ueld of oats according to the 17 years^ work re- 
ported by Harris is slightly less than the 80.7 bushels per acre used in 
Widtsoe^s work. A yield of 74 bushels per acre, according to the curves 
by Harris, would have been produced by a consumptive use of 2.5 feet, 
the quantity required to produce 80.7 bushels in Widtsoe’s work. 

TABLE XXIX 


Farm Consumptive Use (U/) as Measured on Field Plots in the 
Snake River Valley, Idaho, by Lewis 


Crop 

Uf on Plots of 
High Production 

Uf on Plots of 
Average Production 

Wheat 

1.78 

1.18 

Oats 

1.84 

1.45 

Barley 

1.68 

1.58 

Peas 

1.66 

1.36 

Beans 

1.20 

1.20 

Corn 

0.96 

1.29 

Potatoes 

1.63 

1.60 

Clover 

2.14 

1.54 

Alfalfa 

2.89 

2.55 

Mean, if crops are given equal weights . 

1.75 

1.53 


208, Lewis’ Idaho Work. — Lewis measured the quantity of water 
used by nine important crops in the Snake River Valley, near Twin 
Falls, Idaho, He divided his observations into two groups: (1) those 
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on the better plots that produced high yields; and (2) those on which 
average yields were produced. His data are summarized in Table 
XXIX. 

It will be noted that in the better plots the seven grain crops and also 
the potatoes consumed less than 2 acre-feet per acre. The alfalfa con- 
sumed the largest quantity and the clover the next largest, the average 
for all the crops being 1.75 feet on the better plots and 1.53 feet on the 
average plots. It is probable that these magnitudes represent the farm 
consumptive use, U/, for the Twin Falls area more nearly than the con- 
sumptive use, Uj since the experimental conditions very likely permitted 
some deep percolation. 

209. Hemphill’s Colorado Work. — Working in the Cache la Poudre 
Valley, Colorado, during 1916 and 1917, Hemphill measured the water 
applied to twenty-five farms. The run-off, P/, is not given for each farm, 
but the average, if/, was 6 per cent of the quantity applied. Deducting 
6 per cent of the quantity for maximum crops to arrive at the quantity 
of irrigation water held on each farm and adding arbitrarily an allowance 
of 0.3 foot for moisture absorbed from the stored winter precipitation, 
and adding further 0.92 foot for rainfall from April 1 to September 30, 
there results the farm consumptive use as given in Table XXX. 


TABLE XXX 

Farm Consumptive Use as Determined by Hemphill in Cache la Poudre 

Valley^ Colorado 


Crops 

Maximum 
Yield, in 
Tons, or 
Bushels per 
Acre 

Farm Con- 
sumptive Use 
for Maximum 
Yield 
per Acre 

Average 
Yield, in 
Tons, or 
Bushels per 
Acre 

Farm Con- 
sumptive Use 
for Average 
Yield 

per Acre, Vj 

Sugar beets 

15.1 

3.6 

12.6 

3.0 

Potatoes 

390.0 

4.2 

230.1 

3.3 

Alfalfa 

1 4.0 

5.8 

2.8 

3.7 

Barley 

60.0 

3.4 

40.7 

2.3 

Wheat 

45.0 

3.1 

27.7 

2.1 

Oats 

1 80.0 

3.6 

48.1 

1.4 



How closely the farm consumptive use, as given in Table XXX, ap- 
proaches the consumptive use, is conjectural, as the magnitude of the 
percolation losses is not known and as it is subject to greater variation 
in actual farm irrigation than in field plot experiments heretofore re- 
ported. 
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Investigations of the net duty of water in Sevier Valley, Utah, by 
Israelsen and Winsor during the 7-year period 1914 to 1920, give some 
information concerning farm consumptive use. In these experiments 
the quantities of water found necessary to deliver to the farm for sugar 
beets, potatoes, and alfalfa, excluding farm run-off, i?/, were 2.5, 2.0, and 
2,8 acre-feet per acre, respectively. The crop-season rainfall was 0.3 
foot, and assuming a draft on the soil moisture of 0.3 foot, the farm 
consumptive use, U/, was as follows: Sugar beets, 3.1, potatoes, 2.6, 
and alfalfa, 3.4 acre-feet per acre. 

210 . Consumptive Use Ejffilciency. — Remembering that, by defini- 
tion, the consumptive use of water in irrigation includes the water that 
is transpired by the crop and evaporated from the crop-producing land, it 
is obvious that, the lower the evaporation losses from a given amount of 
water stored in the soil, the greater will be the amount of water tran- 
spired by the crop. For a given transpiration efficiency, low evapora- 
tion tends toward efficient consumption of water and high evaporation 
losses tend toward inefficient consumption. The consumptive use 
efficiency is defined as the ratio of the amount of irrigation water tran- 
spired by the crop during the growing season to the amount of irrigation 
water stored in the soil which is ultimately either transpired or lost 
through evaporation. 

Let Eu == the consumptive use efficiency. 

Wt = the irrigation water transpired by the crop. 

Ws = the irrigation water stored in the soil. 

Then by definition 

E. - W^/W, (55) 

The consumptive use efficiency as above defined is clearly a physical 
concept. It is therefore vitally different from the transpiration effi- 
ciency, as defined in Chapter XII, which is a biological concept. In 
Chapter XVIII, concepts of efficiency in the application of irrigation 
water to the farm and in its conveyance and delivery are introduced. 
Finally, efficiency in the entire procedure of getting water from rivers 
and other natural sources through the diversion canals, laterals, and 
farm ditches, and into the soil in a form readily available to plants, is 
defined as irrigation efficiency, and its relation to efficiency in the several 
irrigation processes is illustrated by examples. 

Consumptive use efficiency, as above defined, approaches 100 per cent 
as a maximum when evaporation is prevented and all the irrigation water 
stored in the soil is transpired by plants. Transpiration efficiency, on 
the contrary, being a biological concept, involving growth processes, 
does not permit of a precise designation of a maximum value. 
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CHAPTER XV 


RELATION OF CROP YIELD TO WATER CONSUMED 

Reliable information of the relation between water used and crop 
produced is a paramount need in arid regions. Efficient use of water in 
irrigation rests fundamentally on the extent of available information 
concerning this very important relation and on the application of such 
information in irrigation practice. Naturally the relation between 
water used and crop produced is influenced by many variable factors, 
such as climate, kind of crop, and properties of soil. Without the guide 
of scientific experimental evidence, the pioneers in American irrigation 
learned two vitally important truths concerning the relation of water 
used to crops produced, namely: that when no water was used no crop 
was produced, and that when an adequate amount of water was used 
an abundant crop production was assured. Added to these broad gen- 
eral truths there are now available the results of a third of a century of 
experimental work on the problem. This chapter describes briefly the 
research agencies and aims to summarize the methods and to present 
typical results of this very interesting experimental work. 

211. Research Agencies. — Studies of water used and crops produced 
have been conducted largely by public agencies. The United States 
Department of Agriculture and the state agricultural experiment sta- 
tions have contributed greatly to the information now available. The 
first outstanding investigations of crop yields and water used were 
conducted by the Utah Agricultural Experiment Station in cooperation 
with the Federal Irrigation Investigations, now the Bureau of Agricul- 
tural Engineering. More recently, most of the agricultural experiment 
stations of the western states have also given serious consideration to the 
problem. 

212. Research Methods. — The common method of stud 3 dng the 
relation of water used to crop produced is to apply each year different 
amounts of irrigation water to field plots growing various crops, and to 
measure the crop yield. Large tanks also have been used for studies 
of this kind, but only the results of field plot experiments are consid- 
ered in this chapter. That the tank measurements have value in the 
study of factors influencing the efficiency of plant transpiration has been 
pointed out in Chapter XII, in which the sources of error in using the 
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results of tank work to represent quantitatively the water needs under 
field conditions were also stated. In the field plot experiments there are 
also sources of error that cannot be fully controlled; nor can the influ- 
ence of these sources of error be precisely evaluated. However, the same 
perplexing conditions that confront the experimenter who uses field 
plots also confront the water user on the farm. Indeed, the irrigator, 
as a rule, has additional sources of error to consider. 

213. Sources of Water Used. — Field crops in arid regions obtain 
the water they use largely, but not wholly, from irrigation. Supple- 
mental sources of water supply are: crop season rainfall; water stored In 
the soil during the dormant season from rains or irrigation in the form 
of capillary soil moisture; and, in cases of lands having a shallow w^ater 
table, the water absorbed by soils and crops from the gravitational soil 
water. Very frequent reference is made in the pages that follow to the 
quantities of water obtained by crops each season from each of these 
sources; and, therefore, for convenience and to add clearness to the dis- 
cussion, the amounts of water in surface feet (acre-feet per acre) annually 
used by a crop from each source, and also the total amount used and the 
amount lost through deep percolation, are represented by symbols as 
given below: 

Let U = the total amount of water consumed by each crop, including 
transpiration and evaporation from the soil. 
w = the amount provided by irrigation, i.e., the amount applied 
each season less the surface run-off, 

T = the crop-season rainfall. 

m = the amount of water absorbed from stored capillary moisture. 
g == the amount of water absorbed from gravitational ground 
water. 

Dy = the water lost from the plot during the crop-growing season 
by deep percolation. 

Neglecting capillary lateral inflow or outflow, it is apparent, since all 
the water available to the crop is either consumptively used or lost 
through deep percolation, that 

U’4-D/=t(? + r + w + 0' ...... . (56) 

214. Magnitudes and Measurements. — Some experimental field 
plots, such as those of the Greenville Farm of the Utah Agricultural 
Experiment Station, are on well-drained deep soils in which the water 
table is 60 or more feet below the surface. With such plots, the quan- 
tity g is doubtless negligible if not zero. For plots on similar deep well- 
drained soils in areas having negligible rainfall during the crop-growing 
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season, such for example as the Sacramento Valley and other parts of 
California, the quantity r is zero. Under these conditions 

U + Df = w + m (56a) 

In conducting field plot experiments it is possible as a rule to select 
plots under which the ground-water table is so low that the amount of 
water absorbed from ground-water sources, g, will be either negligible 
or zero. This is important because it is difficult, if not impracticable, 
to make reliable measurements of g. In relatively uniform soils, the 
quantity m can be measured with fair precision by making moisture 
determinations to a sufficient depth at the beginning and end of the crop- 
growing season. An important element in evaluating m is the deter- 
mination of the apparent specific gravity, As, of the soil in its natural 
position, and to the proper depth. With the apparent specific gravity, 
As, known, the moisture percentage, P^, can easily be converted to the 
equivalent depth of water, d, by use of the reasoning of Chapter IX. 
The quantity m is the amount of capillary water in the soil at the begin- 
ning of the season, minus the amount at the end of the crop-growing 
season, measured in feet. It is, as a rule, a positive quantity, but in 
case of heavy rains or irrigation near the end of the season it may be 
negative. The quantity w is measured by means of any standard water- 
measuring method. The method best suited to the conditions of water 
delivery should be selected. Standard methods of measuring the crop- 
season rainfall are used. The arbitrary element in attempting to evalu- 
ate the influence of the rainfall, r, on crop yield lies in the fact that many 
small rains give rise to much larger evaporation losses than does the 
same amount of water falling in one heavy rain. For this reason, some 
experimenters disregard small crop-season rains as being negligible. 
In any event, however, the crop-seasonal rain, r, is consumptively used 
unless lost by surface run-off or deep percolation. The relative magni- 
tudes of the quantities w, r, m, and g vary from place to place in the arid 
regions. For example, in southern California w may be equal to or 
greater than 5m and r be zero, whereas in parts of Canada r is sometimes 
greater than tf? + m. The quantity g is influenced largely by the depth 
of the water table and the depth of crop roots. 

215. Deep Percolation. — The greatest source of uncertainty, and, 
in some field plot experiments at least, the greatest source of error in the 
measurement of the amounts of water used, is the deep percolation loss’ 
D/. As yet there is no weU-developed method of measuring D/ in con- 
nection with field plot tests. Heavy irrigations doubtless contribute to' 
large values of D/, whereas moderate seasonal quantities of irrigation^ 
water in smaU single irrigations reduce these losses. It is very difficult 
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to a¥oid excessive deep percolation losses in irrigaJing shallow sandy 
and gravelly soils of loose structure, even when small plots are used. 
Doubtless in the irrigation of soils of medium texture and permeability 
the greater rates of loss through deep percolation occur shortly after 
irrigations or heavy rainfall when the soils are nearly, if not completely, 
saturated and the specific water conductivity of the soil is near its max- 
imum. It is important to remember, however, that low* rates of loss 
through downward flow in unsaturated soils, if continued throughout the 
vseason, may amount to excessive losses. As showm in Chapter IX, the 
deep percolation loss from the upper 6 feet of Greenville soil continues 
to be significant long after irrigation of plots which were fully wetted. 

Although, in most of the field plot experiments here reported, Dj has 
not been measured, the results are believed to be of real value in illustrat- 
ing a relation of basic importance between the amount of water consumed 
and the yield of crop. The experimental results also afford a basis for 
estimating net water requirements under conditions typified by the 
experiments. 

216. Review of Experimental Work. — The results of reliable field 
plot studies of the relation of crop yield, y, to water consumed, ?7, form 
in part a very important basis for determining intelligently the net 
quantity of irrigation water that is most economical for a particular 
crop under specified costs and crop prices. Because of the fact that 
water is the limiting factor in arid-region crop production it is especially 
important that irrigators in arid regions be fully informed concerning 
its efficient and economical use. It is not meant to convey the impres- 
sion that knowledge of the crop-yield-consumptive-use relation alone 
will supply all the information essential to economical use of water; 
rather such knowledge forms the foundation on which intelligent use 
of additional essential information rests. In the following pages a brief 
review is made of the results of typical experiments in some of the west- 
ern states. A few of the experiments reported have been conducted 
only during one, two, or three seasons and under marked limitations of 
funds. Therefore, not aU the quantities in equation (56) have been 
measured. Indeed, the rule has been, in the drier regions particularly, 
to neglect the quantities r, g, and D/ of equation (56), which results 
in the implication that U — w. On the other hand, some experimenters 
have recognised the fact that one or more of the quantities r, m, g, and 
D/ influence the crop yield, but as these quantities are controlled by 
natural conditions, some of which are difficult to measure, they have 
really investigated the relation of crop yield to the quantity ti; rather 
than to the quantity [7. To make the results of field plot irrigation 
studies more nearly comparable, wherever conducted, it is desirable to 
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measure ali sources of water, or at least to endeavor to make and report 
dependable estimates of amounts obtained from all sources. Measure- 
ment of the water received by the crop from all sources not only makes 
the results of field plot experiments in arid regions more nearly com- 
parable, but also gives at least an approximation of the relation of crop 
yields to water consumed in semi-arid or humid regions. 

217. Symbols and Curves. — For convenience in referring to crop 
yield, the symbol y is used in general to represent yield. The units in 
which y is measured are specified on the figure for each crop according 



J L- I ^ 1 

/.O ZO 3,0 4,0 6.0 6M 

DEPTH Of WATER JN FEET 

Fig. 116. — Yield-water curves for alfalfa at Davis, California and Higley, Arizona. 


to common usage. Using the symbol y to represent yield, a general rela- 
tion may be stated, namely; 

?/ = a function of U (57) 

Equation (57) asserts that crop yield is influenced by, or depends in part 
on, the amount of water used, or in other words that the crop yield is in 
some way related to the water consumed. The experimental results 
reviewed in this chapter show what this relation of y to U is under the 
soil and climatic conditions of the several experiments. The relation is 
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most easil}^ understood by presenting the results of the experiments in 
the form of graphs. The crop yields are represented by distances oiong 
the x^erticalj or F axis, and the amounts of water coiisuniptively used 
are represented by distances to the right along the horizontal, or X axis. 
Because it is not always possible from, the available records to make re- 
liable estimates of the quantity Uj whereas the quantity w is always 
reported, many of the curves presented represent crop yields produced 
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Fig. 117. — Yield-water curves for alfalfa at Buhl, Idaho. 


with different amounts of irrigation water, w. These curves are desig- 
nated ( 2 /, w) curves. Under soil and climatic conditions like those on 
the University Farm at Daids, California, and the Greenville Experi- 
ment Farm at Logan, Utah, where the annual rainfall is 17 inches, ap- 
proximately, appreciable 3 delds of alfaKa and of wheat are obtained 
without irrigation water. The (y, vo) curves of these crops therefore 
intersect the F axis above the origin, or zero point. If for a particular 
experiment g = 0, but m and D/ are not known, whereas w. and r are 
reported, then the curve representing the experimental results is desig- 
nated [y, (w + r)] curve. On the other hand, if all the quantities w, r, 
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m, and g are known and there is good reason to assume that D/ = 0, 
then the curve is designated as a {y, U) curve. 

The major purpose in presenting the results of typical experiments as 
represented by Figs. 116 to 126 is to show the trend of yield- water rela- 
tions, thus making clear the basic principle involved without attempting 
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Fig. 118 . — Yield-water curves for alfalfa at Reno, Nevada. 


fully to review all the experimental data now available. Basic crops 
such as alfalfa, wheat, potatoes, and sugar beets are considered. 

218. Alfalfa Experiments. — The relations of alfalfa crop yield to 
water used, as determined in field plot measurements in Arizona, Cali- 
fornia, Idaho, Nevada, New Mexico, and Utah, are presented in Figs. 
116 to 120. The horizontal axis of each figure represents depth of water 
annually, in feet. Where only irrigation water is considered the curve 
is designated a (?/, w) curve, as heretofore stated. There have been no 
attempts to measure the quantity g in the studies reported. The quan- 
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tity Df is merely estimated as large or small in connection with each 
particular case. 

Details with reference to soil conditions, precipitation, depth to water 
table, size of plots, and maximum crop yields are summarized in Table 
XXXI. 

TABLE XXXI 


Soil Conditions, Precipitation, Depth to Water Table, etc., at Each of 
THE Several Agricultural Experiment Stations where Studies on 
THE Relation of Alfalfa Yield to Water Consumed were Conducted 





Approxi- 






Depth 

mate 




State 


of 

Average 

Length 

Maximum 

Area 

and 

Class of Soil 

Water 

Annual 

of Exp., 

Yield, 

of Plots, 

City 


Table, 

Precipi- 

Years 

Tons 

Acres 



Feet 

1 

tation, 

Inches 




Higley, Ariz. . . 

Maricopa sandy 
loam 

over 100 

6 

1 

' 8.2 

0.01 

Davis, Calif 

Yolo loam 

20-30 

17 

6 

9.2 

0.28 

Idaho 

Medium clay 


9 

5 

8.2 



loam 

Shallow loam, 






Nevada 

gravel, sand 
subsoil 



5 

6.0 

0.15 





Logan, Utah. . . 

Greenville loam 

60-80 

17 

28 

5.8 

0.04 

Richfield, Utah 

Redfield fine 
sandy loam 

50-70 

8 

2 

5,5 

0.58 


Fig. 116 shows a relatively large consumptive use of water for pro- 
duction of alfalfa at Higley, Arizona, as compared to the consumptive 
use at Davis, California. For example, considering irrigation water 
alone, ir, in order to produce a 6-ton crop at Higley 3.9 feet of water 
were used as compared to 1.2 feet at Davis. The water table at Higley 
is 100 feet deep or more, and hence it is very probable that the quantity 
g of equation (56) is negligible or zero. Measurements of the sum of m 
and r for several crops and in many trials at the Utah Station shows that 
m + T averages about 60 per cent of the annual rainfall. Estimating 
m + T for Higley and other stations where these quantities have not 
been measured it is apparent, from equation (56), if g = 0, that 

U + Df=- w + OSE 

where R = the annual rainfall. Proceeding on this basis, the broken- 
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line curve for Higley was plotted. If the quantity D/ = 0, then prob- 
ably the broken-line curve passes through the origin^ for when U = 0 
it is certain that ^ == 0, because there can be no crop yield without use 
of some water. However, the quantity y may equal zero when U is 
greater than zero because there may be, and usually is, some 'water lost 
from the surface of an experimental plot by evaporation even though 
no crop is produced. It is by no means certain that D/ = 0 for the 
Higley experiments. Fig. 116 shows by extending the broken-line 
Higley curve to the horizontal axis the sum of 17 + D/ would equal 1.5 
feet when ?/ = 0. Since it is very improbable that y would be zero if 
U — 1.5 feet, it follows that Dj was probably a significant quantity, 
or in other words, that an appreciably large amount of water was lost 
from the Higley plots through deep percolation. 

Extending the broken-line Davis curve to the F axis indicates that when 
the sum t/ + D/ = 0, the alfalfa yield was approximately 2.5 tons per 
acre. But it will be remembered that the [yj {U + D/)] curve for alfalfa 
at Davis was made on the basis of the assumption that the quantity 
g = 0. It is obvious that U could not equal zero when y = 2,5 tons, 
because crops cannot grow without consuming water. Therefore, since 
the sum U + D/ = 0 when y = 2.5 tons, and since U must be greater 
than zero, it is apparent for the check plot on which le; = 0 that 

[7 = w + r + (gr — D/) > 0* 

At Davis, California, r = 0, as a rule, and m is greater than zero. 
Therefore, since m + (g — D/) > 0, it follows that the crop on the check 
plot for which w = 0 probably received some water from ground-water 
sources. If D/ were zero then g may equal zero and still satisfy the 
above relation, meaning in this case that the water stored in the soil 
from the winter rains was the only source of supply to produce 2.5 tons 
of alfalfa. 

The speculations of the foregoing paragraph indicate some of the diffi- 
culties in interpreting experimental observations of the relation of crop 
yield to water consumed and stress the importance of measuring the 
water obtained from aU possible sources. 

Deep percolation is probably a greater source of loss than is ordinarily 
recognized, but in experimental plots it is of course probable that the 
plots on which w is large sustain the greater percolation losses. 

Complete saturation of the soil pore space is not essential to cause 
appreciable percolation losses. For example, consider an ideal soil of 
uniform texture and structure having a capillary moisture content and 


The symbol > means *'is greater than.” 
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distribution such that there is no v/nbadanced capillary force. The net 
downward force would then be 32.2 pounds per unit mass (foot-pound- 
second units), and the downward flow, as given by Table XX would be 
0.3 cubic foot per square foot per 24 hours for a soil having a specific 
water conductivity of 1.08 X 10"^ If such a soil moisture condition 
were maintained during one-half the time of a 4-month irrigation season 
the total downward flow of capillary water, i.e., D/, would be equal to 
60 X .03 = 1.8 cubic feet per square foot. However, the specific water 
conductivity probably decreases with decrease in moisture content, and 
it is therefore probable that deep layers of fine-textured dry soils under 
experimental plots may form an effective temporary barrier to excessive 
deep percolation losses of water in the capillary form. 

The foregoing statements of possible conditions regarding ground- 
water contributions and deep percolation losses at Davis, California, are 
given for the purpose of indicating the problems which confront those 
who conduct experiments on consumptive use-yield relations. Though 
admittedly conjectural as to the proper interpretation of experiments 
already completed, such analysis may be helpful to those who plan new 
experiments to be conducted on field plots. 

Comparisons of Figs. 116 to 120 show that in only one case an exces- 
sive amount of water actually caused a decrease in alfalfa yield. At 
Davis, California, the yield for w = 5 feet is almost 1 ton less per acre 
than it is for w = 3 feet. All the other alfalfa experiments reported, 
except those at Logan, Utah, show a continuous increase in y as u; is 
increased. It is important to note, however, that the greater rate of 
increase in yield with increase in water usually occurs in the region of 
smaller quantities of water. For example, at Davis, California, an in- 
crease in w from 1.0 foot to 1.5 feet caused an increase in y of 1.2 tons, 
whereas increasing w from 2.5 to 3.0 feet increased y only slightly more 
than 0.2 ton. The rate of change of y with w is designated by the ratio 
dy/dw, as indicated on the University Farm (y, w) curve of Fig. 116. 
This ratio dy/dw is designated the slope of the curve at any point on 
the curve. On the (y, w) curve of Fig. 116 for the Davis experiments, 
for values of w greater than 3 feet, y decreases, and hence the slope of 
the (y, w) curve is negative. The slope of the (y, w) curve of Fig. 119 
representing the alfalfa experimental work at Logan, Utah, is relatively 
sTna.11 even for small values of w, and for values of w in excess of 2.5 feet 
dy/dw = 0, approximately, meaning that further increase in w gives 
substantially no change in the yield of alfalfa. The rate of increase 
dy/dw in the Sevier VaUey, Utah, as shown on Fig. 120, is quite high 
between values of w from 1.5 to 2.0 feet, but dy/dw becomes smaller 
for values of w over 2 feet, and the form of the curve suggests that it 
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would have been 2 ero at a w not greatly in excess of the maximum 
actually used. 

219. Using Experimental Results. — Students of irrigation problems 
early learn that making proper use of results of experimental data is a 
desired goal difficult of attainment. Some dependable conclusions are 
easily reached in examination of a (y, w) curve like the one representing 
the results of the Davis experiments. For example, it is obvious that 
under the conditions of the Davis experiments amounts of water in excess 
of 3 feet are detrimental to the crop and are wastefully used. However, 
to ascertain the w that will assure the most economical use of water is a 
more difficult task. Different cost factors and also differences in crop 
values influence this essential determination. A general solution of the 
problem showing how to determine the most economical w was developed 
by Harry S. Clyde while working under the direction of Dr. Willard 
Gardner and the author. This solution is considered in Chapter XVIII. 
The utility of the solution referred to rests on the establishment experi- 
mentally of reliable (y, w) curves for many crops on different soils in 
various irrigated regions, and on having available complete and depend- 
able cost data and crop prices. Therefore, before studying thoroughly 
the general method of interpreting or using experimental results of yield- 
water curves the student will probably be interested in examining the 
results of experiments with some important grain and root crops. 

220. Grain Crops. — Results of field plot experiments on the relation 
of water used to yield of wheat, oats, and corn at Logan, Utah, and wheat 
at Gooding, Idaho, are presented in Figs. 121 to 124 inclusive. Each 
(y, w) curve shows a measurable decrease in y when w is very large. 
Fig. 121 reports 28 years of experimental work on the relation otytow 
and y to {w + r m) for wheat production on the Greenville Farm at 
Logan, Utah. It shows that an average of approximately 35 bushels 
of wheat per acre can be produced without irrigation. The curve shows 
very little advantage, if any, in using a win excess of 1 foot, a slight de- 
crease in y for w over 2 feet, and up to 4.5 feet. Remembering that, for 
Greenville soil, the quantity g = 0^ and assuming that on the wheat 
plots which received very small amounts of water D/ = 0, it follows 
from equation (56) that U = w + r+ m. For wheat r + m = 1.15 feet, 
as stated in Chapter XIV. On this basis, the broken-line curve of Fig. 
121 is constructed. As heretofore shown, the (?/, U) curve must either 
pass through the origin or intersect the X axis to the right of the origin. 

Fig. 122 presents the [y, (w + r)] curve for spring wheat at Gooding, 
Idaho. Definite knowledge as to m and g at Gooding is not available. 

Figs. 123 and 124 present the results of extended experiments concern- 
ing the influence of water on the yield of oats and corn near Logan, Utah, 
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Fig. 121. — Yield-water curves for wheat at Logan, Utah. 
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on the Greenville Farm. Both figures show a marked decline in the 
yield for excessive amounts of water. 

Fig. 123 shows that dy/dw is negligible for values of w in excess of 2 feet 
for oats, and Fig. 124 shows a similar condition for corn with values of 
w greater than 1.5 feet. 

221. Root Crops. — Figs, 125 and 126 present the results of 28 years^ 
work with potatoes and sugar beets, respectively. That potatoes are 
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Fig. 123. — Yield-water curves for oats at Logan, Utah. 


very sensitive to irrigation is apparent from Fig. 125, which shows a 
steep {y, w) curve, or large values of dy/dw for both deficient and exces- 
sive amounts of water. For amounts of w over 2.5 feet, dy/dw is very- 
small; it is zero at to = 3.0 feet and negative for w in excess of 3 feet. 
Fig. 126 shows that dy/dw is very small for w over 2 feet, zero at 2.5 feet, 
and negative beyond. 
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222. D iminishing Retums. — The curves presented in this chapter 
are to be considered as typical of a general relation between crop yield 
and water used. No attempt is made to present all the available experi- 
mental results bearing on the problem. A complete report of all the 
results is impracticable because of the large space such a report would 
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Fig. 124. — Yield-water curves for corn at Logan, Utah. 


require. Moreover, reporting all available data is not essential to the 
purposes of this chapter. Suffice it to say that a large body of experi- 
mental data supports the general conclusion that, for most of the impor- 
tant crops produced under irrigation, the law of diminishing returns 
applies when the quantities w and U are increased beyond a certain 
rnim'mnm which is essential to the maturity of any crop. The applica- 
tion of this law is illustrated by measuring the slope of the curve at any 
point on the curve, whether it be a (y, w) or a (y, U) curve. Naturally, 
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Fig. 126. — Yield-water curves for sugar beets at Logan, Utah together with the 
slope of the (?/, w) curve at points where ta — 2.1 feet and 2.5 feet. (279) 
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a sound interpretation of the {y, w) curve is of particular significance 
because, under proper conditions of storage of water, man has complete 
control of w, no control of r, and only partial control of D/, m, and g. 
The region of the (^, w) curve immediately to the left of the point of 
maximum crop yield is of special importance. If water costs are very 
low and crop values comparatively high, it may be most economical to 
apply the w that gives the maximum yield. On the contrary, high water 
costs and low crop values tend to make lesser amounts of water more 
economical. The basis and procedure essential to a reliable interpreta- 
tion of the {y, w) curve are further considered in Chapter XVIIL 
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CHAPTEE XVI 

SOCIAL AND ADMINISTRATIVE ASPECTS OF IRRIGATION^ 

Some national governmental agencies throughout the world have 
been active in construction of irrigation projects and in management of 
the enterprises after construction was completed. The work of the 
English government in cooperation with the Indian government in 
India and with other governmental agencies in Egypt and in Australia 
is especially noteworthy. Discussion of irrigation organization and 
administration here is confined to the types of irrigation enterprises in 
the arid regions of the United States. There are, broadly speaking, two 
types, namely, private and public. Private enterprises include indh 
vidual projects, and mutual and commercial company organizations. 
The public enterprises naturally fall into two rather distinct classes, 
namely: 

(1) Those in which public laws prescribe procedure and public 

agencies participate in the organization and management of 
the enterprise without assuming any direct financial respon- 
sibility, herein designated as quasi-public; and 

(2) Those organized under public laws, administered by public 

agencies, and financed with public funds, here designated as 
public irrigation enterprises. 

Projects constructed under the Federal Desert Land Act and the Carey 
Act, together with those under the several state irrigation district acts, 
are considered quasi-public; and those financed by public agencies, 
whether city, state, or federal, are considered as public projects. 

223. Individual Enterprises. — Comparatively few irrigation projects 
are built and operated by individuals working alone. Small streams 
closely adjacent to arable land in isolated sections favor individual effort 
in irrigation. Also, where ground water is available for pumping, or 
where other water sources may be best developed by small pumping 
plants, individuals build and operate their own irrigation projects. The 
advantages claimed for individual enterprises are that they permit the 
farmer to irrigate at any time he desires, so that he can regulate his own 

* Parts of this chapter are taken from a chapter on Irrigation Organization and 
Administration prepared by the author for the Agricultural Engineering Handbook 
to be published by the McGraw-Hili Book Company. 
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practices, and that he is independent of the assessments, rules, regula- 
tions, and irrigation practices of his neighbors. 

Individual irrigation activity is usually more expensive than the com- 
bined activity of groups who need irrigation water, and, moreover, it is 
rigorously restricted by nature since it is quite impossible, as a rule, for 
the farmer to build the storage works, diversion weirs, and canals neces- 
sary to provide water for lands which are at great distances from the 
sources of water supply. 

224. Mutual Associations. — Beyond the capacity of the individual 
to develop, there are water resources and arable lands which can be 
brought together by small groups of individuals forming voluntarily an 
association for the purpose of constructing and operating an irrigation 
system. The perpetuity of the unincorporated mutual association, 
sometimes designated as a mutual company, rests largely on the fairness 
and congeniality of each member, because the association provides no 
means of legally enforcing the pa 3 unents of dues or of enforcing contribu- 
tions in other ways to the expenses of maintenance, betterments, renew- 
als, and operation or expansion of the project. In general, the major 
asset of the association is the labor of its members. Its activities are 
limited to small projects which require no difficult construction and but 
little capital. 

226. The Mutual Irrigation Company. — A corporate* body of irriga- 
tors, voluntarily organized for the purpose of supplying water to its 
stockholders, is known as a mutual company. It is a non-profit organ- 
ization for the delivery of water at cost to its members only. It obtains 
its revenues by stock assessments, and its dividends consist of water 
delivered in proportion to the stock owned by each irrigator. It en- 
forces payment of assessments by the sale of stock if necessary. The 
stockholders delegate the responsibility of management to a board of 
directors, from three to seven or more, elected by ballot. Each stock- 
holder has as many votes as he owns shares of stock. The tenure of 
office of directors, fixed by the articles of incorporation, ranges from one 
to three or more years. The directors elect one of their members as 
president and appoint a secretary, treasurer, and water master, any of 
whom may or may not be directors. The functions of secretary and 
treasurer are common to these offices in all corporations; the function 
of the water master is unique to irrigation companies. In the small irri- 
gation companies the water master has charge of the project operation 
and maintenance including the distribution of water to stockholders. 
The water master on many projects, with the aid of crude check gates, 

* Incorporation, though usually advisable, is not essential to the creation of a 
mutual company. In this article only corporate mutual companies are considered. 
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take-out gates^ and diversion structures, is expected to distribute equi- 
tably a valuable commodity to numerous claimants. The average irri- 
gator cannot measure water, and hence it is eas}^ for him to feel that he 
is receiving less than the amount to which he is entitled and that some 
favored stockholder is getting too much. The result is that the water 
master, during the months of low stream flow, and particularly during 
the dry years, is a target for considerable unjust criticism. 

The larger mutual companies sometimes employ an engineer-manager 
who is given the responsibility of water distribution, and to whom the 
water masters, one for each of several districts, are instructed to report. 
Though required to conform to state corporation laws, the mutual com- 
pany has wide flexibility. It is especially suited to maintenance and 
operation of irrigation projects and is the dominant type of operating 
organization in Colorado, Utah, and Southern California (aside from 
Colorado River areas) ; is prominent in portions of Montana, Wyoming, 
Idaho, and Oregon, and one phase is widespread in New Mexico.’^ 

Mutual companies are as a rule exempt from general taxation so long 
as they are used for the service of their own members only. Some 
states relieve mutual irrigation companies from the payment of the 
license tax assessed against corporations. 

226. Commercial Companies. — The irrigation enterprise which sup- 
plies water for compensation to irrigators who have no direct financial 
interest in the irrigation works, or who hold an equity which has not 
yet ripened into actual ownership and control, is designated a commercial 
irrigation company. Some commercial companies furnish water on an 
annual rental basis; others sell the prospective irrigator a water right 
and in addition charge an annual rental; and some sell a water right 
which carries with it a perpetual interest in the irrigation system. Com- 
mercial enterprises of the latter type ultimately become mutual conipanies 
in which the irrigation works are owned and operated by the irrigators. 
Service rates of companies furnishing water on an annual rental basis 
are generally subject to public regulation as a result of dedication of the 
water to public use. The annual rentals charged by companies which 
sell water rights are not subject to public regulation if the contracts for 
sale of rights and charging of rentals are held to be private contracts. 

Large sums of money have been lost by investors in commercial irriga- 
tion projects, owing chiefly to the failure to “ tie ” the water to the land, 
faulty colonization methods j inadequacy of 'private contract operation 
charges^ and inability of users under public utility irrigation enterprises 
to pay adequate rates. Securities of commercial companies are not, as a 

* Hutchins, Wells A., Mutual Irrigation Companies, U. S. D. A. BuL 82. 1929. 
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rule, popular in the financial markets, and the position of this form of 
organization in irrigation development is less influential than that of 
other types of enterprises. The most important practical problems con- 
nected with these companies today are involved in the public regulation of 
their rates and service, 

Hutchins has recently given special consideration to a study of com- 
mercial irrigation companies. His conclusions as to present usefulness 
of commercial companies as a means of best serving the interests of 
water users are given below: 

During an agricultural depression water users may be individually 
better off under a utility than under a community organization, if they 
can convince the rate-fixing commission that existing charges are higher 
than the lands can stand. Reduced rates, however, will probably mean 
poorer service. Aside from this doubtful advantage, the water user 
ordinarily has little reason to prefer the .public utility to the district or 
mutual company from the standpoint of operating the system serving 
him or improving its facilities, provided he chooses the directors of his 
community enterprise wisely and is willing to spend the money neces- 
sary to hire an able executive. With equal managerial ability and 
authority, an irrigation district can be operated more economically than 
a utility, because of its power to spread charges over all irrigable areas 
and for other reasons, . . . and is therefore more desirable from the 
rate-payer's standpoint. District and mutual company charges, further- 
more, include amortization of the cost of construction, rather than a 
perpetual profit to outsiders on capital invested. District bond markets 
have been active at certain periods during the present century, whereas 
money for commercial enterprises has been increasingly diflScult to ob- 
tain. Consequently the possibility of financing needed storage, exten- 
sion, and improvement work through district bond issues has been a 
most important inducement to water users to buy commercial systems 
serving them, districts being preferred to mutual companies primarily 
because of their better bond markets. In view of these conditions, the 
trend from commercial to district ownership of irrigation works has 
been marked, especially during the past 12 to 15 years; and with the 
district's superiority for operation and supplemental development pur- 
poses established, there is no apparent reason why the trend should 
not continue." 

227. Desert Land Act. — To encourage the irrigation of the public 
arid lands, Congress in 1877 provided that any citizen over 21 years of 
age may obtain title to 640 acres of desert land upon providing for its 
irrigation and paying a nominal fee. In 1891 the area was restricted to 
320 acres. Entr 3 mien are required to pay 25 cents an acre at the time 
of filing, and to make an expenditure of not less than $1.00 an acre during 
each of the first three years. A period of four years, with a possible 
extension of three years, is allowed in which to complete the require- 
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ments of the Land Office. The act is operative in all the irri.t?alioii 
states but Kansas, Nebraska, and Oklahoma. The only rf^sidciiice 
requirement is that the applicant must reside in the state. The act 
has been very popular. 

228. The Carey Act. — To avoid the repetition of irrigation project 
failures which occurred in private irrigation development during the 
years 1880 to 1893, Congress, in 1894, passed the Carey Act, iiained for 
Senator Joseph M. Carey of Wyoming. By the Carey Act, the Secre- 
tary of the Interior, with the approval of the President, was authorized 
to grant each state having desei't lands an area not exceeding 1,000,000 
acres of such lands as the state may cause to be irrigated, reclaimed, 
occupied, and not less than twenty acres of each one hundred and sixty- 
acre tract cultivated by actual settlers, within ten years after the passage 
of this act.” In 1896 Congress authorized the state to create liens to 
cover construction costs and provide that patent should issue to the state 
when a water supply was available, without regard to settlement or cul- 
tivation, but that the United States should in no way be liable for such 
a lien. 

In 1901 the 10-year period was made to run from the date of ap- 
proval by the Secretary of the Interior of the Statens Application for 
the segregation of such lands,” and the Secretary was authorized to 
grant an extension, not exceeding five years. 

Twelve states, by exacting the necessary legislation, have accepted 
the provisions of the Carey Act, and reclamation under its provision 
has been accomplished in Colorado, Idaho, Montana, Oregon, and 
Wyoming, the act having been followed most extensively in Idaho 
and Wyoming. The Carey Act proceedings for the state have been 
entrusted to a special board that receives the application from the con- 
tractor who initiates the project. The requests to the Secretary of the 
Interior for segregation are made by the board, which also announces 
the price to be paid to the state for the land and to the contractor for a 
perpetual water right. Upon payment of a sufficient part of the water- 
right charges to the contractor, the management of Carey Act projects 
usually passes to the irrigators, and the development company is suc- 
ceeded by a mutual irrigation company. 

229. Irrigation Districts. — An irrigation district is a quasi-public 
corporation for providing water for lands within its boundaries. 

The fundamental attributes to an irrigation district are authoritatively 
given by Hutchins* as follows: 

* Hutchins, Wells A., Irrigation Districts, Their Organization, Operation and 
Financing, U. a D. A., Technical Bui. 254. 1931. 
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“ It is a public corporation, a political subdivision of a State with 
defined geographical boundaries. It is created under authority of the 
State legislature through designated public officials or courts at the in- 
stance and with the consent of a designated fraction of the landowners 
or of the citizens, as the case may be, of the particular territory involved. 
Being public and political, the formation of a district is not dependent 
upon the consent of all persons concerned, but may be brought about 
against the wishes of the minority. In this respect the district differs 
fundamentally from the voluntary mutual company and the commer- 
cial irrigation company. 

'' It is a cooperative undertaking, a self-governing institution, managed 
and operated by the landowners or citizens within the district. Super- 
vision by State officials is provided for to the extent of seeing that the 
laws are enforced, and in most States is extended in greater or less degree 
over organization, plans and estimates prior to bond issues, and con- 
struction of works. 

It may issue bonds for the construction or acquisition of irrigation 
works, which bonds are payable from the proceeds of assessments levied 
upon the land. 

“ Hence, it has the taxing power. Each assessment becomes a lien 
upon the land. While the ultimate source of revenue, therefore, is 
the assessment, an additional source frequently provided for is the toll 
charged for water. 

Other revenue may in some cases be obtained from the sale or rental 
of water or power to lands or persons outside the district. 

Finally, the purpose of the irrigation district is to obtain a water 
supply and to distribute the water for the irrigation of lands within the 
district. Additional authority is granted irrigation districts, almost 
without exception, to provide for drainage. In some States districts 
may also develop electric power. These additional powers, however, 
are subsidiary and are intended to make more effective the principal 
function of the organization, which is to provide irrigation water. 

Approximately five-eighths of the irrigation districts created in the 
West are classed as successful, and three-eighths are inoperative. 
Hutchins’ excellent recent summary (1931) of reasons for failure or suc- 
cess of irrigation districts is of value not only to these who are interested 
in irrigation districts but to all students of irrigation, and is therefore 
given below: 

Reasons foe Success oe Failuee 

'' The successful irrigation districts are those in which, in addition to 
securing and distributing water effectively, annual income is derived 
from the soil year after year in amounts sufficient to pay interest and 
maintenance and operation charges promptly and to retire the principal 
of the bonds at maturity. If such conditions obtain, the project is 
said to be economically feasible. The experience of irrigation districts 
has shown that economic feasibility depends upon (1) productivity of 
soil; (2) sufficiency and stability of water supply; ,(3) soundness of 
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construction and adequacy of service of irrigation iind draiiuigc' works; 

(4) settlement of the land by farmers of character^ aJiilify^ and lufains; 

(5) availability and capacity of markets; (6) reasoiiableiK‘ss of caf)ilai 
and operating charges; and (7) allowance for a widf‘ margin of safely, 
or permissible cost, above the charge determined upon as reasciiiaf)Ie, 
which, the lands must be able to bear if the projc‘ct is to be eoTisidere‘d 
feasible. 

“ The sixth and seventh elements together depend direel 1}^ upon the 
five preceding ones and beco.me the final measure of econoiiiic fiaisihillly. 
Changes in the physical and economic conditions invohi.Hl in the othca* 
elements necessarily affect the annual charges in greater or less cic^gna^ 
either by way of increasing or decreasing the absolute costs or by 
changing the relative capacity of district lands to bear the fixed costs. 
Hence, a given annual charge may be reasonable at one time iiruier a 
certain combination of conditions yet may prove unreasonably high nt 
another time under entirely different conditions. There is no formula 
by which economic feasibility may be unalterably determined. Never- 
theless, soil, agronomic, and engineering determinations may be carried 
to a satisfactory degree of refinement, and the need for a proposed devel- 
opment may be judged on the basis of physical and economic conditions 
and trends evident at the time the project charges are under consider- 
ation, with a wide margin of safety to allow for unfavorable changes 
not then foreseen. Experience of the 10 years following the World War 
shows all too clearly the necessity for laying more stress upon this sev- 
enth fundamental. 

Types of agriculture may and do change. It appears that certain 
new districts capitalized on the basis of high-value crops would have 
been better off if their financing had been based altogether upon the 
probable returns from lower-value crops of proven adaptability. That 
done, the prospective ultimate establishment of a type of agriculture 
promising greater profits would tend to a sounder development and 
thereby enhance the security for the district’s bonds. 

Failure 

Past causes of failure of irrigation districts may be reduced to the 
following general classes: 

(a) “ Some of the earliest districts met disaster or at least years of 
obstruction because of the inclusion of too much land belonging to per- 
sons opposed to district organization. This cause of failure, while still 
to be reckoned with, is not so pronounced as it was some years ago, 

(b) Inclusion of large areas of land incapable of bearing their share 
of the burden of taxation has resulted in considerable trouble. It is 
the area that is actually irrigable and capable of producing satisfactory 
crops that in the last analysis is responsible for the district debts. This 
is true from the standpoint of bondholders in any event, and also from 
the standpoint of assessment payers in the large number of States which 
provide for general liability of ail lands for payment of obligations. So- 
called shoestring ” and '^spotted” development, resulting in dis- 
proportionate maintenance and operating expenses, has likewise been 
unfavorable to success. 
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“ Before public lands were made liable to inclusion within irrigation 
districts, some districts which had placed too great dependence upon 
the involuntary incorporation of such areas found themselves embar- 
rassed by the lack of revenue therefrom. 

(c) '' Inclusion of more land than could be adequately irrigated with 
the available water supply has been a fruitful source of trouble to dis- 
tricts. Remedying such a situation necessarily involves a higher acreage 
cost than anticipated, either by securing additional supplies of water 
for the entire area or by eliminating portions of the district and concen- 
trating all the water and all the cost on the remaining portions. In 
some cases this has not been fatal, but the wide margin allowed in other 
cases between the early productive value of the land and the cost of the 
irrigation system has been sufficient to cause failure. 

(d) ‘‘ A condition frequently found in irrigation districts promoted 
for profit has been the unduly large difference between the actual cost 
of construction and the price the settlers had to pay. For example, a 
system costing, say $50 per acre, has sometimes been sold to or built for 
the settlers for $75 per acre, the difference of $25 per acre, or one-third 
of the bond issue, constituting promotion profits. Legislative attempts 
to prevent overcapitalization by providing that bonds should not be 
disposed of for less than 90 or 95, or even par, did not hinder promoters 
from placing excessive valuations upon the works and trading them for 
district bonds at what purported to be a legal figure. The difficulty 
with such an overcapitalized district was that the additional charge of 
$25 per acre sometimes represented the difference between success and 
failure. 

(e) Unwise location of irrigation works, faulty design and con- 
struction, poor choice of materials, disaster to irrigation works, and un- 
duly heavy maintenance and operation charges have been responsible 
for some of the troubles of irrigation districts. 

(/) Settlement of sufficient land to provide revenue for district re- 
quirements is vital to the success of any irrigation district. Irrigation 
enterprises of all types are dependent for eventual success upon the 
same thing; but the method of financing an irrigation district through 
the disposal of bonds makes the rapid settlement of land especially im- 
portant for the district is dependent upon its own efforts for money to 
operate the system and must in addition provide for interest payments 
on bonds. Capitalization of interest on the bond issue eases but does 
not wholly relieve the situation. It is essential that the districts be- 
come self-supporting quickly. Coupled with such necessity is the need 
for having the right kind of settlers from the standpoint of integrity, 
industry, adaptability, and financial resources. Lack of adequate land 
occupation by capable and well-equipped settlers or of a workable col- 
onization plan has been a source of trouble in a number of districts and 
has prevented the financing of others. 

Success 

^^Some district enterprises in which the security for the bonded in- 
debtedness remained to be created have attained success because they 
have combined the features necessary to rapid development of the land 
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and production of income. But the proportion of fllFirlets of this type 
that have proved successful from all standpoints is small in comparison 
with the proportion of successful districts in which at least a fair amount 
of the security existed at the time of organization. Bupplemeiii al devel- 
opment of itself does not insure adequacy of the security, as is e\icleiit 
from the numerous cases in which districts formcMil to "take over and 
extend existing systems have added impossible burdens to lands already 
in a fair state of cultivation. Nor is the value of the lands at any par- 
ticular time a safe measure of the security, inasmuch as land values 
change and their earning capacity varies with the demand for farm prod- 
ucts to which they are adapted. While construction of entirely new 
irrigation works does not necessarily imply a speculative district enter- 
prise, yet the status of districts formed for the several classes of irriga- 
tion development . . . indicates clearly that districts formed primarily 
for supplemental development have more generally attained their ends. 
Furthermore, the class of districts formed for extensions, betterments, 
and other supplemental purposes has provided relatively many more 
cases of perfect records in payment of bond obligations than have the 
groups organized for new construction. Supplemental development 
implies some prior development through which values have been cre- 
ated and irrigation works constructed and put into operation, together 
with a certain amount of income already accruing from irrigation. As 
the irrigation district is dependent upon revenue, it has followed that 
conditions making possible immediate and adequate revenue have gone 
far toward insuring financial success. Supplemental development nat- 
urally has more often embraced such conditions. 

As a general rule, therefore, the successful districts have been those 
formed for purchase and operation by the landowners of constructed 
systems which were going concerns for extension of existing systems 
to cover adjacent unirrigated lands where the cost of extension has not 
been so far out of proportion to the original cost as to cast an unduly 
heavy burden on the entire project, for improvement of existing systems, 
for providing needed additional amounts of water for already irrigated 
lands, for contracting with the United States on Federal reclamation 
projects for payment of construction and operation costs and for 
eventual operation, and for building new irrigation systems in sections 
already productive under dry-farming methods where development of 
irrigated farms has followed rapidly or where the cost of irrigation has 
been kept within the earning capacity of tracts partly irrigated and partly 
dry farmed. In any event, the irrigation districts that have kept up 
their payments of interest and principal have been those older districts 
with low capital and operating charges and those more recent ones that 
have had substantial reserves to tide them over the postwar depression.^’ 

The achievements, the diflaculties, the financing, and the pertinent 
legislative features of the several states are summarized by Hutchins as 
follows: 

Throughout the 44 years of its history the irrigation district has 
occupied an increasingly important place in western irrigation affairs. 
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In many sections of the West the district is now the dominant type of 
irrigation organization. At the end of 1928, 801 irrigation districts 
had been formed, of which 407 were then operating, 10 under con- 
struction, 82 in preliminary stages, and 302 inactive. The 499 active 
districts included 10,311,098 irrigable acres, of which 6,908,277 acres 
were in operating districts. Approximately 4,060,600 acres in operating 
districts received water in 1928 from district-operated systems. 

The district movement has encountered many vicissitudes. On the 
one hand, it has been exploited for the gain of individuals and has been 
used both honestly and dishonestly for the furtherance of developments 
which subsequently proved to be unsound. On the other hand, it has 
led in whole or in part to the establishment of many important agricul- 
tural communities and to the improvement of many others. . . . 

Irrigation-district bonds aggregating $224,843,197 had been sold to 
the end of 1928. Of this amount 71 per cent were then in good standing; 
that is, all payments of principal and interest so far due had been made 
in full. This percentage is the same as it was at the end of 1921 for bonds 
sold to that time. During the 18 months from January 1, 1929 to 
June 30, 1930, the development of fresh defaults has reduced this per- 
centage to 67 or less. . . . 

The revenue of an irrigation district depends so largely upon the 
costs and returns of the landowners^ individual business that it can not 
remain wholly unaffected by unfavorable economic conditions. Ex- 
perience has shown the necessity for more extensive determinations of 
economic feasibility prior to district financing, and particularly for the 
inclusion in the cost estimates of a decidedly larger safety factor than 
was thought necessary 10 years ago. Maintenance of district bond 
integrity requires a full and frank recognition of this necessity. The 
only apparent alternative is the calling upon public or private investors 
to share in the cost of development. Public subsidy for irrigation is a 
controversial matter. The private investor in bonds for income pur- 
poses should obviously not be expected to incur a cost which experience 
shows to be in a large measure avoidable. 

The bonding feature has been and still is susceptible of abuse. 
Supervision by State officials over the organization and financing of 
districts has been of material influence in reducing the abuses. Such 
supervision may be made even more effective by amplifying the author- 
ity of the State officials and making adequate appropriations, particu- 
larly for determinations of economic feasibility. 

Certification of bonds by the State has been authorized by law in 
10 States. In three States the certification laws have been repealed as 
a result of severe criticism of weak features. Certification is of little 
importance in district financing in several States, but it is very impor- 
tant and has strong backing in several others. ... 

Several States have invested State funds in irrigation-district 
securities. Washington, Oregon, and Wyoming have done this with a 
view of aiding district development. The first two States have suffered 
extensive losses through such programs, while all irrigation district 
bonds bought by the State of Wyoming are in good standing. 

^tMany districts have had close relations with the Bureau of Reclama- 
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tion of the United States Department of the Interior. The bureau has 
financed the construction of various districts. The total indebtedness 
of irrigation districts to the United States provided by completed and 
uncompleted construction contracts not covered by bonds has amounted 
to $139,268,669 of which $17,119,220 had been paid by June 30, 1929, 
leaving $122,149,449 then outstanding. 

Qualifications of voters at district elections in most States, particu- 
larly in elections to create indebtedness, include property qualifications. 

District assessments for cost of construction or acquisition of works 
are based in some States upon the value of the land, are uniform upon 
all lands in others, are apportioned according to the benefits in stiU 
others, and according to water allotment in one State. The ad valorem 
and benefit methods afford the greater flexibility in levying assessments. 
Assessments for cost of operation are sometimes levied on a basis differ- 
ent from that of construction assessments and may usually be supple- 
mented or superseded by tolls for water. 

“ Distribution of water is pro rata to all lands in some States, accord- 
ing to beneficial use in others, and according to the value of the land as 
provided by several statutes. Distribution according to land values is 
not followed by all districts in States which provide for it, owing to 
possible inequities resulting from such requirement.’^ 

The States of Utah, California, Nebraska, Washington, Oregon and 
Wyoming have promoted irrigation district development either through 
the purchase of district bonds, or the advance of interest on bonds. 

230. Public Irrigation Agencies. — In the early days of Utah irrigation 
development it was customary for the municipal governments to own 
and operate irrigation projects. The four major cities of the state all 
owned and operated the irrigation systems at the expense of the general 
public so long as they were primarily agricultural communities. When 
the industrial and commercial activities of the cities became dominant, 
the control of the irrigation systems gradually passed to the irrigators 
under the organization of mutual companies. Utah has also used state 
funds to construct irrigation works. 

Extensive use of public funds for irrigation construction began in 
1902, when Congress provided that 95 per cent of the proceeds from 
the sale of public lands in the western states should constitute a revolv- 
ing reclamation fund. 

231. United States Reclamation Projects. — The enactment of the 
Reclamation law in 1902 was noteworthy in first providing direct use of 
federal funds without interest for construction of large irrigation projects. 

The salient features of projects constructed by the United States 
under the Reclamation laws are: 

(a) The settler has the use of public non-interest-bearing money 
and a period of 20 or more years in which to repay construction 
costs. 
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(b) Public lands for which the development of a water supply was 

so costly as to be in general unattractive to private capital 
were included in many federal projects. 

(c) Until a substantial part of the construction charges are paid, 

the project is under complete control of the Federal Bureau 
of Reclamation. 

(d) Annual pa3mients of construction charges and annual operation 

and maintenance costs are fixed by the Bureau and paid by 
the settler to its representatives. 

The essentials of success, as on irrigation districts, have proved to be 
productive land, sufficient water, reasonable construction costs, and 
adequate land settlement. 

The Bureau of Reclamation has made an outstanding contribution 
in the design and building of engineering structures of large magnitude. 
A quarter-century of activity has resulted in the completion of structures 
as tabulated below. 

CONSTKUCTION RESULTS. BUEEAU OF RECLAMATION 

To June, 1930 


i Storage and diversion dams 105 

> Reservoir capacity (acre-feet) 12,970,528 

Canals, ditches, and drains (miles) 16,990 

Tunnels 124 

Length (feet) 176,700 

Canal structures 161,469 

Bridges 11,864 

Length (feet) 282,600 

Culverts 14,675 

Length (feet) 567,807 

Pipe (linear feet) 4,279,249 

Flumes 5,260 

Length (feet) 871,304 

Power plants 37 

Power developed (horsepower) 189,348 

Telephone lines (miles) . . . . ! 4,010 

Transmission lines (miles) 3,204 

Excavation (cubic yards) 292,105,859 


The construction achievements of the Bureau of Reclamation give 
some idea of the engineering problems of modern irrigation development. 

Ultimately all federal irrigation projects will be owned and operated 
by the irrigators as some now are. Either a mutual irrigation company 
or an irrigation district is created by the irrigators when they assume 
control; and through this organization they conduct their affairs with 
the government. 
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232. Elements of Water Laws. — Two basic doctrines, antagonistic 
to each other, are recognized in western water law. 

The doctrine of appropriation asserts that all water rights are based 
on use; that use creates the right, and that disuse destroys or forfeits it. 
Beneficial use is declared the basis, the measure, and the limit of the 
right. 

According to the common-law doctrine of riparian rights, each owner 
along a stream is entitled to have the water flow in its natural channel 
undiminished in quantity and unpolluted in quality. A modified rule of 
the riparian doctrine was fixed by the California Supreme Court in the 
case of Lux vs, Haggin, in which the court held that the riparian right 
was a part and parcel of the land, neither created by use nor destroyed 
or suspended by disuse. The court said: 

The right in each extends to the natural and usual flow of all the 
water, unless where the quantity has been diminished as a consequence 
of the reasonable application of it by other riparian owners for purposes 
hereafter to be mentioned. 

By our law the riparian proprietors are entitled to a reasonable use 
of the waters of the stream for the purpose of irrigation. What is such 
reasonable use is a question of fact, and depends upon the circumstances 
appearing in each particular case.’^ 

The riparian-right doctrine has been abrogated in Utah and each of the 
six adjoining states and also in Montana, whereas the nine additional 
western states have recognized both the riparian doctrine, as modified 
by California, and the doctrine of appropriation. However, there is at 
present a marked tendency toward narrowing and restricting the con- 
ditions under which the riparian-right doctrine may apply in these 
states. Noteworthy court decisions modif3dng the application of this 
doctrine have recently been made in Oregon, Washington, and Texas. 

233. Legislation Concerning Water Rights. — The goal of water- 
right legislation is to provide a means by which the public may assure 
every holder of a water right the complete, and peaceful enjoyment of 
such right, and thereby reduce water-right litigation to a minimum, and 
eliminate unnecessary litigation. To accomplish these purposes it is 
necessary, since state control of water rights is a well-recognized prac- 
tice, that each state have complete, dependable records of aU existing 
rights. In most of the states many water rights became vested through 
use of water in advance of the provision of definite procedure for acquir- 
ing water rights. It is therefore essential that water-right legislation 
provide for: 

(a) Adjudicating rights which have become vested. These may 
or may not have been recorded under early laws, which 
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provided for posting and filing notices, but not for state 
supervision. 

(h) Supervising and recording the acquisition of new rights. 

(c) Distributing the waters of the state to those who are entitled 
to their use. 

234. Adjudication of Rights. — To determine or adjudicate rights to 
water which have become vested through use, it is essential to collect 
considerable field data concerning actual amounts of available water 
for many years during each month of the irrigation season, the net areas 
of land irrigated and the types of soil, and water requirement of the 
different crops on the various soils, as well as date of priority. These 
data may be collected by each of the several water-right claimants; but, 
as a rule, such procedure is uneconomical and unsatisfactory because of 
the large number of claimants, and the tendency to collect only those 
data that support the requests of claimants, with the result that the 
evidence presented to the courts is conflicting and bewildering, rather 
than helpful toward making a fair and equitable adjudication. Some 
states have therefore authorized the state engineer, or a special water- 
right board, to collect and analyze the necessary physical data which, 
with a proposed adjudication, are presented to the district court for its 
approval, either as presented or as modified by its order. Initiation 
of proceedings may be by the state authorities upon request of in- 
terested claimants or it may be in the court by the water-right claimants 
and then transferred to the state engineer or board. Some states as yet 
have left the responsibility of water-right adjudication entirely to the 
courts. 

236. Acquisition of Rights. — Although water rights in some states 
may become vested through use, there are so many advantages to the 
prospective appropriator in following the procedure prescribed by the 
state laws that practically all rights are now initiated and perfected in 
accordance with these laws. The common elements in the procedure to 
acquire a right to water briefly are: 

(a) Formal application to state engineer specifying quantity of 

water desired, nature and place of proposed use, point of 

diversion, time of use, etc. 

(b) Publication of application in a newspaper having circulation in 

the area concerned. 

(c) Approval of application by state engineer authorizing applicant 

to proceed. 

(d) Construction of works and use of water by applicant as proposed 

in application. 
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(e) Filing with, state engineer a formal proof of completion of works 
and of application of water to a beneficial use. 

(/) Verification of proof by the state engineer and issuance of a cer- 
tificate of appropriation. 

If the applicant meets the requirements of the law and the regulations 
of the state engineer, his right dates back to the date of his application, 
even though several years are required to complete the appropriation. 

236. Distribution of Water. — Although complete adjudications of 
old vested water rights and careful public supervision of the acquisition 
of new rights are essential to the peaceful enjoyment of such rights, these 
conditions are not sufficient. It is necessary also that the several states 
distribute the water to those entitled to its use. In general, the respon- 
sibility of distribution is delegated by law to the state engineer or a sim- 
ilar officer, who appoints a water commissioner as his representative on 
each of the major stream systems to distribute the water. In some locali- 
ties the courts have control of water distribution and appoint the water 
commissioner. The water commissioner is given police power so that 
he may enforce his distribution of the stream, except as restricted by 
court order. The commissioner must be fully conversant with the 
nature, extent, and priorities of all water rights, well informed concern- 
ing water measurement and irrigation practice, and fully capable of 
pleasantly receiving vigorous adverse criticism, whether or not it is 
justified. On many western streams both direct flow and storage rights 
are involved. Although ostensibly the tasks of the commissioner are 
fully defined by the records of existing rights, in reality he must make 
many important decisions because of the great variability in available 
water from day to day. A competent commissioner of good judg- 
ment greatly increases the economy and efficiency with which the water 
under his supervision is used, reduces waste to a minimum, maintains a 
reasonable degree of satisfaction among irrigation company officers, and 
makes valuable pubhc records of water distributed to the irrigation 
companies. 
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CHAPTER XVII 



AMOUNTS OF WATER USED IN IRRIGATION 

In many of the irrigated valleys of the West, and indeed throughout 
most of the arid regions of other countries, the quantity of water avail- 
able for irrigation purposes is insufficient to cover the arable lands that 
really need water to make them productive. The quantity of water 
used in irrigation is therefore a matter of vital concern to arid-region 
society. The much-heralded financial difficulties, which have in recent 
years given serious concern to a relatively small number of American 
irrigation projects, both public and private, have been caused in part 
by the fact that insufficient quantities of water have been available 
during years of low precipitation to produce crops economically on all 
the project lands. Simultaneously with a water-supply deficiency on the 
newer irrigation projects, it is claimed in good faith by intelligent men 
that the owners of older irrigated lands on the same river systems are 
using quantities far in excess of actual needs. A decrease in the quan- 
tity of water used on the lands to which water was first applied in the 
earlier years provides additional water with which to irrigate the newer 
lands. Consequently, with Increasing population, and available labor, 
there is a continuous economic urge (shared by only part of the people) 
to spread the water over a greater and greater area of land. This chap- 
ter considers the quantities of water used on some typical projects. 
Commonly adopted ways of expressing quantities used, together with 
factors that influence the amounts used, are also considered. In the 
following chapter, an attempt is made to show what constitutes economi- 
cal use, and to show by analysis and example how to approximate from 
the {y, w) curve the economical quantities of water to use. 

237. The Duty of Water. — The expression duty of water is de- 
fined as the ratio of the amount of water used to the area of land irri- 
gated. When a large amount of water is applied to a small area of land 
the “ duty is said to be low; and conversely, when a small amount of 
water is applied to a large area of land the duty is said to be high. 
The expression duty of water is really misleading; it is frequently 
erroneously used; to the uninitiated it implies an obligation on the 
part of the water. Altogether, it is a misnomer and should be discarded. 
Alexander has shown that the term duty of water is in reality a relic 
of early irrigation terminology. 
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In the following pages, which really concern the topics ordinarily 
treated under the heading “ duty of water,” the expression '' amounts 
of water used ” is employed to represent the volume of water used per 
unit area of land. 

238. Units Employed to Represent Use. — Fundamentally, the units 
employed to express the amounts of irrigation water used are the same — 
that is, a volume of water per unit of time, applied to unit area of land. 
Numerically, however, two sets of units are employed, each of which is 
represented in the form of a ratio below: 


and 


(«) 


Cubic feet per second 
on a given number of acres 


(b) 


Acre-feet (or acre-inches) per season 
on 1 acre 


In the first usage, (a), the numerator of the ratio (or fraction) ordinarily 
is taken as unity and is therefore constant, whereas the denominator is a 
variable, the magnitude of which is determined by the use made of the 
water. Thus if 1 c.f.s. is made to serve 80 acres, the use is described as 
1 c.f.s. per 80 acres. Sometimes this order of expression is inverted and 
the use designated as 80 acres per c.f.s. 

In the second usage, (6), the numerator is the variable and the denomi- 
nator is constant. Thus, if 3 acre-feet are applied in a season to 1 acre 
the use is described as 3 acre-feet per acre per season, which is equivalent 
to the mean seasonal depth in feet. The term “ season ” is understood 
to include from 1 to 8 or more months, depending on the locality consid- 
ered. Under the second usage it is sometimes convenient to specify a 
time period less than the season — say a week, or two weeks. 

Using the approximate equality of 1 c.f.s. being equivalent to 1 acre- 
inch per hour, or acre-foot per hour, it is convenient to apply equation 
(32) to convert from one expression of use ratio to the other. Since by cus- 
tom the size of stream, g, is 1 c.f.s., we may write the numerical equality 

da 1 Xt 

but 12D = d, where D = mean depth of water in feet. Selecting a 
30-day month and letting M == the number of months considered, it 
follows that if = 24 X 30 X M hours, and that 

\,_ 24 X 30 XM 60M 

12 ^— = — • • ( 58 ) 

Table XXXII, based on equation (58), gives the mean depth of water 
in feet provided by 1 c.f.s. when applied continuously to any area from 
10 to 100 acres for periods from 1 to 8 months. 
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TABLE XXXII 

For Converting Use Ratio from One Cubic Foot per Second on a Certain 
Area to Mean Depth in Feet in Time Periods prom One to Eight 
30-Day Months. 

From the Equation D = 60M/a 


Depth in Feet for Monthly Periods of 


a 

1 

2 

3 

4 

5 

6 

7 

8 

10 

6.00 

12.00 

18.00 

24.00 





20 

3.00 

6.00 

9.00 

12.00 

15.00 

18.00 

21.00 

24.00 

30 

2.00 

4.00 

6.00 

8.00 

10.00 

12.00 

14.00 

16.00 

40 

1.50 

3.00 

4.50 

6.00 

7.50 

9.00 i 

10.50 1 

12.00 

50 

1.20 

2.40 

3.60 

4.80 

6.00 

7.20 

8.40 

9.60 

60 

1.00 

2.00 

3.00 

4.00 

5.00 

6.00 

7.00 

8.00 

70 

.86 

1.72 

2.57 

3.43 

4.28 

5.14 

6.00 

6.85 

80 

.75 

i 1.50 

2.25 

3.00 

3.75 

4.50 

5.25 

6.00 

90 

.67 

1.34 

2.00 

2.67 

3.33 

4.00 

4.78 

5.35 

100 

.60 

1.20 

1.80 

2.40 

3.00 

3.60 

4.20 

1 

4.80 


239. Points of Measurement. — Irrigation water is commonly meas- 
ured at three points, namely: 

(a) The point of diversion from the source of supply, usually a river. 

(b) The point of diversion of large laterals from main canals. 

(c) The point of delivery to the irrigator. 

To specify each of these points of measurement it is becoming customary 
to designate the use as: 

(а) Gross use, when measured at the point of diversion. 

(б) Lateral use, when measured at the heads of laterals. 

(c) Net use, when measured at the point of delivery to the irrigator. 

Where the source of water is a lake, a pond, or a body of ground water 
made available by a small pumping plant located on, or near, the irri- 
gated farm, there is only one point of measurement, and this gives a 
basis for determining the net use. 

240. Kinds of Use. — It is urged by some conservative men that 
Americans have used their natural resources wastefully, even lavishly. 
The early users of the forests are said to have given but little attention 
to public economy or to conservation of small trees. Likewise, the early 
mining and oil activities are termed as exploitation of public resources 
rather than conservative use. Similarly the earlier uses of western land 
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and water resources were possibly relatively lavish and wasteful. It 
is apparent that the kind of use of these and other limited natural 
resources is influenced by the intensity of population, the relative 
abundance of the resource, and the far-sightedness and wisdom of 
public-spirited men, as well as the intelligence and fair-mindedness of 
the user. 

Today the use of water for irrigation in the West varies between wide 
limits — from grossly lavish and wasteful to highly economical. It is 
indeed difficult to specify precisely what constitutes economical use — 
the influencing factors are so numerous and so variable. Moreover, a 
use ratio that may be economical in a sparsely settled, high mountain 
valley may be wasteful in a densely settled area near world seaport 
markets. The problem of determining intelligently what constitutes 
economical use of water in irrigation should have the serious considera- 
tion of arid-region communities. This problem is considered in the 
following chapter, the present chapter being restricted to an examination 
of the factors that influence the use ratio and a report of some records 
of use. 

241. Influencing Factors. — The amounts of water used in irrigation 
are influenced by three noteworthy classes of factors, each of which in- 
cludes many specific factors. The general classes of factors are: 

(a) Biological and chemical. 

(&) Physical. 

(c) Administrative. 

The influence of each of these three factors is considered in this chap- 
ter, that of the economical factors in Chapter XVIII. In the interest 
of clearness of presentation the factors which influence the amounts of 
water used are considered first in relation to net use and later in relation 
to gross use, 

242. Biological and Chemical Factors. — It seems to be well estab- 
lished that the occurrence of certain plant diseases can be retarded, if 
not fully prevented, by careful control of the amounts of irrigation water 
used. For example, sugar beets that are given a sufficient amount of 
water early in the season to stimulate and support rapid growth are less 
susceptible to the ravages of the white fly than are beets which are 
retarded in their growth, either by a deficient or an excess amount of 
water. The occurrence of plant chlorosis is sometimes, though not 
always, attributable to the use of improper amounts of water in irrigation. 
Recent observations seem to justify the conclusion that potato and 
alfalfa diseases also are stimulated with excessive amounts of water and 
checked when proper quantities are used. 
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Among the more important chemical factors that influence amounts 
of water used are (a) the readily available soluble plant food nutrients 
in the soil, (b) the chemical composition of the irrigation water, and 
(c) the kinds and amounts of alkali salts in the soil. An abundance of 
readily available plant food compounds in the soil favors efficient use of 
water and heavy crop production. Excessive amounts of alkali salts in 
irrigation water sometimes necessitate relatively liberal use of water as a 
means of assuring adequate conveyance of the harmful soluble alkali 
salts through the soil and away in the drainage water. Similarly an 
excess of alkali salts in the soil may require copious quantities of irriga- 
tion water to leach the excess salts from the soil, thus preventing the 
occurrence of a high concentration of alkali soil solution and the concen- 
tration of the alkali salts on the land surface by continuous evaporation. 

243. Physical Factors. — The physical factors which exert the great- 
est influence on the amount of water used in irrigation are: 

(а) Climatic factors such as rain, winds, and heat. 

(б) Soil properties, notably texture, permeability, and depth. 

(c) Land preparation, and conveyance and delivery losses. 

244. Climatic Factors. — That the amount of water needed by crops 
during a season is almost directly proportional to the amount of heat 
available during the season has been pointed out in Chapter XIV. The 
length of the growing season and the temperature, therefore, are signifi- 
cant factors influencing the amount and distribution of water used annu- 
ally. The relative humidity, the frequency and velocity of the winds, 
together with the amount and distribution of rainfall, influence amounts 
of irrigation water used. 

It is not difficult to see that the amount of water needed for alfalfa 
each season in the arid Southwest, which has long seasons, dry atmos- 
phere, low rainfall, and heavy alfalfa yields, is appreciably larger than 
the amount needed in the northwestern states and in western Canada, 
where the seasons are short, the atmosphere relatively moist, the pre- 
cipitation heavy, and the average alfalfa yields much smaller than in the 
Southwest. Despite the importance of the climatic factors in influencing 
the amounts of water used in irrigation, they can be modified by man but 
little, if any. It is man’s responsibility rather to become acquainted 
with their influence and adjust his irrigation practice so as to harmonize 
it with climatic conditions. 

246. Soil Properties. — The nature of arid-climate soil properties 
and their influence on the capacities of soil to hold irrigation water, and 
on the movement of water in soils, are considered in Chapters VII to X. 
The smoothness of the land surface influences the amount of water used. 
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Rough, irregular surfaces are difficult to irrigate; and, as a rule, where 
an attempt is made to water land of rough topography, large amounts 
of water are lost by surface run-off and by deep percolation from the 
lower or depressed areas to which excessive amounts of water are given 
during the attempt adequately to irrigate the higher parts of the field. 
It is especially difficult to apply water uniformly by the ordinary field 
flooding or the border flooding methods if the surface of the land is not 
smooth. The use of comparatively deep furrows in the irrigation of such 
land enables the irrigator to approach more nearly a uniform distribu- 
tion of water and to reduce the water losses during irrigation. Some 
irregular lands, provided the surface slopes are not too steep, may be 
irrigated fairly well by adoption of the basin flooding method, or by the 
use of special distribution devices such as slip- joint pipe or canvas hose. 
Great variability in the texture, permeability, and depth of soils tends 
to cause the use of excessive amounts of water; uniformity in these 
properties favors efficient application of water and conservative use. 
The irrigation farmer should make frequent use of the soil auger or the 
soil tube in order to become fully acquainted with the physical soil 
properties on his farm. He cannot appreciably change texture and 
depth, but he can modify his practice to suit the needs of his soils. Shal- 
low soils should be irrigated frequently, small amounts of water being 
applied at each irrigation, whereas deep soils should be irrigated less 
frequently but receive larger unit applications of water. 

24:6. Land Preparation. — The advantages that accrue from proper 
preparation of land toward efficient use of water in irrigation are far 
greater than are commonly realized. As these advantages are presented 
in Chapter V, suffice it here to say that at best it is a difficult task uni- 
formly to spread water over the land surface, and that every endeavor 
consistent with good husbandry and economy should be made to mini- 
mize the losses. The careful irrigator realizes that in the irrigation 
methods most used it is necessary so to control the water that a suffi- 
cient amount enters the soil at the same time that the flooding sheet, 
or the furrow stream, flows over the land. The necessary coordination 
of size of stream used, width of land covered (whether in flooding or in 
furrows), and length of run of the water, with the permeability of the 
soil to water, requires intelligent preparation of the land for irrigation 
and painstaking care in the application of the water. It is likewise 
important that the irrigation company deliver water to the irrigator in 
streams that are suited to the soil conditions, the crops grown, and the 
methods of irrigation employed. 

247. Net and Gross Use Factors. — The factors thus far considered 
as influencing the net use of water concern the irrigation farmer directly. 
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In the control of these factors the farmer has a first-hand opportunity to 
contribute to the public economy by careful use of water. The factors 
that most influence the gross use of water concern directly those groups 
of men who have, through organized agencies, the responsibility of stor- 
age, diversion, conveyance, and distribution of water. Of the agencies 
that perform these functions in irrigation some are private corporations, 
such as mutual irrigation companies; some are quasi-public corporations, 
such as irrigation districts; and some are public corporations such as 
cities, states, and the Federal Government. The agencies that dis- 
tribute water exert a very great influence on the gross use. By analogy 
to the commercial distribution of the many ordinary commodities that 
society uses, it may be said that irrigation water passes through the 
hands of two distributors, namely, the wholesaler and the retailer, be- 
fore it reaches the irrigation farmer who is the consumer. The state 
or public agencies that distribute the available public waters from rivers 
and other natural sources to the companies entitled to use the water are 
analogous to the wholesale distributors in industry; the irrigation cor- 
porations, private and public, that store, divert, convey, and distribute 
the water to the irrigators are analogous to the retail distributors in 
industry. The distributors, both retailers and wholesalers, influence the 
gross use of water by their physical methods of handling the water and 
by their administrative practices. 

248. Conveyance Losses. — It is impracticable to deliver to the irri- 
gator all the water taken from a river system into a canal. Under the 
most favorable conditions some water is lost in conveyance through 
leaky canal structures and by seepage and evaporation, the evaporation 
losses usually being relatively small. Canals built through porous up- 
land soils sometimes sustain heavy seepage losses — even as much as 
one-half the water taken into the canal. Where excessive losses occur 
by seepage through natural materials it is usually advantageous to re- 
duce the losses by lining the canal with concrete or other less expensive 
material. Seepage losses are seldom, if ever, uniform along the entire 
length of a canal — rather they are excessive along stretches where the 
canal passes through gravel and sand that are highly permeable to water. 
Lining the canal where it passes through such material is sometimes very 
helpful. 

249. Delivery Losses. — Most of the larger irrigation systems have 
spillways and waste ways that carry back to the river channels part of 
the water diverted. Spillways are designed and built to protect canals 
when the quantity of water in the river and the canal is suddenly 
increased by storms or by other means. 

Wasteways empt3dng into natural drainage channels and finally back 



304 


AMOUNTS OF WATER USED IN IRRIGATION 


to the river systems are used to carry away part or all of the canal 
water during periods of low demand for irrigation water and during 
periods of repairs of canal banks or structures. It is possible on only a 
very few of the larger irrigation systems to deliver to the farmers all the 
water that is diverted after deducting conveyance losses. 

There are, however, very few records of delivery losses separate from 
conveyance losses — usually both together are reported. It is custom- 
ary to consider the difference between the amounts of water diverted 
and the amount delivered to the irrigators as being conveyance and 
delivery losses.” Thus it is found that from 23 per cent to 72 per cent 
is lost in conveyance and distribution. (See Article 251 and Table 
XXXIII.) 

250. Administrative Practices. — The administrative practices of 
irrigation companies and other types of irrigation agencies, both private 
and public, exert a potent influence on the amounts of water used in 
irrigation — both net and gross. 

Delivery of water to irrigators in continuous-flow small streams 
generally encourages wasteful use; the rotation or “ turn ” method of 
delivery encourages careful use; and the delivery on demand, i.e., 
when the irrigator requests the water, stimulates the irrigator to use 
water even more carefully. 

Many mutual irrigation companies deliver water to irrigators in turns 
on the basis of the number of shares of stock owned by each. The sys- 
tem is somewhat inflexible, with the result that the irrigator takes water 
at times when he really does not need it. If his annual stock assessment 
were decreased by his taking the water only at times of real need, he 
would no doubt use less water. In addition to a specified fixed charge 
per acre or per share of stock which entitles the water user to a moderate 
amount of water, some companies make a further charge based on the 
additional amount of water per season that the irrigator uses on his own 
request. This practice stimulates the irrigator to use water sparingly 
and to avoid preventable losses, and it is therefore to be encouraged. 

Public agencies, notably state engineers, state water boards, and 
court commissioners, analogous to industrial wholesale distributors, 
may appreciably influence the gross use of water. It is the function of 
such administrative officers to distribute water according to water rights 
that have been established by appropriation under state law, by court 
decree, or by other similar processes. The public field officer who dis- 
tributes water, usually an engineer-commissioner, has in theory a task 
that is fully defined by decree, and hence one that requires but little 
exercise of judgment and discretion. Infactj however, owing to the non- 
flexibility of most water-right decrees, and the great variability of avail- 
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able water supply from day to day, caused by variations in climate and 
other natural factors, the commissioner has a great opportunity to stimu- 
late careful use of water and to avoid waste by making a distribution 
based on thorough and intimate knowledge of probable stream-flow 
variations, and of the irrigation needs from day to day throughout his 
territory. The powers of discretion of the water commissioner rest on 
the fundamental principle of beneficial use as the basis, the measure, 
and the limit ’’ of water rights under the doctrine of appropriation. 

251. Records of Water Used. — Long-time records of the amounts of 
water used in irrigation are of great public value. However, there are 
available comparatively few reliable records of use. To illustrate the 
wide variations in actual use in different places and on different projects. 
Table XXXIII is presented. 

The data of this table prepared by Debler are not intended to show the 
amounts of water needed. 

The data are especially valuable in showing the amounts of water 
delivered to irrigators on 24 of the United States Bureau of Reclamation 
projects. The table includes a record of the area irrigated by each 
project, the lengths of canals, types of soils, monthly and seasonal water 
deliveries, and other valuable data. It will be noted that the seasonal 
deliveries range from less than 1 foot to approximately 7 feet. It is 
probable that as the years advance the percentage of the total diversions 
now lost in the canals and through waste channels will decrease and the 
percentage of diversions delivered to farms will increase. 
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CHAPTER XVIII 

EFFICIENCY AND ECONOMY IN IRRIGATION 

The word efficiency as here used is essentially a physical concept. 
In hydraulic and mechanical engineering efficiency represents a ratio 
of output to input of either energy or of power. Hydraulic motors 
and pumps in comparatively recent years have been wonderfully im- 
proved in design, construction, and operation with the result that their 
efficiencies have been increased to a degree almost beyond the expecta- 
tions of the most optimistic engineers. As yet the measurement of 
irrigation efficiencies is comparatively new, probably because of the 
difficulties encountered in making such measurements. The importance 
of efficient use of water in irrigation was urged by Brigham Young in 
talking to the Mormon colonists on June 8, 1856, as follows: 

In regard to irrigation, I will venture to say that one-half of the 
water is wasted; instead of being applied where and when it is needed, 
it runs here and there, perhaps one-half reaches the drooping plants. If 
people would take a little more pains in preparing ditches, gates, and 
embankments for economically conducting water where it is most needed, 
it would be a very great advantage to them.’^ 

The need for increasing efficiencies in irrigation justifies careful con- 
sideration of the factors that influence them, even though some of them 
are not easily measured. A high irrigation efficiency increases the prob- 
ability that water will be economically used, although it does not insure 
economical use. The economical use of water is a function of the water 
costs, the crop yields, and crop values; irrigation efficiencies as here 
defined involve neither water costs nor crop 3 delds. In this chapter, 
water application efficiency, conveyance and delivery efficiency, and 
irrigation efficiency are defined and their relations to each other are 
considered. The discussion of irrigation efficiency is followed by a con- 
sid^tion of economical use of water in irrigation. 

Water Application Efficiency. — In preceding chapters the 
transpiration efficiency, Et, and the consumptive use efficiency, Euy 
were defined and illustrated. It was pointed out that the transpiration 
efficiency involves the process of plant growth, thus making it essentially 
a biological concept. The water application efficiency, like the consump- 
tive use efficiency, is a physical concept. It is defined as the ratio of the 
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amount of water that is stored by the irrigator in the soO root zone and 
ultimately consumed (transpired or evaporated, or both) to the amount 
of water delivered at the farm. 


Let Ea = water application efficiency. 

Wf = irrigation water delivered to the farm. 

Ws = irrigation water stored in the root zone of soil of the farm. 

Then by definition 

Ea - Ws/Wf (59) 

Common sources of loss of irrigation water from the farm during appli- 
cation are represented thus 

Rf = surface run-off from the farm. 

Df = deep percolation from the farm soil. 


Neglecting the evaporation losses during the time of the application of 
the water and immediately after, it is apparent that 


Therefore 


Wf=^Ws + Rf+ Df 


(60) 


P, _Wf-(Rf + Df) 
Wf 


( 61 ) 


The water application efficiency, Ea, varies widely, depending on many 
variable factors. Irregular land surfaces, shallow soils underlain by 
gravels of high permeability, small irrigation streams, non-attendance of 
water during irrigation, long irrigation runs, excessive single applica- 
tions — all these factors contribute to a large Df and a small Ea, On 
the other hand, use of excessively large heads, improper preparation of 
land, compact impervious soils, large slope of land surface, and non- 
attendance contribute to a large Rf and a small Ea, 

It is somewhat conjectural to estimate the magnitude of Ea, but prob- 
ably it is not extravagant to say that in some localities it is as low as 
20 per cent, and that under comparatively favorable conditions it is 
seldom greater than 75 per cent. There is, in general, undoubtedly 
great opportunity to increase Ea at costs well within economical limits. 

263. Water Conveyance and Delivery Efficiency. — It is impracti- 
cable, as a rule, to convey irrigation water from its source in rivers to 
the irrigated farms without sustaining certain losses through leaky irri- 
gation gates, through seepage, spillways, wasteways, and evaporation. 
Let 

Ec = the water conveyance and delivery efficiency. 

Wf = the water diverted from the river into the irrigation canal. 

TWf = the sum of the amounts of water dehvered to the farms 
under the canal. 
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Then, by definition: 



( 62 ) 


That is, the water conveyance and delivery efficiency, Ec, is defined as 
the ratio of the sum of the amounts of water delivered to all the farms to 
the quantity diverted from the river or other water source. 

There are also at times unavoidable losses from canals and ditches 
because conditions arise that make it difficult to get irrigators to take 
all the water available in a canal system. These losses are designated 
as delivery losses. Early measurements by the United States Depart- 
ment of Agriculture show conveyance and delivery efficiencies, Ec, rang- 
ing from 30 to 85 per cent with an average of approximately 60 per cent. 
More recent measurements by the United States Bureau of Reclamation 
on twenty-four of its projects show a range of Ec from 28 to 77 per cent, 
with a mean of 50 per cent. (See Table XXXIII.) 

It is, of course, true that the conveyance and delivery losses of one 
canal system in many valleys seep back to the river and are later diverted 
by other canals lower on the river system, so that the low values of 
are in reality less serious than they sometimes appear to be. Despite 
these recoveries of waste water for lower lands, in some localities, it is 
important, as a general rule, that conveyance and delivery losses be 
reduced to a reasonable minimum, thereby increasing Ec- 
254. Irrigation Efficiency. — The desired attainment, or the goal in 
diverting water from natural sources for irrigation purposes, is to 
produce the maximum crop possible consistent with economic conditions. 
As a general rule, reduction of wastes, and consequent increase in 
effective use of all natural resources, including irrigation water, result 
in economical use, provided the costs of reducing wastes are not excessive. 
Irrigation practice can be made more efficient than it is at present by 
reducing the losses of water in conveyance, delivery, run-off, deep per- 
colation, and evaporation. With a given quantity of water diverted 
from a river, Wr, the larger the proportion that is stored in the soil of 
the irrigated farms and there held until absorbed by plants and tran- 
spired from them, the larger will be the total crop yield. The expression 
irrigation efficiency is here defined as the ratio of the water transpired 
by the crops of an irrigation farm or project to the water diverted from 
a river or other natural water source into the farm or project canal or 
canals. 

Let Ei = irrigation efficiency. 

Wt = the irrigation water transpired by the crops of an irrigation 
farm or project during their growth period. 
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PFr = the water diverted from a river or other natural sources into 
the farm or project canals during the same period of 
time. 


Then Ei - Wt/Wr (63) 

It is apparent that the irrigation efficiency, Ei, is influenced by the con- 
veyance and delivery efficiency Ec, the application efficiency Ea, and 
the consumptive use efficiency When any or all of the quantities 
Ec, Ea, and Eu are increased, then Ei is also increased. It is almost 
self-evident that, in most irrigated regions of the West, the irrigation 
efficiency may be substantially increased to the economic advantage of 
the communities concerned. Because of the many sources of loss of 
irrigation water between the time and place it is diverted from rivers, 
and the time and place where it is stored in the soil as capillary water 
readily available to plant roots, the irrigation efficiency on most projects 
is rather low, probably less than one-third as a rule. 

Suppose, as an example of comparatively good irrigation practice, 
that 40 per cent of the water diverted is lost in conveyance and delivery; 
30 per cent of the water delivered to the farms is lost as surface run-off 
and deep percolation; 20 per cent of the water stored in the soil is lost 
by evaporation; then it follows that: 


and 


Wf = O.QWr 

Ws = 0,7Wf == 0.4211", 

Wt = 0,SWs = 0.341F, 


Ei = Wi/Wr = 0.34 


As an example of rather poor irrigation practice, consider that 60 per 
cent of the water diverted is lost in conveyance and delivery; 50 per 
cent of the water delivered is lost as surface run-off and deep percolation; 
40 per cent of the water stored in the soil is lost by evaporation, then : 


and 

and 


Wf = OAWr 

Ws - 0.5Wf - 0.2F, 


Wt = 0,6Ws = 0.12F, 
Ei = Wt/Wr = 0,12 


So far as the author is aware, there are no records of careful measure- 
ments of Ei for large irrigation projects. There are available, however, 
a sufficient number of measurements of Ec and Ea to suggest that the 
values of Ei given above represent approximately the lower and upper 
limits. If these estimates be even approximately correct, indicating 
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that only one-tenth to one-third of the water diverted for irrigation is 
actually transpired by growing crops, it is apparent that the serious 
consideration should be given to increasing irrigation efficiency. 

There is, to be sure, wide variability in the several efficiencies here 
defined depending on the conditions of irrigation. For example, when 
water is obtained at high cost by pumping and conveyed short distances 
through concrete or other pipe lines to irrigate high-priced crops such as 
citrus fruits, then Ec is high, from 85 to 95 per cent. Also, where an 
irrigator owns a pumping plant and obtains water from ground-water 
sources or from rivers, ponds, or canals by pumping directly onto his 
land, Ec approaches closely 100 per cent. Similar examples could be 
given to illustrate high values of Et and Eu, but the conditions which 
influence these efficiencies as considered in the following articles con- 
cerning economy in irrigation will serve to clarify the principles of major 
importance. 

255. Economical Use of Water in Irrigation. — The expression eco- 
nomical use,^^ as applied to the use of natural resources such as water, 
means a use that will give the user the maximum profits. If, for ex- 
ample, an electric power plant is operating at a low efficiency and yet 
returning to its owners an annual net income of 8 per cent on its capital 
investment, it may be considered a profitable business. However, if 
by increasing the efficiency the net earnings on the plant could be with- 
out jJoubt increased to 10 per cent annually, then the low efficiency oper- 
ation is clearly uneconomical. As a rule, a high efficiency in the use of 
water, whether for generation of power or in irrigation, results in an 
economical use; but efficient use does not necessarily insure economical 
use. There are three processes in irrigation, in each of which economical 
use of water by the person making the use influences the economy of use 
from the viewpoint of the public as well as from that of the individual. 
These processes are the water conveyance and delivery, the application 
to the farm, and the consumptive use of water. Efficiencies in each of 
these processes have been defined heretofore. The following Articles 
are concerned with economical use of water in each process. In each 
case, economy of use is considered first with respect to the individual 
(or corporate) user and later with respect to the public, since, in the 
last analysis, the public or the state is the owner of all water resources, 
the individual ownership being essentially an ownership of right to use 
under conditions satisfactory to the state. 

266. Economical Conveyance and Delivery of Water. — When irri- 
gation companies are permitted to divert from the public water sources 
all the water they choose, they have no incentive to attain a high 
efficiency, Ec. Excessive conveyance and delivery losses are of little 
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direct concern to the irrigation company so long as it can provide its 
water users a quantity of water sufficient at all times for their needs. 
Companies whose lands are so situated that thorough natural drainage 
of excessive conveyance losses is assured, and who feel that there is little 
or no possibility of having to pay damages for contributing to the water- 
logging of low-lying lands owned by others, do not as a rule make heavy 
expenditures to decrease conveyance losses. For example, if a company 
knows it could increase Ec from 60 per cent to 80 per cent by lining its 
main canal with concrete and thus decrease conveyance losses by 
20,000 acre-feet (the company diverting 100,000 acre-feet annually), the 
company would probably line the canal, provided it really needed addi- 
tional water and provided further that the 20,000 acre-feet of water was 
clearly worth more each year than the annual interest on the cost of 
lining the canal plus the annual maintenance cost of keeping the concrete 
in good condition and of providing for replacements. Thus the incen- 
tive of economical returns for expenditures toward increasing convey- 
ance efficiency is the major motivating force stimulating individuals 
or companies to make such expenditures. 

However, the public interests in efficient conveyance and distribution 
of water have, to some extent, stimulated increase in Ec. The courts 
have restricted total diversions of water to conform to reasonable con- 
veyance and delivery practice, as well as to reasonable use of water on 
the land. 

257. Economical Application. — Whereas conveyance and delivery 
of water in general are handled by some form of corporate enterprise, 
application and consumptive use are controlled almost entirely by 
individual irrigators. Naturally, therefore, the values of Ea and E^ 
vary widely on any large irrigation project, because of the differences 
in skill of the irrigators, the care used in distributing water, and the 
preparation of different farms for irrigation. Improved preparation 
of land and increase in expenditure of labor in applying water tend to 
increase Ea. Increasing Ea may or may not increase the profits of the 
irrigator. If an abundance of water is available to him at a total acre 
cost which is not influenced by the amount of water he uses on each 
acre, he may fully moisten his soil during each irrigation at a low cost 
per acre and yet permit excessive losses of water both in surface run- 
off and in deep percolation. These losses result in low application effi- 
ciency but may not cause uneconomical application. On the other 
hand, if the irrigator is required to pay for each acre-foot of water he 
uses, then a low efficiency in application is likely to result in uneconomi- 
cal application. Therefore, from the viewpoint of the irrigator, if added 
expenditures in preparation of land and in the labor cost of efficient 
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application of water increase his profits by decreasing his water losses 
then such expenditures are desirable; otherwise they should not be 
made. Unfortunately, the kind of application which is most economical 
to the irrigator is not always most economical to the public. Adminis- 
trative organizations that convey and distribute water to the irrigators 
can do much toward increasing application efficiency by basing water 
charges on the quantity of water used, thus providing an incentive which 
will make the most efficient application of water approach more nearly 
the most economical application. 

258. Economioal Consumptive Use. — Many variable factors in- 
fluence the economy with which irrigation water is consumptively used. 
These factors may be grouped and summarized as follows: 

1. The factors which influence the biological processes that deter- 

mine transpiration efficiency, Et, and their economical control. 

2. The factors which influence consumptive use efficiency. 

3. The ratio of the total water supply to the arable land within 

economical reach of the water and the costs of storing, con- 
veying, and delivering water to the farms. 

4. The annual rental or interest cost of the irrigated land, together 

with the costs of cultivation, irrigation, crop harvesting, and 

land taxes. 

The resultant influence of all these factors is most easily understood by 
making an analysis of the yield-water curve for a given crop in a par- 
ticular locality. In some favored semi-arid localities the crop yields 
produced by the natural rainfall are relatively large and the average 
increase in yield by addition of irrigation water is so small that irrigation 
does not increase the farmer^s profits and hence consumptive use of 
only the water supplied by natural precipitation is most economical. 
However, these cases are relatively few and therefore unimportant. 
Determination of what constitutes the economical quantity of irrigation 
water on the basis of well-established yield-water relations in localities 
where irrigation is really essential to crop production is therefore very 
important. A mathematical analysis of the problem by Clyde, Gardner 
and Israelsen is both interesting and fruitful. To the student who 
understands the elementary applications of the differential calculus, 
the analysis which follows in Articles 259 and 260 will be clear. Other 
readers may be interested in the results of the analysis without follow- 
ing the procedure in detail. Two cases are considered : 

(а) Where plenty of water is available to the irrigation farmer at 

a given price per acre-foot; and 

(б) Where the total water supply is inadequate to irrigate all the 

land. 
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259. Plenty of Water at a Given Cost. — In many irrigated regions 
the total water supply is sufficient to irrigate all the arable land provided 
the flood water is stored until needed for irrigation. In such regions or 
localities it is important to know whether the quantity of irrigation water^ 
w, which will produce the maximum crop yield per acre is the most eco- 
nomical quantity to use, or if a smaller quantity would bring a greater 
profit per acre. In other words, how much irrigation water should be 
consumptively used to secure the maximum profit per acre of land? 

Let a = the price per ton of the crop on the farm. 

h = the cost per acre annually of plowing, seeding, fertilizing, 
tilling, taxes, rental value, and other costs which are pro- 
portional to acreage. 

c = annual cost of water per acre-foot, which includes the in- 
terest on money invested in water rights or shares of water 
stock, the maintenance charges, and the application of the 
water.* 

i = the net profit per ton. 

w = the number of acre-feet of irrigation water consumptively 
used, t 

y = the crop 5 deld in tons. 


The total cost of irrigation water consumed per acre annually equals the 
product cw. The net profit per ton, i, equals the price per ton, a, less 
the cost per ton, i.e., less the ratio of the sum of acre costs to the crop 
yield. In mathematical language. 


^ = a *- 


c w + h 

y 


(64) 


Multiplying equation (64) by y it is apparent that 

iy = ay — cw — h (65) 


The first derivative of the product, iy, with respect to w is the slope of 
a curve (not shown here) representing the net profit per acre, and the 
point on this curve where the slope is zero gives the w that will return 
the greatest net profit. Differentiating equation (65) with respect to w^ 

* It is realized that c as here defined is not rigorously constant. A more accurate 
analysis, considering c as a variable, is presented in the original paper but is not here 
included. 

f it is here assumed that the deep percolation losses, D/, are negligible from the 
plots on which the (?/, w) curve have been determined, and hence that the irrigation 
water, applied to the plots has been consumptively used. Surface run-off from 
experimental plots, as a rule, is fully prevented. 
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there results 


d jiy) _ ^ 
dw dw 


and for maximum profits 
dy 
^dw 


c — 0, or 


— c 

dw a 


( 66 ) 


Equation (66) gives the slope of the (y, w) curve at the depth of water w 
which will 3 deld the maximum profit per acre. It is apparent that the 
ratio c/ a determines the economic w. 

To illustrate the use of equation (66) for determining the economical 
Wj reference is made to Fig. 126 giving the {y, w) curve for sugar beets 
in Cache Valley, Utah. Assume that the cost of water annually, c, 
is 13.00 per acre-foot, and the average price received for beets on the 
farm is $6.00 a ton. The slope of the (y, w) curve c/a is then 0.5 at the 
point which represents the most economical w for sugar beets. Exami- 
nation of Fig. 126 shows that the straight line having a slope of f is 
tangent to the {y, w) curve at the point where w = 2.5 feet. Therefore 
when water costs are $3.00 an acre-foot and beets are worth $6.00 a ton 
on the farm, the most economical ti; is 2.5 feet, approximately. As a 
further illustration assume that water is obtained at a much higher cost, 
say $8.00 an acre-foot, and that beets are worth only $4.00 a ton on the 
farm. Then c/a = 2.0, and the straight line having a slope of 2.0 
is tangent to the (y, w) curve at the point where w = 2.1 feet, approxi- 
mately. 

The above examples are given for the purpose of illustrating the 
method of analysis rather than for indicating specifically the economical 
depth of water for beets in Cache VaUey, Utah. 

260, The Water Supply Inadequate for All the Arable Land. — In 
the arid regions of the world some valleys are of such vast extent and are 
situated so far from watersheds having abundant precipitation that 
large areas of arable land will remain unirrigated even after all the avail- 
able water is economically used. In such areas it is desirable to use the 
water supply so as to obtain the maximum profit for the entire area. 
It is probable that, under conditions of limited total available water 
supply, a lesser w will give more economical returns than the w required 
where plenty of water is available at a given price. To consider this 
case, in addition to the s 3 mibols used in Article 259, 
let A = the area of land to be irrigated in acres, which may be less 
than the entire area of arable land. 

N = the total number of acre-feet of water annually available. 

P = the total profits for the entire area in dollars. 
iy == the profit per acre in dollars. 
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It is evident that 

N = Aw, and P = Aiy, 
from which, by eliminating A, it follows that 

p _ 

W 

Differentiating P with respect to w in equation (67) there results 

dw w\^ dw w\ 


(67) 

( 68 ) 


At the peak of the total profits curve (not shown here), i.e., the point 
at which the total profits are a maximum, the derivative dPjdw = 0. 
Therefore, the right-hand member of equation (68) is equal to zero at 
the point of maximum profits, from which it is clear that, for maximum 
profits: 


d{iv) ^ ^ 
dw w 


(69) 


Equation (69) gives the slope d{iy)ldw of the {iy, w) curve, or the profits- 
per-acre curve, at the w giving the maximum profits for the total area, 
but it is essential to know the slope of the {y, w) curve, i.e., dyjdw, at 
the same value of w. To solve for dyidw it is necessary to differentiate 
the product, iy, of equation (69); differentiate equation (64) with re- 
spect to w, and thus get the value of dijdw] and substitute the values 
of i and di/dw in the expanded equation (69). By this procedure it is 
found that 


^ ^ y -b/a ^ 
dw w 


. (70) 


It is noteworthy that the quantity c does not appear in equation (70). 
This shows that the cost of the water per acre-foot does not influence the 


* The student who has a working knowledge of differential calculus will probably 
be interested in the detailed procedure of obtaining equation (70) given herewith. 
Differentiating the left-hand member of (69) 


From equation (64) 


d(iy) ^ 

dw dw ^ dw w 

cw -{-h 
t — a 

y 


(a) 


and differentiating with respect to Wj there results 

— — T cy — {cw -f- h)dy/dw 
dw [_ y^ 


.Q>) 


Substituting the above values of i and of dijdw in equation (a), and simplifying, 
there results 


. (c) 


% ^ y - h/a 
dw w 
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amount of water that should be consumed by each acre to bring the 
maximum profit for the entire area. However, if the most economical 
amount of water is used on each acre, then, as the cost of water increases, 
the total profits decrease, and vice versa. To illustrate the application 
of equation (70), the (y, w) curve for wheat in the Snake River Valley, 
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Fig. 127. — The {y, w) curve for wheat in the Snake River Valley, Idaho. (Engi- 
neering News-Record, Vol. 91.) 


Idaho, is selected and given in Fig. 127. Assume that the costs for 
producing wheat are approximately as given below; 

Estimated Costs of Pboducing One Acre op Wheat in Snake River Valley, 
Idaho, Classified as h Costs 


Use of land or rental value $7.00 

Taxes and insurance 0.50 

Man labor 5 00 

Horse labor 2.50 

Seed and seed treatment 2.07 

Binder twine q 3 q 

Interest and depreciation on machinery 1.20 

Cost of threshing 1,25 

Overhead, including minor items 1.30 

ToM> (b costs) oi lo 
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Considering wheat at $1.00 a bushel, then 6/a = 2112/100 = 21.12. 
Marking this distance as indicated by the distance b/a and the vertical 
line in Fig. 127 and drawing a tangent to the (y, w) curve shows an eco- 
nomical w of 1.2 feet. Further, suppose that the cost of production 
remains constant but the price of wheat drops to $0.68 a bushel. Then 
h/a = 31 and the economical w is equal approximately to the w that 
will give the maximum yield. This means that, when the price of wheat 
is low, the cost of production remaining constant, the maximum total 
profit will be obtained by irrigating a smaller area of land with the given 
water supply than when the price is high. Equation (70), like others 
of its kind, must be used intelligently, keeping its limitations in mind. 
To illustrate, if the ratio 6/a is greater than y when a normal amount of 
irrigation water is used, the equation may be misleading. The limita- 
tions of equation (70) are further considered in the original article 
referred to at the end of this chapter. 

261. Applications to Irrigation Practice. — The corporate enterprise 
and group of irrigators having the responsibility of economical use of 
water in the irrigation of a particular project are of necessity concerned 
with economical water conveyance, economical application, and economi- 
cal consumptive use. In actual practice of irrigation in most of the arid 
states, the lack of economy in conveyance and in application of water 
seems to be so apparent as to suggest that the possible refinements in 
attainment of economical consumptive use as pointed out in Articles 
259 and 260 constitute as yet a somewhat Utopian irrigation ideal. 
However, the improvement of irrigation practices with a view toward 
the attainment of economical use of water in every phase of irrigation 
activity is a matter of vital concern to arid-region communities, and 
should therefore be fully understood and vigorously encouraged by agri- 
cultural leaders and by engineers. It is well known that economy in 
the use of natural resources, including water, is influenced by local 
customs, laws, and decisions of courts. Therefore, the first essential 
in the application to irrigation practice of the results of sound analysis 
and experiment is the creation and maintenance of a well-defined public 
opinion that protests against wastefulness and encourages economical 
use of water. Substantial progress has heretofore been made toward 
the desired goal by creating, and following, the doctrine of Beneficial 
Use as the basis, the measure, and the limit of rights to use water. 
Although the doctrine of Beneficial Use served well in the earlier 
stages of its conception more than a half-century ago, it is now inade- 
quate as a statement of the major objective in the use of water. It 
should be supplanted by the more appropriate and serviceable concept 
of Economical Use of water as the basic requisite to the most com- 
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plete utilization of agricultural resources of the West. A serious ob- 
stacle to the attainment of the most economical use of all water supplies 
is the fact that conflicts arise as to the relation of the interests of the 
individual irrigator and the interests of the entire community. 

262. Individual vs. Community Economical Use. — According to the 
analysis of Article 259, in localities where plenty of water is available at 
a given price, each irrigator, if properly informed, will strive to use the 
amount of water, and only the amount, that will yield him the maxi- 
mum profits. And since, in these favored localities, there is plenty of 
water for all the arable land, it is at once apparent that economical use 
by each individual in the community will assure economical use by the 
community as a whole. 

However, as a matter of fact, this ideal situation seldom if ever fully 
exists in a community that is dependent on irrigation. Priorities of 
water rights and court decrees granting certain quantities to each of the 
many claimants on a river system exert a profound influence on the 
amounts of water actually used and on the degree of economy with which 
it is used. 
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CHAPTER XIX 
IRRIGATION OF CEREALS 

Irrigation practices are determined largely by three conditions, 
namely: the climate of the locality, the soils under cultivation, and the 
crops grown. In the previous pages, attention has been given to the 
influence of climate and of soils on irrigation practices. The amounts of 
water properly applied in a single irrigation, the size of stream used, the 
length and width of land covered with a given stream, and the frequency 
of irrigation — all these factors are influenced largely by the soil con- 



Fig. 128. — Irrigated barley (Utah Agr. Exp. Sta. Bui. 178). 


ditions, but they are influenced also to some extent by the crops grown. 
The methods of irrigation selected, whether by flooding, in furrows, or 
corrugations, or by the spray system, are based largely but not wholly 
on the crop produced. Soil conditions usually predominate in the 
selection of the sub-irrigation method. 

The cereal crops considered in this chapter include wheat, oats, barley, 
rye, and corn — the major cereals grown in the West. In several of 
the arid-region states these crops are grown both under dry-farming 
methods and on irrigated land. The higher lands of some of the irri- 
gated valleys of the West which are above the irrigation canals produce 
large and profitable yields of wheat, barley, and rye without irrigation, 
under an average annual rainfall of 15 to 20 inches. The shallow gravelly 
or coarse sandy soils are unsuited to dry farming. In the more arid 
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parts, with a few notable exceptions, the cereal crops are produced largely 
under irrigation. An excellent crop of barley grown on irrigated land 
is shown in Fig. 128. 

263. Methods of Irrigating Cereals. — The cereals are irrigated most 
extensively by the wild flooding, border-strip flooding, corrugation, and 
furrow methods. The check or basin method of flooding is also used to 
some extent on porous soils that are very nearly level. 

Grain crops are rarely grown continuously from year to year on any 
one tract of irrigated land; rather they form a part of a general crop 
rotation. On new irrigation projects, grains sometimes form the major 
crop, but experience has amply demonstrated the desirability of pro- 
ducing forage and other crops as soon as the new lands can be properly 
prepared for them. The method of irrigation selected in the production 
of small grains is influenced by the methods used for other crops in the 
rotation period. For example, if the land has been carefully prepared 
for irrigation of alfalfa by the border-strip method, grains are irrigated 
by the same method. Likewise, if it is customary to irrigate the alfalfa 
by the corrugation method, the farmer may well use the same method 
for irrigating his grain. 

The relative scarcity of water supply is also a factor in determining the 
method selected to irrigate grains. Where water is somewhat plentiful, 
especially during the early part of the season when grains are irrigated, 
the wild flooding method predominates. On the other hand, where the 
water supply is relatively limited and more expensive, grains are irri- 
gated by the corrugation method or by the border method. 

264. Time of Irrigating Cereals. — The grain crops are relatively 
early-maturing crops. It is a common experience in the inter-mountain 
states that the grains can be matured by the irrigation water applied in 
May and June, the months of flood discharges of the streams. On the 
shallow soils having but a small capacity to retain water some irrigation 
of cereals is essential late in April and also in July. In the higher valleys 
where the crop-growing season is very late, the cereals are irrigated 
largely in July and August. Fig. 115 shows that wheat and oats grown 
in Cache Valley, Utah, need comparatively little irrigation water after 
the early part of July. 

In localities where the winter and spring precipitation is very low it is 
essential to irrigate the soil thoroughly before seeding the grain crop in 
order to supply enough soil moisture to assure satisfactory growth during 
the early stages of the plants when the shoots are delicate. Most soils 
in which cereals are growing bake somewhat and form cracks after the 
first irrigation, particularly when not shaded. Baking and cracking of 
the soil as a rule are injurious to the young cereal plants. Moreover, it 
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is rather diJfficult to avoid harmful soil erosion when water is applied to 
cereals before the plants are large enough to add stability to the soil. 
The young tender plants are easily killed by a slight amount of soil 
erosion that may leave no permanent detrimental effect on the land. 

Experiments by Harris at the Utah Station show definite advantages 
in irrigating cereals at certain stages of their growth. The conditions 
of the experiments are given below. 

265. Time for Wheat. — Harris irrigated the wheat plant in four 
stages as follows: 

1. The stage when^n^ leaves have developed and the plants are 6 to 8 

inches high. 

2 . The early hoot stage when the plants were just swelling prepara- 

tory to heading. 

3. The bloom stage when most of the plants were in bloom. 

4. The dough stage when most of the plants were in the dough. 

A 5-inch irrigation was used as a standard at each of these se veral stages. 
The soils of the experimental farm are deep loams of comparatively uni- 



Fig. 129. — Yield of wheat grain and straw on plots receiving various quantities 
of irrigation water at different stages. (Utah Agr. Exp. Sta. Bui. 146.) 


form texture, retentive of moisture, and highly productive when properly 
managed. The results of four years' work, 1912 to 1916, are presented in 
Fig. 129. In the lower half, the shaded areas show the stages at which 
water was applied, and the upper half shows in black columns the yield of 
grain and in shaded columns the yields of straw. The numbers from the 
reader's left to right show the total amounts of irrigation water given to 










Fia. 130. — Yield of oat grain and straw on plots receiving various quantities of 
irrigation water at different stages. (Utah Agr. Exp. Sta. Bui. 167.) 

of the plots which were given a 5-inch irrigation in each of the four 
stages above described and also less than the plot that received no irriga- 
tion water. Further, the figure shows quite clearly the advantages of 
irrigation during the earlier stages for the 5-inch, the 10-inch, and the 
15-inch total seasonal applications. It is also significant that the 
15 inches of water applied on each of the first three stages produced 
more wheat than 20 inches when applied in four 5-inch irrigations. 

266. Time for Oats. — Three years’ experimental work, 1916 to 
1918, at the Utah Station on the irrigation of oats are reported in Fig. 130. 
The stages of irrigation are the same as above stated for the wheat crop. 
The average annual precipitation for the period was 18.1 inches. Care- 
ful inspection of Fig. 130 also reveals the importance of irrigation during 
the early stages, as in the wheat crop. 
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267. Time for Barley. — During the three years, 1919 to 1921, Harris 
and Pittman conducted experiments on the irrigation of barley at the 
Utah Station similar to the experiments above reported for wheat and 
oats. The average precipitation during the period was 17.2 inches. 
Results of the barley irrigation experiments are shown in Fig. 131. It 
will be noted that the irrigations during the early stages produced the 
higher 3delds. The results are similar to those for wheat and oats. 

The necessity of maintaining always a moisture supply adequate for 
the needs of growing crops was pointed out in Chapter XIII. Soil 
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Fig. 131. — Yield of barley grain and straw on plots receiving various quantities of 
irrigation water at different stages. (Utah Agr. Exp. Sta. Bui. 178.) 

moisture determinations were not made in connection with the Utah 
experiments on the irrigation of wheat, oats, and barley above reported. 
Whether or not the mean moisture percentage of the soil in the plots 
that produced low yields dropped to a point near or below the wilting 
coefficient is therefore not definitely known. The variable factors of 
climate and soils are so numerous and indeed so variable that caution in 
the application of the results of experiments on a particular soil in one 
locality to other soils in the same locality or in different localities is 
urgently necessary. 

After several years of study of the production of grains at the Aberdeen 
substation, Idaho, Aicher makes the following statement concerning the 
time to irrigate: 
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^^Grain should be irrigated when the crop needs water, regardless of 
the stage of growth of the grain. Set rules for the irrigation of any crop 
are misleading, and any attempt to follow them rigidly often results 
disastrously. Seasons vary, and the time to irrigate a crop varies con- 
siderably with the season. Summer rains often are misleading, unless 
they exceed a half inch. Every year they are indirectly responsible for 
considerable loss in the irrigated sections. In southern Idaho, where 
the average precipitation during the growing season is 4.27 inches, it is 
a mistake to take the average shower too seriously. The immediate 
surface moisture is of little value in crop production, and unless the 
ground is moist to a considerable depth, the crop should be irrigated, 
regardless of the little moisture from small rains. 




Fig. 134. — Average yields of the leading barley varieties — Aberdeen substation 
1913 to 1918 inclusive. (U. S. Dept. Agr. Farmers' Bui. 1103.) 


The yields of different varieties of wheat, oats, and barley obtained in 
the Snake River Valley, Idaho, by Aicher are presented in Figs. 132, 133, 
and 134. 
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268, Computation of Water Requirements of Grains. — That the 
amount of water evaporated and transpired by all crops to produce 
1 pound of dry matter varies widely has been found by many investi- 
gators, as heretofore stated. There is no such thing as a precise evapo- 
transpiration ratio applicable under all variable natural conditions. 
However, for the purpose of illustration it is assumed that, in order to 
produce 1 pound of wheat, free from water, 1200 pounds of water are 
evaporated and transpired. Then if 100 pounds of wheat as taken from 
the thresher contains 94.35 pounds of dry wheat and 5.65 of water, the 
wheat has 6 per cent moisture on the dry-weight basis. Therefore to 
produce 1 pound of marketable wheat (water included) would require 
1132 pounds of water evaporated from the soil and transpired through 
the wheat plants. A 40-bushel crop of wheat would require 

22f000 "" inches (nearly) 

If it be assumed that the water application eflSciency of Ea (of Chapter 
XVIII) is 70 per cent, then from equation (59) it is apparent that 

.r., 12.00 , 

Wf = = 17.1 inches 

which means that for an evapo-transpiration ratio of 1200 and an irriga- 
tion application efficiency of 70 per cent, approximately 17 acre-inches 
of water per acre must be delivered to the farmer in order to enable him 
to produce 40 bushels of wheat per acre, provided the water received 
from the natural precipitation is negligible. If 5 inches of the necessary 
12 inches were stored in the soil by natural precipitation, then the irri- 
gator would need to receive at his farm 10 inches, of which he may 
store in the soil 70 per cent or 7 inches. 

In most of the western states the growing season of the small grains 
is short as compared to the length of season during which temperature 
conditions favor plant growth. Although the evapo-transpiration ratio 
of the grains may be practically the same as it is for alfalfa, the shorter 
season and early maturity of the grains give them a lesser net seasonal 
water requirement than alfalfa. Many experiments of value concerning 
the water requirements of grains have been conducted by the State 
Agricultural College experiment stations and by the United States 
Department of Agriculture. Some of the results showing actual water 
requirements are presented in the following pages. 

269, Water Requirements of Wheat. — The data presented in Fig. 

129 indicate that 15 inches of water applied in three 5-meh irrigations to 
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the deep retentive soils of the Greenville Experiment Farm produced 
more wheat than 20 inches in four 5-mch applications. 

Based on experiments from 1909 to 1916 on the irrigation of spring 
wheat grown on the medium clay loam soil of the Gooding Substation, 
Idaho, Welch concluded that. 15 inches net was a sufficient amount of 
water for spring wheats and approximately 8 inches enough for winter 
wheats. The average annual rainfall at the Gooding Station during 
the period of experiment was 9.2 inches, of which 2.9 came during the 
crop-growing season, April 1 to August 31. 

Working in Reno, Nevada, during the years 1914 to 1918, inclusive, 
Knight and Hardman obtained the highest yield of wheat with 28 inches 
of water. The soil of the Station Farm is described as var 3 dng from a 
sandy loam to a clay loam having an average depth of 4 feet below which 
there is a coarse sand and gravel. It is noteworthy also that the aver- 
age annual rainfall during the 5-year period was less than 8 inches, and 
that during the crop-growing season the rainfall was negligible. 

In the Salt River Valley, Arizona, Marr studied the water needs of 
wheat by measuring the quantities used on some 15 farms under ordinary 
practice. The soil of 7 farms is classed as sandy loam, of 1 as loam, and 
of 7 as clay loam. The annual precipitation is very low. During the 
period of the observations it ranged from 4.5 to slightly more than 
9 inches. Marr considers it doubtful if attention should be given at all 
to the precipitation in studying the water needs of crops. He con- 
cludes that 17 to 22 inches of water are sufficient to mature wheat and 
similar crops in the Salt River Valley. 

In the Mesilla Valley, New Mexico, climatic conditions are somewhat 
similar to those of Salt River Valley, Arizona. The average annual 
precipitation is 8.6 inches, of which an average of 5.8 falls during the 
summer season. The summer rains come in small showers, the average 
being 0.3 inch in 24 hours. The evaporation following rains is so rapid, 
and the depth of penetration of rains into the soil is so shallow, that 
Bloodgood and Curry conclude that the influence of natural precipitation 
during the crop-growing season is negligible as a source of water for 
crops. Based on a study of wheat production on 28 farms that received 
depths of water ranging from 7 to 25 inches they concluded that fields 
receiving about 19 inches of water per season, applied in approximately 
4-inch applications with an irrigation season of 150 days, gave the most 
satisfactory results as to yield per acre.^^ 

Fortier and Young have made a careful study of the irrigation re- 
quirements ” and the water requirements of the arid and semi-arid 
lands of the Southwest, from which they conclude that the water require- 
ment of wheat — which includes irrigation water, stored soil moisture 



330 


lERIGATION OF CEREALS 



used, and seasonal rainfall, ranges from 17.5 inches as the lowest general 
average to 27 inches as the highest general average. 

270. Water Requirements of Oats. — The amount of water needed 
to produce oats economically differs but little from the amount needed 
for wheat. Harris and Pittman found that excellent yields of oats 
could be produced at the Utah Station with only 15 inches of irrigation 
water when applied at the proper time. For conditions like those of the 
Gooding Station, Idaho, Welch recommends about 21 inches of water 
for oats. Beckett and Huberty report that in the Sacramento Valley, 
California, during years of average or high rainfall, oats like wheat can 
be profitably produced without irrigation, whereas during years of very 
low rainfall two average irrigations will bring profitable returns through 
increased yield of oats. Under favorable soil conditions in the inter- 
mountain states, where the annual precipitation is 18 inches or more, 
oats may be produced without irrigation. However, oats is considered 
a valuable nurse crop and is widely grown on irrigated land as part of 
the crop rotation. 

That remarkably high yields of oats may be obtained on irrigated 
land has been amply demonstrated at the Aberdeen Substation, Idaho, 
as reported by Aicher. Fig. 133 shows that by proper selection of 
varieties and by good management the irrigation farmer in the Snake 
River Valley under soil conditions similar to those at Aberdeen may 
produce from 100 to 110 bushels of oats per acre. Aicher asserts that 
from three to four irrigations should be sufficient during seasons of aver- 
age rainfall. 

271. Water Requirements of Barley. — Like wheat and oats, barley 
requires but moderate amounts of irrigation water. As shown in Fig, 
131, Harris and Pittman found that only 10 inches of irrigation water at 
the Utah Station when applied during the early stages of growth produced 
40 bushels per acre, whereas 15 inches applied in three irrigations, one 
irrigation in each of the first three stages, produced approximately 42 
bushels, which was nearly 4 bushels more than was produced by 20 inches 
of irrigation water. For Snake River Valley conditions similar to those 
at Gooding, Welch recommends 18 inches for spring barleys. 

Fig. 134 shows that barley, like oats, yields abundantly on irrigated 
land in southern Idaho, the averages ranging from 73.1 bushels per acre 
for the Smyrna variety to 87.4 bushels per acre for the Trebi variety. 

272. Rye. — Of the 4 small grains — wheat, oats, barley, and rye — 
it is probable that rye requires the least water for adequate productive- 
ness. Indeed, rye is seldom grown under irrigation because it is sensitive 
to excessive irrigation and because it yields so well under dry-farming 
conditions. 
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273. Corn. — In the western states the corn crop is growing gradually 
in importance with the expansion of the dairy industry. Although the 
production of large and economical yields of alfalfa for dairy feed make 
the production of corn silage less urgent than it otherwise would be, yet 
many leading dairymen consider corn silage an essential supplement to 
alfalfa. Corn grain may be produced on deep soils that are retentiye of 
moisture with but very small amounts of water such as are supplied by 
natural precipitation. For silage production, however, irrigation is 
usually essential. 

Widtsoe early found that maximum corn yields of nearly 100 bushels 
of grain per acre were produced at the central Utah Station with only 
25 inches of irrigation water. His experiments also gave excellent yields 
with only 10 to 15 inches of water, and he concludes that under favorable 
soil conditions and in a climate such as prevails in Cache Valley, Utah, 
12 to 15 inches of water are very satisfactory for corn. 

Pittman and Stewart show that under the conditions of the Utah 
Central Experiment Station Farm corn increases rapidly in yield with 
increase in irrigation water up to about 20 inches; that the yields change 
but little as the water is increased to 30 inches, above which the yields 
tend to decrease. With an adequate supply of water on fertile soils 
the corn crop will yield from 60 to 80 bushels of grain per acre, or from 
17 to 20 or more tons of silage. 
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CHAPTER XX 
IRRIGATION OF ALFALFA 

A surprisingly small percentage of the total land area of the western 
states is irrigated or irrigable. Large areas are suited only to grazing 
purposes and therefore the livestock industry is of basic importance to 
western land utilization and hence to western prosperity. The production 
of forage crops to feed great numbers of beef and dairy stock, together 
with horses and mules and also sheep, during the winters where they are 
very severe, is of paramount interest in the West. Alfalfa is the most 
widely grown and the most hardy of the forage crops. It grows lux- 
uriantly under the soil and climatic conditions of the arid regions pro- 
vided it has an adequate water supply. In many localities during the 
late season of each year alfalfa retains its capacity for growth though 
dormant during the dry periods. It has wide adaptability, for both 
altitude differences and temperature fluctuations. During the long 
crop-growing seasons of the states of Arizona, California, and New 
Mexico, it produces from 6 to 8 cuttings per year with a total tonnage of 
8 to 10 tons per acre, whereas in the higher valleys of the mountain 
states, in which the growing seasons are very short, only 1 or 2 cuttings 
are produced with yields of 1 to 3 tons per acre. It is produced satis- 
factorily as a major forage crop at elevations below the sea level and also 
at elevations nearly 8000 feet above the sea. 

Fortier is authority for the statement that more than two-thirds of 
the acreage devoted to alfalfa in the United States is found in the 17 
western states. 

274. Methods of Irrigating Alfalfa. — Soil conditions influence the 
selection of method of irrigation of alfalfa to a really greater extent. 
Being a relatively thrifty and hardy plant, alfalfa can be satisfactorily 
irrigated by any one of several different methods. The methods most 
commonly practiced are flooding from field ditches, border flooding, and 
check or basin flooding. In localities where water supplies are very 
limited and where land surfaces are not suitable to border flooding or 
basin flooding, alfalfa is irrigated by the corrugation method. In alfalfa- 
seed-producing sections the corrugation method is especially advanta- 
geous because it permits of more thorough cultivation for control of in* 

sect'pests. 
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Temporary submergence of alfalfa lands that are irrigated by the 
flooding methods is not harmful, but extended duration of submer- 
gence for many hours proves very harmful at times. High tempera- 
tures and reflection of the sun’s rays from water surface to young alfalfa 
plants is injurious, and therefore long periods of submergence during the 
warmer parts of the season especially should be avoided. On compara- 
tively level soils of low permeability irrigators sometimes keep the land 
submerged as a means of forcing the water to penetrate the soil. In 
growing alfalfa on soils that take up water very slowly it is probably 
better practice to irrigate more frequently and apply small depths of 
water at each irrigation. Effort should also be made to increase the 
permeability of such soils so far as practicable so that they may be 
adequately moistened without keeping the land submerged very long. 
For these impervious soils the furrow or corrugation method is advan- 
tageous. Very small streams may be kept in the furrows for relatively 
long periods and thus increase penetration of water into the soil without 
endangering the plants, and also without wetting and puddling the 
entire soil surface. 

Alfalfa and hay lands permit, as a rule, the use of larger streams than 
can be handled for grains or root crops. In Utah the size of stream 
ranges from 2 to 5 c.f.s. with extremes of 1 to 7 or 8 c.f.s. Lands that 
are properly prepared for irrigation by the border or the check methods 
may permit the use of larger streams without erosion. In the Salt River 
Valley, Arizona, it is a common practice to use streams of 5 to 10 c.f.s. 
in irrigating alfalfa by the border-strip method. Even larger heads are 
used for alfalfa irrigation in parts of the Sacramento and San Joaquin 
valleys of Cahfornia. The basin method for the irrigation of alfalfa 
is used to some extent where the land slope is not excessive. Small 
basins used for experimental studies of alfalfa irrigation are illustrated in 
Fig. 135. When properly irrigated, alfalfa yields abundantly. Fig. 136 
illustrates an alfalfa field on which the hay is about ready to be hauled. 

276. Alfalfa Root Distribution. — Alfalfa is generally known as a 
plant that sends its roots deeply into the soil. Beckett and Huberty 
conclude from a study of the distribution of alfalfa roots at Davis and 
at Delhi, California, that the irrigation treatment has no significant 
influence on root distribution. The results of their studies on 6 different 
plots are presented in Fig. 137. They found that, in spite of deep rooting 
of alfalfa in soils of open structure, one-third or more of the total weight 
of the roots in the upper 6 feet of soil is found in the upper 6 inches. 
Water is absorbed from the soil by plants largely through the tiny root 
hairs, which are most difficult to find in making a field study of root 
distribution, Furthermore, the weight of the roots through which water 
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Fig. 136. — Alfalfa should be put in small cocks while it is still green. This saves 
most of the leaves and helps to develop aroma. (Utah Agr. Exp. Sta. Circular 
45.) 


Fig. 135 . — Plots of irrigated alfalfa showing the dike for holding all the water on 
the plot. There is a space of 7 feet between the cropped plot areas. (Utah 
Agr. Exp. Sta. Bui. 219.) 
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Fig. 137. — Diagram showing root distribution of alfalfa under varying irrigation 
treatments at University Farm, Davis. Note that the root distribution has 
apparently not been affected by variation in irrigation treatments. fCalif. 
Agr. Exp. Sta. Bui. 450.) 
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is absorbed is relatively small. It is therefore significant that 1.5 to 2.6 
per cent by weight of the total roots in the upper 6 feet of soil were found 
in the J foot section immediately above the 


6-foot depth. Aeration and essential bac- 
terial activity occur at relatively great 
depths in arid-region soils. Although it is 
probable that alfalfa plants obtain their 
major water supply and nutrients in the 
upper few feet of soil, it is noteworthy that 
in well-drained soils some roots penetrate 
to great depths where changes of moisture 



Fig. 138. — Distribution of al- 
falfa roots with a water table 
3 feet below ground surface. 


content of the soil occur very slowly and indeed where the total extent 


of variation of moisture is small. Fortier properly points out that the 
roots of alfalfa grown in soils having a shallow water table are largely 



concentrated on the surface. Fig. 
138 illustrates a case in which a 
water table at 3 feet caused a growth 
of more than 97 per cent of the roots 
in the upper 2 feet of soil. This 
condition of root distribution aids in 
understanding the apparent paradox 
that poorly drained alfalfa soils are 
first to permit serious damage to 
the plants through drought. The 
hot summer days and dry atmos- 
phere cause rapid loss of water from 
the surface soil by transpiration and 
evaporation, the water table lowers, 
and the shallow soil zone in which 
roots are distributed has not enough 
stored water to meet the needs of 
the plants, with the result that 
drought damage is early noticeable. 


Fig. 139. — It is the nodules borne on 
the small roots of alfalfa that enable it 
to take nitrogen from the air. A no- 
dule is a colony of bacteria. (Utah 
Agr. Exp. Sta. Circular 45.) 


This condition is especially likely to 
occur on heavy soils of low water 
conductivity which cannot transmit 
water fast enough, even from ground 
water at shallow depths, to supply 


the needs of the plants if irrigation is long delayed. The root distri- 


bution of a typical alfalfa plant is illustrated in Fig. 139. 


276. Time to Irrigate Alfalfa. — The amount of growth of alfalfa 


each day in a given soil is influenced largely by two factors, namely: 
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(a) the available heat and (6) the adequacy of the available water supply. 
Man cannot influence the quantity of heat available — it is determined 
by the natural conditions in the locality. However, in irrigation farm- 
ing, man can provide an adequate quantity of available soil moisture 
to assure the maximum rate of growth that the available heat and other 
conditions will permit. Excessive irrigation during the early season 
in the colder climates is believed to retard growth by cooling the soil. 
In Cache Valley, Utah, for example, soils that have high retentive ca- 
pacity for the water provided by the melting of winter snow and by the 
spring rains seldom 3 deld an increase in alfalfa from irrigation before the 
first cutting is half grown. 

By careful observation, skillful alfalfa growers can detect from the 
appearance of the leaves of the growing alfalfa the approximate time that 
irrigation water is needed. A dark green color is usually considered as 
evidence of need for water. Temporary wilting also is warning that the 
supply of soil moisture is near exhaustion. In practice, however, in 
Utah and other states in which water is delivered largely by the rotation 
method, the irrigator must determine shortly before each water turn 
whether to irrigate at the next turn, possibly within a day or two, or 
wait the coming of the second water turn, possibly 10 to 15 days later. 
In such cases, inspection of the appearance of the crop may show no 
immediate need for water, whereas appreciable retardation of growth 
may occur by waiting till the second water turn arrives. Boring into 
the soil to a depth of 5 or 6 feet with a soil auger or a soil tube and 
examining the moisture condition of the soU is a very helpful aid to 
judgment in determining the time to irrigate. The author has ex- 
amined the soil of many alfalfa fields, in which inspection of the plants 
and also of the surface few inches of soil showed no immediate need for 
water, and found the soil surprisingly dry at a depth of 2 to 3 feet and 
on down to 6 feet. Soil moisture conditions of this kind in alfalfa fields 
are positive indicators of need for irrigation at the earliest possible 
opportunity. There should be no dry soil within reach of the or- 
dinary soil auger or soil tube, 6 to 8 feet, during the alfalfa-growing 
season. 

277. Frequency of Irrigating Alfalfa. — Because of the many variable 
influencing factors there can be no definite frequency period of irrigation 
of alfalfa applicable to all conditions. The factors of major influence 
are the texture and depth of the soil; the temperature, atmospheric 
humidity and winds; and the crop-season rainfall. 

Powers reports that on the sandy soils of the Umatilla Station, Oregon, 
it has been found best to irrigate every two weeks, whereas on the sandy 
loam soils of the Deschutes Valley on which two or three alfalfa cuttings 
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are secured, two irrigations per cutting are best; and on the heavy soils 
of Corvallis one irrigation per cutting is adequate. 

On some of the shallow coarse-textured soils of Utah, irrigation every 
10 days during the warmer part of the season is common; and light 
irrigations once each week are not exceptional on very gravelly shallow 
soils. Many of the alfalfa tracts on the deep loam soils of Utah produce 
abundantly when given one irrigation about one week before cutting the 
first crop, one shortly after harvesting the first crop, one before cutting 
the second crop, and one about two weeks after cutting the second crop. 

278. Irrigation Requirements of Alfalfa. — As compared to most of 
the crops grown under irrigation, alfalfa requires relatively large amounts 
of irrigation water. This is not because alfalfa uses water at a low 
eflSiciency but rather because of the large annual tonnage production. 
The grain crops mature in a rather definite time period ranging from 
90 to 110 days, whereas alfalfa grows continuously as long as the mean 
temperatures are well above the minimum growing temperature, and 
so long as there is no injury through freezing of the plants. It naturally 
follows that, the longer the growing season, the greater the irrigation 
requirement for alfalfa and the greater the tonnage produced. In the 
West, the growing season for alfalfa ranges from less than 100 days 
annually in some of the very high northern valleys to more than 300 
days in some of the low valleys of Arizona and California. The annual 
yield of alfalfa, although greatly influenced by soil productivity, varies 
from less than 3 tons per acre to more than 10 tons, according to climatic 
conditions and length of growing season. The foregoing general state- 
ment of the amount of irrigation water needed for alfalfa is verified by 
the findings of experimenters in different states which are briefly sum- 
marized below. 

279. Experimental Study of Irrigation Water Alfalfa Needs. — Work- 
ing in the Salt River Valley, Arizona, Marr found that alfalfa yields 
increased with increase of irrigation water up to a total seasonal depth 
of 84 inches, but 48 inches is considered a safe quantity to use annually. 
By comparing his Arizona observations with similar studies in California 
and Idaho, Marr concluded that because of different climatic conditions 
a larger amount of irrigation water is required per ton of alfalfa in 
Arizona than in either of the other states. This relation is clearly shown 
in Fig. 116. 

Adams, Beckett, Huberty, and others of the Division of Irrigation 
Investigation and Practice have made painstaking and extensive studies 
of the irrigation requirements of alfalfa in California. At the Univer- 
sity Farm, at Davis, in the Sacramento Valley, they found a maximum 
alfalfa yield with 36 inches of irrigation water, annually, as showh in 
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Fig. 116 of Chapter XV/ whereas at Delhi in the San Joaquin Valley 
42 inches produced a maximum yield. It is concluded that the most 
economical amount of irrigation water for alfalfa at Davis ranges from 
30 to 36 inches, whereas at Delhi it varies from 36 to 42 inches. The 
results of their work at Davis from 1910 to 1915 are presented in Fig. 
140, and of their work at Delhi from 1922 to 1924 in Fig. 141. 
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Fig. 140. — Diagram showing results of alfalfa duty-of-water experiments at Uni- 
versity Farm, Davis, California, 1910-1915. Under the conditions present, the 
most economical yields were obtained with annual applications of 30 to 36 
inches. (Calif. Agr. Exp. Sta. Bui. 450.) 

Working on the lava soils of the Gooding Experiment Station in 
Idaho, Welch concluded that a seasonal use of irrigation water up to 
33 inches may be justified by the increase of alfalfa produced. 

Enight and Hardman, after a 4-year study of the irrigation require- 
ments of alfalfa on the comparatively shallow sandy loam and clay 
loam soils of the Nevada Station at Reno, concluded that 42 inches of 
irrigation water was most economical for alfalfa. 
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In New Mexico, Bloodgood and Curry found that, as a result of meas- 
urements of water actually used on 85 farms in ordinary practice, about 
50 inches during the season gave the best results. Thus the New Mexico 
findings in the Mesilla Valley, and the Arizona finding in the Salt River 
Valley, are closely comparable. Both are based on studies of use of 
water in crop production on a large scale, whereas the California, Idaho, 
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Fig. 141. — Diagram showing results of alfalfa duty-of-water experiments at Delhi, 
California, 1922-1924. Under the conditions present, the most economical 
yields were obtained with annual applications of 36 to 42 inches. (Calif. Agr. 
Exp. Sta. Bui. 450.) 

and Nevada data above quoted were obtained from comparatively small 
experimental plots on which irrigation water was probably more care- 
fully controlled and more uniformly distributed. 

As a result of 43 trials on alfalfa farms in eastern Oregon, Powers 
found that 25 inches of irrigation water gave the maximum yield of 
approximately 4.5 tons per acre. 

Twenty-eight years' study of alfalfa yields with different amounts 
of irrigation water applied to the deep well-drained loam soils of the 
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Utah Experiment Station, as reported by Pittman and Stewart, show 
that alfalfa yields increase with increase in irrigation water up to about 
25 inches, beyond which point the rate of increase is very small. Ex- 
cessive amounts of water, 100 inches or more per season, were applied 
to some of the experimental plots without causing a decrease in 3deld 
of alfalfa. The great depth of the soil and the excellent natural drain- 
age apparently account for the fact that excessive amounts of water 
have thus far caused no reduction in crop yields. Most of the other 
crops studied at the Utah Station sustained a reduction in yield as a 
result of excessive irrigation, and some of them sustained a very marked 
reduction. 

It is ’'important to remember that the irrigation requirements as here 
reported do not include rainfall or soil moisture. 

280 . Clover Crops under Irrigation. — As yet there has been rela- 
tively little systematic experimental work on the irrigation of clover. 
Practical experience has demonstrated the adaptation of several differ- 
ent varieties of clover to the conditions of irrigation. In the Snake 
River Valley, Idaho, clover is produced extensively under irrigation 
both for pasture and for hay. Large amounts of clover seed also are 
produced under irrigation. 

Under the same climatic and soil conditions as for alfalfa, the clover 
crops thrive best with more frequent irrigation than alfalfa requires. 

Small amounts of water at each irrigation will meet the needs of the 
clover crops so that during the growing season they require no more 
water than alfalfa, and probably a little less. 

281 . Grasses under Irrigation. — Timothy, orchard grass, brome 
grass, and other hay-making grasses thrive in irrigated regions. Tim- 
othy and the native grasses live in spite of excessive irrigation and fre- 
quent submergence with water, but moderate quantities ai’e doubtless 
best suited to their needs. In many of the valleys of the West the low- 
lying land areas are relatively wet on account of seepage from higher 
lands and inadequate natural drainage. Such lands produce one cutting 
for hay annually — the yield ranging from 1.0 to 1.5 tons per acre, after 
which a good growth of fall pasture is produced. These lands are as a 
rule excessively wet during the early spring and late fall, and hence are 
not suitable to the growth of alfalfa. When effective artificial drainage 
is provided for lands which ordinarily grow only timothy and native 
grasses, they produce alfalfa abundantly and return to their owners 
larger profits than are obtained from the grasses. Powers and Johnston 
have made a careful study of the improvement and irrigation require- 
ments of wild meadow and hay land in Oregon, in which they found it 
possible to produce on reclaimed tule land a yield of clover and timothy 
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of 3| tons per acre, which is more than 3 times the average yield of wild 
hay. 

In Utah, Oregon, and other western states there are large areas of 
grass lands that may be made to yield much higher returns through 
drainage, followed by planting clovers or alfalfa and then careful and 
moderate irrigation. 
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Plate VII, — Irrigating potatoes, King Hill Project, Idaho. (Courtesy: U. S. Bureau of Reclamation.) 







WW-^i 




Plate VIII. — Irrigated sugar beets — Minidoka Project, Idaho. (Courtesy: U. S. Bureau of Reclamation.) 


CHAPTER XXI 

IRRIGATION OF SUGAR BEETS AND POTATOES 

The production of sugar beets and potatoes under irrigation is well 
established in the arid regions of the West. Both sugar beets and 
potatoes require rotation with other farm crops from year to year in 
order best to control insect pests and plant diseases. In the states of 
Colorado, Idaho, and Utah, these crops are of special importance, being 
well suited to climatic conditions and to market requirements. Because 
of the relatively large labor demands and other expenses in preparing 
soil for sugar beets or potatoes it is essential to give careful consideration 
to irrigation in order to obtain profitable crops. 

The importance of irrigation of sugar beets and potatoes warrants 
more consideration than can be given in this volume. It is the aim of 
this chapter to point out a few of the factors which must be carefully 
considered in order to attain success in the irrigation of sugar beets and 
potatoes. 

282. Sugar Beets. — Careless practices in irrigation are almost cer- 
tain sources of financial loss to sugar-beet growers. Beets are much 
more sensitive to extremes in soil moisture conditions than are alfalfa 
and other forage crops. Moreover, improper or careless handling of 
water on beet land, especially early in the season, causes soil erosion, 
puddling, cracking, baking, etc., all of which are seriously detrimental 
to beet production. 

The urgent need of using painstaking care, and of following intelligent, 
approved practices, in the irrigation of sugar beets is fully recognized by 
most sugar company officials, with the result that active educational 
campaigns are conducted by sugar companies among beet growers as a 
means of attaining efficient and satisfactory irrigation. 

283. Methods of Irrigating Sugar Beets. — In the major sugar-beet- 
growing sections it is almost the universal practice to irrigate beets by 
the furrow or corrugation method as illustrated in Fig. 142. Fine- 
textured loam and clay loam soils are best suited to the growing of sugar 
beets, and when irrigated by flooding these soils crack and bake around 
the young plants and retard their growth. Serious injury sometimes 
results also from contact between water and young beets. Even when 
the leaves are fairly large, sun scald caused by water surrounding the 
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beets is frequently very injurious. Flooding sugar beets is so rarely 
practiced that little more need be said about it, except to urge that it is 
seldom satisfactory and should be fully replaced by the furrow method. 

The ever-present problem before the sugar-beet irrigator is to distribute 
water over the field as nearly uniformly as possible in order to avoid 
waste of water and crop injury due to over-irrigation on one part of his 
land, and insufficient depth of penetration of moisture on another part. 

Smoothness of land surface, moderate lengths of furrows, care in mak- 
ing furrows, and proper control of the amounts of water entering the fur- 
rows from the head ditch — all these contribute to the attainment of 



Fig. 142 . — An example of excellent irrigation. Note the absence of flooding and 
the uniform distribution of water in the furrow. (Courtesy: Amalgamated 
Sugar Company.) 


uniform distribution of irrigation water. Smoothing and leveling of the 
surface must be accomplished before seeding the crop. Careful plowing, 
harrowing, and dragging are always essential even on land that has 
long been cultivated. On new land, some scraping from high places 
into depressions is essential to satisfactory irrigation of beets. The 
selection of proper length of furrow is greatly influenced by the soil. 
The furrows on open, porous soil should seldom exceed 330 feet, or 20 
rods, whereas on the loams and clays it is quite customary to use fur- 
rows 660 feet in length. To assure reasonable uniformity of distribution 
of water the irrigator must pay particular attention to regulating the 
size of stream that flows into each furrow. Streams that are too large 
cause breaking of the furrows and consequent accumulations of the 
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streams from many furrows into one very large stream that damages 
the soil by erosion and injures the beets. It is impracticable to set 
precise limits as to the proper size of stream for each furrow, but in 
general, the stream in each furrow varies from tw Thus a 

stream of 1 c.f.s. is made to flow into 25 to 50 furrows at one time. 
Many Utah and Idaho beet growers regulate the amount of water flow- 


Fig. 143. — Furrow irrigation of sugar beets in the Sevier Valley, Utah, showing 
the use of only one furrow for two rows of beets when the beets are small. (Utah 
Photo Materials Company.) 


ing into each furrow entirely by making frequent adjustments in small 
V-shaped earth outlet ditches through the bank of the head ditch. 
Some irrigators place small bunches of grass in the outlet ditches to 
prevent high velocities and soil erosion. Sometimes one outlet from the 
head ditch is made to supply from 4 to 8 furrows by subdividing the 
stream below the head ditch outlet as illustrated in Fig. 143. More 
uniform distribution of water may be attained, and the labor of attend- 
ance somewhat decreased, by using small cylindrical metal outlet pipes 
having a diameter of 1 inch to 2 inches and lengths of 18 to 30 inches. 
Outlet pipes of this kind are especially desirable where irrigation water 
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is limited and costly. The major objection to their use is that they 
become damaged during times of cultivating the beet fields. 

The most general practice is to space the rows uniformly about 20 
inches apart and to make furrows between each 2 rows. For the first 
irrigation, in which a relatively small amount of water is used, it is quite 
customary to run the water in alternate furrows as illustrated in Fig. 
143. For the second irrigation the water is run through the set of alter- 
nate furrows that were left dry during the first irrigation. During the 
periods between the later applications the beets use relatively large 



Fig. 144. — Irrigation of sugar beets by the use of diferently spaced rows, thus 
making one furrow irrigate two rows of beets. (Courtesy: Amalgamated Sugar 
Company — the ‘^Sugar BeeU’ July, 1931.) 


amounts of water, and farmers moisten the soil more fully by running 
the water in all the furrows. 

A comparatively new practice that appears to be growing in favor is 
to plant the beets in rows differently spaced. For example, the distance 
between 2 rows may be but 16 inches, whereas the distance between 
the next 2 is 24 inches. Furrows for irrigation are then made only in 
the 24”inch open space, thus leaving 40 inches from center to center of 
the irrigation furrow. Under favorable soil conditions this method is 
satisfactory and doubtless is saving of water. Heavy compact soils 
in which capillary movement of water is very slow are not well suited to 
differently spaced alternate-row irrigation practice. Fig. 144 illustrates 
rows of sugar beets differently spaced. 
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284. Time to Irrigate Beets. — In time of irrigation, beets differ 
from the small grains in the fact that they require relatively large 
amounts of late-season water. July, August, and September are the 
months of maximum irrigation needs of beets in the Great Basin beet- 
growing areas. Because the natural discharge of many streams de- 
creases markedly late in June or early in July, it is essential to provide 
late-season water for beets by storage or pumping. 

In the earlier years of beet growing in Utah, the belief was rather 
widely entertained that the first irrigation of each season should be 
delayed until the beets showed definite wilting and consequent urgent 
need for water. It was thought the struggle for water thus imposed 
on the beet stimulated deep rooting and that beets of greater length 
than would be developed by early irrigation would result. A more 
recent, and apparently a more rational, basic guiding principle as to 
time of irrigation of beets is that large yields are most easily produced 
by providing all conditions, soil moisture included, favorable to a con- 
tinuous growth of the plants from germination to maturity, at the max- 
imum rate that the temperature conditions will support. The deep 
loam and clay loam soils in parts of the Rocky Mountain States sugar- 
beet areas are well supplied with moisture after normal winter snowfall 
and spring rains. Sugar beets use water at a low rate during the early 
part of their growth in May and June. The moisture stored from 
natural precipitation is usually sufficient during these months to sup- 
port the maximum possible rate of growth. Beets therefore need rela- 
tively late-season irrigation water. In valleys in which both irrigated 
grains and sugar beets are grown, the major irrigation needs of the 
grain crops are completed before the heavier demands for water by the 
sugar beets occur. 

286. Irrigation and Cultivation. — A few days after each irrigation of 
sugar beets during the early season when the leaves of the beets are small, 
the land is cultivated to prevent excessive evaporation and also to im- 
prove soil aeration. Evaporation as a rule is most rapid while the 
surface soil is wettest immediately following irrigation. It is therefore 
considered good practice to cultivate the beet land as soon as practi- 
cable without injury to the soil by puddling it or breaking down the 
favorable soil structure. 

286. Irrigation Requirements of Beets. — The seasonal amount of 
irrigation water required for profitable production of sugar beets is 
probably slightly greater than the amount required for the small grains 
but appreciably less than that required for alfalfa, especially in climates 
where the growing season is very long. 

Results of ten years' study of the irrigation requirements of sugar 
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beets as reported by Harris and Pittman in 1923 are shown in Fig. 145. 
The half of the figure on the reader's left shows that a maximum yield 
of more than 20 tons an acre was produced with ten 2|-inch irrigations 
applied weekly. It is noteworthy, however, that ten 1-inch irrigations 
produced practically the same yield of beets as ten 2|-inch irrigations, 
whereas ten 5-inch irrigations produced a smaller tonnage than either of 
the lesser depths of water. 

In 1930, Pittman and Stewart conclude from examination of all the 
irrigation requirement studies with sugar beets at the Utah Station, 



Average of 10 years. (Utah Agr. Exp. Sta. Bui. 186.) 


including the work reported in 1923 by Harris and Pittman, that sugar- 
beet yields increase rapidly with increase in water applied up to 15 or 
20 inches. In a few cases the yields increased with increase in water up 
to 25 inches or more. In general, however, sugar-beet yields decreased 
rather markedly as the depth of irrigation water was increased beyond 
20 inches. In nearly every case, 10 inches of irrigation water produced 
higher yields than were obtained with 50 inches. 

Results of studies of the net irrigation requirements of sugar beets in 
the Sevier Valley, Utah, by Israelsen and Winsor, from 1917 to 1920, are 
reported in Fig. 146. The annual precipitation in the Sevier Valley at 
Richfield is only one-half approximately of the rainfall in Cache Valley 
at Logan where the sugar-beet irrigation requirements were studied by 
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Harris, Pittman, and Stewart. In Sevier Valley it is both essential and 
customary to irrigate sugar-beet fields early in the springtime before 
planting the crop. The depths of water applied during each year of the 
experimental work, represented by the solid black bars in the lower part 



Fig. 146. — Yields of sugar beets in Sevier Valley, Utah, with various amounts of 
irrigation water. (Utah Agr. Exp, Sta. BuL 182.) 


of Fig. 146, include a 6-inch irrigation before planting. The number 
of irrigations after seeding and depths of water which it was aimed to 
apply in each irrigation are given in tabular form below: 


1917 

1918 and 1919 

1920 

(a) None 

None 

Three 4-inch 

(b) Three 4rinch 

Four 3-inch 

Four 4.5-inch 

(c) Three 6-inch 

Four 4.5-inch 

Four 6-inch 

(d) Three 8-inch 

Four 6.0-inch 

Five 6-inch 
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The depths of water applied represent the net depths after surface run- 
off losses have been deducted. Because of the impracticability of hold- 
ing all the water on the plots, the net seasonal depths actually used differ 
slightly from the depths which it was aimed to supply as reported above. 

Knight and Hardman working in Nevada found comparatively small 
differences in sugar-beet yields as the depth of irrigation water was 
increased from 12 to 18 and finally to 24 inches. The maximum yield 
was obtained with 18 inches. 

287. Potatoes. — The soils in many valleys of the West are well suited 
to production of potatoes. When properly irrigated and kept free from 
diseases and insect pests, potato production is a profitable means of ob- 
taining ready cash to meet the annual needs of the irrigation farmer. 



Each year many carloads of this bulky product of the irrigated farms 
of arid regions are rolled long distances to the larger markets. Although 
freight charges during years of high potato production and low prices 
absorb substantial percentages of the gross returns, farmers in favored 
potato-producing sections, like parts of Cache Valley, Utah, and the 
Snake River Valley, Idaho, claim that average net returns on potatoes 
over a period of years compare very favorably with the returns on other 
irrigated crops. Already considerable attention is being given to per- 
fection of processes for concentrating the food products in potatoes as a 
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means of reducing shipping toimage per acre of product and thus elim- 
inating the high freight costs. Potatoes thrive under widely different 
climatic conditions, but they are sensitive to excessive heat. Loose 
open loams and sandy loams are better suited to potato growing than 
th^ heavier compact clay soils. 

\,/288. Methods of Irrigating Potatoes. — Eeasonable care in smoothing 
and leveling potato land is essential to satisfactory irrigation. Except 
under very favorable natural soil conditions that permit of sub-irrigation, 
potatoes are always irrigated by the furrow method. It is especially 
important to avoid direct contact of water with plants, and hence deep 
furrows are best suited to potato irrigation. The use of deep furrows 



Fig. 148. — Yield of potatoes and vines on plots receiving various irrigation treat- 
ments. Average of 10 years, 1912-21. (Utah Agr. Exp. Sta. Bui. 187.) 


makes it possible to irrigate potatoes satisfactorily on land that is not 
smooth enough to permit proper irrigation of sugar beets. Complete 
saturation of the soil around the potato vines followed by baking and 
cracking is seriously detrimental to potato production. It is desirable 
to have the furrows from 10 to 12 inches deep in most soils, thus elim- 
inating the risk of submerging the vines or of excess water around the 
tubers. Under favorable topographic and soil conditions potato fur- 
rows may be longer than beet furrows. Probably 1320 feet is a maximum 
profitable length, and as a rule 660 feet is preferable. Shorter furrows 
are necessary in very porous soils. Fig. 147 illustrates a field of irrigated 
potatoes in Colorado, 
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289. Time to Irrigate Potatoes. — In the growing of potatoes, as in 
growing sugar beets, the basic guide in time to irrigate is the moisture 
content of the soil. At the outset before the potatoes are planted it is 
highly important that the soil be well supplied with moisture in order 
to germinate the potato crop and give it a good start before the first 
irrigation after planting. In localities in which the winter season pre- 
cipitation is too small to fill the soil to its capillary moisture capacity, 



Fig. 149. — Yields of potatoes in Sevier Valley, Utah, with various amounts of 
irrigation water. (Utah Agr. Exp. Sta. Bui. 182.) 

irrigation water should be applied before planting but never immediately 
after planting. 

290. Irrigation Requirements of Potatoes. — The amount of irriga- 
tion water required during the season for potatoes differs but little from 
the amount required for sugar beets under the same soil and climatic 
conditions. 

Experiments by Harris and Pittman at the Utah Station show a 
decided advantage in small irrigations at frequent intervals. Fig. 148 
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gives the average results of 10 years^ study showing a maximum yield 
with 1 inch weekly for 10 weeks. A total of 25 inches of water in ten 
2.5-inch irrigations produced 266 bushels per acre, or almost as much 
as was produced with the ten 1-inch irrigations. Fifty inches of water 
applied in ten 5-inch irrigations caused a marked decline in yield, and 
10 inches applied in two 5-inch irrigations produced much less than 10 
inches applied in ten 1-inch irrigations. 

Based on the results of some 28 years of study of the irrigation needs 
of potatoes on the Utah Central experiment farm, Pittman and Stewart 
conclude that the yield of potatoes increases with increase of irrigation 
water up to about 15 inches depth per season, and that depths of water 
in excess of 20 inches usually cause a decrease in yield. In a very few 
cases, larger depths of water, although accompanied by large potato 
yields, seemed to be directly responsible for poor quality of potatoes. 

Results of a 3-year study of the irrigation needs of potatoes in the 
Sevier Valley, Utah, by Israelsen and Winsor are presented in Fig. 149. 
As heretofore stated, it is essential to irrigate before seeding annual crops 
because of the very low winter precipitation. Except in 1918, the total 
acre yields were rather low. It is noteworthy, however, that during 
each year the greatest depth of irrigation water produced the greatest 
yield of potatoes. 

291. Irrigation of Other Root Crops. — Mangel-wurzels, carrots, 
onions, turnips, beets for table use, and other miscellaneous root crops 
are grown successfully under irrigation, although the area of irrigated 
land devoted to these crops is relatively small. It is the general prac- 
tice to irrigate all the root crops by the furrow method, except under 
special soil conditions which make sub-irrigation feasible. The neces- 
sary frequency of irrigation depends, as for sugar beets and potatoes, 
very largely on the texture, structure, and depth of the soil. The sea- 
sonal depths of irrigation water needed are substantially the same as 
the depths needed for sugar beets, although onions and carrots seem to 
thrive in comparatively moist soil. 
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CHAPTER XXII 


IRRIGATION OF ORCHARDS 

The irrigation of orchards is of extraordinary interest because of the 
beauty as well as the utility and the relatively high value of orchard 
products. Production of fruits requires large acre investments in both 
capital and labor, and consequently special attention may well be given 
to irrigation — a practice of basic importance in most of the arid-region 
fruit-growing sections. Fruit growing has reached a high state of devel- 
opment in certain regions in the West, notably in parts of California 
where water supplies are seriously limited and water costs are high. 
Under these conditions it is economically feasible to reduce water losses 
to a minimum and to attain high efficiencies in the use of irrigation water. 
This chapter considers briefly the methods of orchard irrigation, the 
time of irrigating orchards, and the amount of water required by apple, 
peach, and citrus trees under certain soil and climatic conditions, as 
found by field experiments. 

292. Methods of Irrigating Orchards. — Orchards are irrigated largely 
by the furrow method. The basin method is used to some extent, but 
the area irrigated by the basin method is relatively small. In deciding 
on the method to be used in the irrigation of orchards, it is highly impor- 
tant to keep in mind that the nature of the soil and the topographic con- 
ditions influence the method of irrigation for orchards quite as much as, 
if not even more than, for irrigation of grains, forage crops, or root crops. 
Extreme conditions of soil permeability which result from great vari- 
ability in soil texture and structure from point to point in the orchard 
make uniform distribution of water by the furrow method very difficult. 
For such conditions the basin method described in Article 299 may be 
better suited than the furrow method. The cost and the degree of 
scarcity of water also influence the selection of method — there is no 
general rule applicable to all cases. A few orchards are irrigated by the 
spray method, as illustrated in Fig. 150. 

293. The Furrow Method. — An excellent illustration of orchard irri- 
gation by the furrow method is presented in Fig. 151, representing a 
California cherry orchard. There are 7 furrows between each 2 rows 
of trees, thus making it easy to moisten all the soil in which the tree roots 
are distributed. Other illustrations of the furrow method are considered 
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Fig. 150. — Permanent orchard-spray irrigation system in operation. (Courtesy; 
Division of Irrigation Investigations and Practice, University of California.) 


Fig. 151. — Furrow irrigation of cherry orchard. (Courtesy: Division of Irrigation 
Investigations and Practice, University of California.) 
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in connection with later articles concerning the several factors in the fur- 
row method. The important factors to be decided in the use of the fur- 
row method for orchard irrigation are : 

(а) Length of furrows. 

(б) Spacing and depth of furrows. 

(c) Slope of furrows and size of stream in each. 

(d) Method of conveying and delivering water to the furrows. 

(e) How to make the furrows. 

294. Length of Furrows. — For soils of comparatively uniform tex- 
ture and structure and satisfactory depths, say 5 feet or more, it is con- 
sidered good practice to use furrows as long as 600 feet. Shallow soils 
and soils of high permeability and low water-holding capacity, and espe- 
cially soils of variable depth and structure, require much shorter fur- 
rows to facilitate uniform water distribution. Short furrows require 
extra labor in attendance of water, and where water is not too costly, 
longer furrows may be justified in spite of variability in soil and rela- 
tively larger losses of water through deep percolation. Deep soils of 
high water-holding capacity and uniform permeability permit the use 
of comparatively long furrows. In a study of the irrigation of citrus 
groves in southern California, on comparatively heavy loam soils, 
Thomas found that furrows greater than 300 feet in length were undesir- 
able. Excessive moistening of the soil near the heads of furrows 800 
feet or more in length decreased the efficiency in application of water 
and decreased the productivity of the trees. 

295. Spacing and Depth of Furrows. — In addition to being influenced 
by soil conditions, spacing of furrows is influenced by the age of orchard 
trees. Climatic conditions also tend to influence spacing of furrows. 
The spacing should always be such that all the soil in which the tree 
roots may be active should be adequately supplied with readily available 
soil moisture. With a plentiful water supply, the irrigator may aim to 
moisten all the soil even in young orchards, by using 5, or even more 
furrows between the tree rows, as illustrated in Fig. 151. On the other 
hand, where water is very costly, tree growers frequently obtain satis- 
factory growth of young trees by using only 2 furrows — 1 on each side 
of the tree row. On the shallow gravelly soils of the Brigham City 
peach-growing area of Utah some mature peach orchards have but 1 
furrow on each side of the tree row. A much better practice, however, 
in producing orchards, is to use 2 or 3 furrows on each side of the tree. 
In mature orchards it is important that the entire root zone of soil below 
the first few inches on the surface be adequately supplied with readily 
available soil moisture. Especially in the coarse-textured shallow soils, 
downward movement of soil water is much more rapid than lateral move- 








Fig. 153. — Furrow irrigation of prune orchard in California using three furrows. 
(Photo by Author.) 
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Fig. 152. — Irrigation of peaches near Brigham City, Utah. (Utah Agr. Exp. Sta. 
Bui. 142.) 
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ment, and therefore great distances between furrows make it impossible 
to moisten all the soil. Fig. 152 illustrates the use of 2 furrows on 
each side of the tree row, i.e., 4 furrows between each 2 rows of trees. 
The tree rows shown in Fig. 152 are spaced 16 feet apart and the fur- 
rows are 3 feet and 5 feet from each row, thus leaving a space of 6 feet 
between the 2 furrows that are 5 feet from the trees. In this case 1 ad- 
ditional furrow midway between the tree rows is considered desirable. 

There seems to be a common misconception among some inter- 
mountain fruit growers that furrows must be made very close to the 
trunks of the trees in matured orchards. Reasonably close proximity 
(1 to 2 feet) of furrow to tree in newly planted orchards is doubtless ad- 
visable in most soils, but such close proximity in mature orchards, 
especially apple orchards, is quite unnecessary. Some mature orchards 
of medium texture and structure in the surface soil and heavy compact 
subsoils are well irrigated with only 3 furrows between the rows of trees, 
as shown in Fig. 153. Obviously the number of furrows between the 
tree rows is influenced also by the spacing of the trees. For tree rows 
such as shown in Fig. 153 spaced 24 feet apart, the furrows are spaced 
8 feet approximately, thus making the furrows nearest the tree rows 
within 4 feet of the rows of trees. 

In many apple orchards it is impracticable to make furrows closer 
than 6 feet, except by special methods or the use of extension implements. 
The spreading trees prevent the use of closer furrowing with the ordinary 
horse-drawn implements. If such orchards are grown in fine-textured, 
compact soils, it may be advisable to make 2 curved furrows nearest the 
trees, as illustrated in Fig. 154. Large areas of dry spots ” or large 
volumes of unirrigated soil result from too great distances between 
furrows. These unirrigated portions of the soil are not conducive to 
maximum production and should be kept at a reasonable minimum. 
Although it is clearly impossible to specify in one general rule the spacing 
of furrows that will best accomplish the desired moistening of the soil 
for all cases, it is possible and advisable for the orchard irrigator to 
trace the distribution of the moisture in the soil after irrigation by use 
of a soil auger or a soil tube in order to obtain the information essential 
to intelligent spacing of his furrows. The wisdom of this practice has 
long been recognized by leading investigators of soil-moisture problems 
as related to orchard irrigation. The practice of tracing the depth of 
penetration of irrigation water and the distribution of water in the soil 
after irrigation is illustrated in Fig. 155. 

Penetration of water into orchard soils, especially of the heavier types, 
is greatly facilitated by the use of deep furrows. It is usually advisable 
to make furrows from 6 to 8 inches in depth if the orchard soil has a low 
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permeability to water. Furrows of more than average depth are illus- 
trated in Fig. 156, which shows 4 furrows equally spaced between the 
rows of a California peach orchard. In making deep furrows it is essen- 
tial to exercise caution against undue injury to tree roots. Cutting of 
many roots in the surface soil may make deep furrowing disadvantageous. 

296. Slopes of Furrows. — Wide variation in slope of furrows is pos- 
sible for irrigation of orchards provided the size of the stream in each 
furrow is properly regulated. Some side-hill lands in California, Oregon, 
and Utah, having a grade as great as 20 feet per 100 feet — so great as 
to render frequent plowing, tilling, and harvesting of ordinary farm 



Fig. 154. — Combination of straight and curved furrows near Exeter, Tulare County. 
(Calif. Agr. Exp. Sta. Bui. 253.) 

crops unattractive — are planted to orchards. Some of these side-hill 
orchards are irrigated by running the furrows down the steepest slope. 
Excessive soil erosion is avoided by using a very small stream in each 
furrow, 1/50 c.f.s., or even less. The later and better practice is to 
plant the trees along contour grades as illustrated in Fig. 157. This 
type of planting permits the distribution of water in furrows having 
slopes desired by the orchardist. 

Huberty and Brown group the contour orchard layouts into three 
general types, namely: 

1. Uniform spacing of trees along a grade contour without regard 
to ahgnment. 
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Fig. 156. — Furrow irrigation of peach orchard near Fresno. (Courtesy: Division 
of Irrigation Investigations and Practice, University of California.) 


Fig. 155. — Tracing the penetration of irrigation water in the soil, Santa Clara Valley, 
California. (Photo by Author.) 
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2. Uneven spacing of trees along a grade contour with straight cross 

rows. 

3. Trees planted on varying grades with straight cross rows. 

These authors give valuable detailed information concerning water dis- 
tribution systems, grades of contour rows, methods of layout, contour 
planting costs, and irrigation practices for side-hill lands. 

. On very high-priced land in localities where water is scarce, side-hill 

lands are sometimes terraced before planting orchards, as illustrated in 
Fig. 158. Terracing enables the irrigator to apply water more uniformly 
and to reduce water losses. Where terraces are used for side-hill land, 
or on comparatively level land where the slopes of furrows may be 



Fig. 158. — Sidehill terraced for orchard irrigation by the furrow method. (U. S. 
Dept. Agr. Farmers’ Bui. 882.) 


selected to suit the wishes of the orchard owner, a range in slope from 
0.4 to 1.0 foot or more per 100 feet is considered good practice. Fig. 159 
shows how the slope of furrows may be controlled on side-hill land by 
planting the rows of a vineyard in somewhat curved lines approximately 
parallel to the contour lines. 

297. Method of Conveying and Delivering Water. — In the mountain 
states, water is brought to many orchards in ordinary earth ditches, and 
distributed to the furrows through cuts in earth ditch banks. This 
method is inexpensive in first preparation but requires much labor in 
irrigation and is usually wasteful of water. Some irrigators use wooden 
flumes, as shown in Fig. 152; others use concrete flumes, as shown in 
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Fig. 159. — Contour irrigation of a vineyard, University Farm, Davis. (Courtesy: 
Division of Irrigation Investigations and Practice, University of California.) 


Fig. 160. — Concrete head-flume in hillside orchard near Porterville, Tulare County, 
California. (Calif. Agr. Exp. Sta. Bui. 253.) 
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Fig. 161. — Delivery of water from concrete stand pipes. (Calif. Agr. Exp. Sta. 
Bui. 253.) 



Fig. 162. — Discarded lumber head-flume replaced by concrete pipe and stand 
system. (U. S. Dept. Agr. Farmers' Bui. 882.) 
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Fig. 160. In the more . important orchard-growing districts wooden 
and concrete flumes are being largely replaced by underground pipe 
distribution systems as shown in Figs. 161 and 162. Substantial sav- 
ings both in labor and in water are effected by using underground con- 
crete pipe. Fig. 163 illustrates the design of concrete pipe. On the 
reader’s right, the 16-inch diameter pressure well permits the irrigator 
to insert the iron cut-off gate, thus causing the water to rise in the stand 
pipe on the left, flow through the open valve, and out of the stand pipe 
through the four 2-inch openings. The small galvanized-iron gates at 
the entrance to the 2-inch outlet pipes permit convenient regulation of 
the stream flowing into each furrow. Some irrigators permit the water 



Fig. 163. — Design for concrete pipe and stand system for orchard irrigation. (U. S. 
Dept. Agr. Farmers’ BuL 882 .) 


to flow from the 2-inch galvanized-iron pipes directly into the furrows, 
as illustrated in Fig. 162. Others use small, galvanized-iron troughs to 
convey the water from the stand pipe to the furrows as illustrated in 
Fig. 164, which represents practice in a walnut orchard in California. 
Fig. 165 shows a row of the stand pipes in the California walnut orchard 
after the irrigation has been completed, and the soil has been cultivated 
after irrigation. The six galvanized-iron troughs in the foreground of 
Fig. 165 show the position of these troughs during irrigation. All the 
other troughs are placed on each stand pipe in such manner as to permit 
cultivation close to the row of stand pipes. 
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Fig. 164. — Irrigation of a walnut orchard in California, by the furrow method. 
Water is conveyed through an underground pipe and delivered from the vertical 
concrete pipe to small metal flumes. (Photo by Author.) 


Fig. 165. • — California walnut orchard after irrigation and cultivation, 
flumes in the foreground represent the position during irrigation, 
resent position between irrigations. (Photo by Author.) 


The 6 metal 
Others rep- 













(U. S. Dept. Agr. Farmers’ BuL 882.) 


Fig. 167. — Checking back” to avoid waste in irrigation, North Pomona, Cali- 
fornia. (U. S. Dept. Agr. Office File.) 


Making furrows in an orchard. 


Fig. 166. 
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298. Making the Furrows. — Shallow furrows can be made by use of 
one of the corrugation implements described in Chapter VI. However, 
except in very coarse-textured soils, shallow furrows or corrugations are 
not weU suited to the needs of orchards. Shovel plows of medium size 
in process of furrow making are illustrated in Fig. 166. Larger plows 
and deeper furrows than the ones here illustrated are suited to orchards 
on very compact, fine- textured soils of low permeability to water. The 
making of comparatively deep furrows is also advantageous where it is 
necessary to check the water back as illustrated in Fig. 167 in order 
to avoid waste at the lower ends of the furrows. Spacing between fur- 
rows can be varied to some extent by adjusting the position of the 
plows. The disadvantages of deep furrowing are stated in Article 295. 

299. Basin Method. — The basin method, as the name implies, con- 
sists of building levees midway between each tree row in both directions 



Fig. 168. — Basin method of irrigation. (U. S. Dept. Agr. Farmers^ Bui. 404.) 

SO as to form a basin around each tree. A ditch is built in alternate 
levees, as illustrated in Fig. 168, in which to convey water to each pair 
of adjoining basins. Fig. 169 illustrates the basin method during the 
time of applying irrigation water to an apricot orchard in the Santa 
Clara Valley, California. Although the levees or ridges are made by 
power-drawn implements, considerable hand work is required to close 
up gaps at the intersections of the levees. Also in applying water to 
the basins a large amount of hand shovel work is required to open and 
close the ditch banks. For most soils the basin method is probably less 
preferable than the furrow method. Moreover, many of the orchards in 
the mountain states produce alfalfa, clover, and other crops between the 
trees, which makes the use of the basin method undesirable. In some 
localities the basin method is extensively used even on comparatively 
level lands having soils of fairly uniform texture. A modified form of 
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Fig. 169. — Basin method of irrigation of apricots, Santa Clara Valley. (Courtesy: 
Division of Irrigation Investigations and Practice, University of California.) 


Fig. 170. — The modified basin method of contour irrigation. (Calif. Ext. Service 
Circular 16.) 
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the basin method is now used in contour irrigation of side-hill land, as 
indicated in Fig. 170, 

300. Time to Irrigate Orchards. — The proper time to irrigate the 
different fruit trees is a mooted question but nevertheless a question of 
great importance. Some authorities assert that fruit color, size, and 
3 deld are influenced by the time of irrigation and likewise that the growth 
rate of trees is similarly so influenced. A unique feature in the study 
of the proper time of irrigation of orchards is that most trees extract 
some water from the soil continuously during summer and winter. 
Lands on which grains, sugar beets, and potatoes are grown are some- 
times irrigated during the late fall, after the harvest, or early spring, 
almost wholly for the purpose of storing water that otherwise would go 
to waste. In very dry climates, irrigation before seeding or planting 
annual crops is essential to satisfactory germination. However, dor- 
mant-season irrigation of orchards may be essential to protection of 
the trees, and of equal importance, dormant-season irrigation also is 
practiced for the purpose of storing water in the soil to avoid its being 
lost. Thus the problems connected with the proper time of irrigation 
naturally fall into two classes — those pertaining to irrigation during 
the growing season and those which concern irrigation during the dor- 
mant season. These problems are somewhat interdependent because 
irrigation practice during the growing season usually influences the 
needs during the dormant season, and conversely, the irrigation prac- 
tices during the dormant season may influence the needs during the 
growing season. 

301. Irrigation During the Growing Season. — Trees should have 
moisture readily available at all times during the growing season. In 
localities of comparatively heavy summer rainfall, caution should be 
exercised to avoid excessive moisture in the heavy compact soils on which 
orchard fruits are grown. On the coarse-textured, porous, sandy and 
gravelly soils in which ground water occurs only at great depths, there 
is but little if any danger of excessive moisture from ordinary irrigation 
practice. However, the coarse-textured soils have very small water- 
holding capacity, and hence frequent irrigations, especially during mid- 
season and later, are urgently necessary to maintain readily available 
water for the use of the trees. 

Experimenting on the irrigation of Elberta peaches in gravelly loam 
soil near Brigham City, Utah, in 1913 and 1914, Batchelor found that 
very large amounts of water applied during June and July with no later 
irrigations completely failed to produce marketable fruit. On the other 
hand, moderate amounts applied in 8 irrigations from the middle of July 
to the middle of September produced very satisfactory yields of fruit. 
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Taylor and Downing, in experiments in the irrigation of apple orchards 
on fine sandy loam and sandy soils in Idaho, also found that the trees 
used larger quantities of water during mid-season and later than early 
in the season, and hence that irrigation during late July, August, and 
early September are of vital importance to satisfactory 5delds. 

Recent outstanding investigations of orchard irrigation by the Uni- 
versity of California, Division of Irrigation Investigations and Practice, 
seem to warrant the general statements that irrigation of orchards during 
the growing season should be based primarily on soil-moisture conditions. 
It was found that the so-called optimum soil-moisture percentage is in 


I 


Fig. 171. — Seasonal variation in moisture content, Wilkins plot, 1927. (Calif. 

Agr. Exp. Sta. Bui. 489.) 

reality a zone of moisture content ranging from an amount slightly above 
the point of permanent wilting to an amount equal to the capillary field 
capacity. In other words, the growth rate of trees and of fruit, so far 
as influenced by the moisture conditions, was found to be substantially 
constant regardless of change in moisture content so long as there was 
an adequate supply of readily available moisture. The number of irri- 
gations per season and their frequency is therefore determined by the 
conditions that influence the maintenance of readily available moisture. 
To illustrate, Beckett, Blaney, and Taylor found that a crop of lemons 
consumed 14.7 acre-inches per acre from April 1 to October 31. During 
May the trees used less than 1.4 inches as compared to more than 2.5 
inches during each of the months July, August, and September. The 
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necessary amount of irrigation water was supplied in 3 irrigations; two 
6.4-inch applications and one 6.8-inch application as recorded in Fig. 171. 
The data of Pig. 171 show remarkable uniformity in the rate of use of 
soil moisture between irrigations. The fact that straight-line curves so 
nearly fit all the measured moisture percentages shows that the rate of 
use when the moisture percentage was approaching the lowest limit 
reached was substantially the same as shortly after irrigation when it 
was near the capillary field capacity. Based on the experimental obser- 
vations reported in Fig. 171 and on many similar ones, Beckett, Blaney, 
and Taylor conclude that “ As long as the soil moisture is above the wilt- 
ing point, the moisture content has no measurable effect on the rate of 
moisture extraction; that is, moisture is as readily available when the 
moisture content is one-third or two-thirds of the way between field 
capacity and the wilting point as it is in the thoroughly moistened soil 
after irrigation. 

After very thorough studies of the irrigation of peaches in the San 
Joaquin Valley, California, Hendrickson and Veihmeyer conclude as 
follows: 

The addition of irrigation water during the dormant season to Muir 
peach trees at Delhi produced no increase, either in growth of trees or in 
yield of fruit. 

“ Winter irrigation of Muir peach trees at Delhi did not postpone the 
date when the first spring irrigation was necessary. 

Maintenance of soil moisture continuously above the permanent 
wilting percentage at Delhi resulted in production of the largest trees. 

Deficiency of readily available moisture for comparatively brief 
periods resulted in a decrease in growth of the trees at Delhi, but not a 
significant decrease in yield. 

“ Deficiency of readily available moisture for long periods during the 
growing season markedly reduced the yields of Muir peaches. 

The rates of growth of peaches were not affected until the soil 
moisture was reduced to about the permanent wilting percentage. 

Application of water to the soil just prior to picking did not result in 
rapid increase in size of the fruit. 

The peaches from plots deficient in readily available moisture in 
general, contained a slightly higher percentage of sugar and a lower 
percentage of water than the fruit from the continuously moist plots, 
when calculated on a fresh weight basis. Results in 1928 indicated that 
if sugar determinations were calculated on a dry weight basis, these 
results would be reversed. 

Irrigation just before picking did not increase the water content of 
the fruit above that not irrigated in this way. 

A deficiency of readily available soil moisture during the pit-harden- 
ing period seriously affects the subsequent size of the fruit. 

Extreme differences in soil moisture content did not affect the drying 
ratio of Muir peaches when dried commercially. 
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No differences in the keeping quality between the peaches from the 
wet plots and those from the dry plots were observed during the usual 
interval between picking and canning. 

No evidence of winter injury to peach trees following fall irrigation 
was obtained. 

Under conditions similar to those existing in the various exper- 
imental plots reported in this paper, a safe interval between irrigations 
during the hottest part of the summer would be three weeks at Delhi, 
three to four weeks in Stanislaus County, and five to six weeks in Sutter 
County.* 

“ The data presented in this paper show that the permanent wilting 
percentage is a critical soil-moisture content, and lead to the conclusion 
that trees either have readily available moisture or have not.^^ 


The present status of research on orchard irrigation during the grow- 
ing season, briefly summarized, supports the statement made at the 
outset, namely, that for trees, soil moisture should be readily available 
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Fio. 172. — Seasonal use of water in acre-inches per acre per month, Wilkins plot, 
1927. (Calif. Agr. Exp. Sta. Bui. 489.) 


continuously. The necessary frequency of irrigation to maintain readily 
available moisture at all times depends on the water-storage capacity of 
the orchard soils, the amount of water actually stored at each irrigation, 
and the rate of use by the orchards. To assure the trees readily available 
moisture, water should be applied before the wilting point is reached. 
Fig. 172 shows an appreciable increase in rate of use by lemons from 
June 1 to late in July, as measured by Beckett and others, and that 
during August, September, and October the rate of use was approx- 
imately 2.5 inches per month. To supply this rate of use only 3 irriga- 
tions were needed, one June 10, one July 25, and one September 11. 

302. Dormant-Season Irrigation. — That water may be saved and 
waste prevented by storing it in orchard soils by means of dormant- 

* The soils at Delhi are of a light, sandy character; those in Sutter County usually 
heavier. 
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season irrigation in some localities is well established. Where orchard 
soils are irrigated for the purpose of storing, and thus saving, water, 
great care should be exercised to avoid over-irrigation and consequent 
excessive losses of water and of readily soluble plant-food nutrients 
through deep percolation. Information heretofore presented in this 
volume concerning the capacities of soils to absorb and retain irrigation 
water, and the relation of these capacities to the size of irrigation stream 
used and the hours the stream is applied to 1 acre of land, will guide 
the orchard irrigator in avoiding excessive application of water during 
dormant seasons. Usually the fact that water is rather abundant during 
the dormant season encourages carelessness in its application to the 
soil. 

Dormant-season irrigation is probably not without danger. In 
orchard areas having very cold winters, caution should be exercised to 
apply water to orchards only after the trees are fully dormant. Other- 
wise, dormant-season irrigation may cause late growth which would 
lead to forms of winter injury associated with immaturity. This need 
to assure dormancy of the trees before late fall irrigation is considered 
especially important with vigorous, growing young trees. 

Taylor and Downing working in Idaho found that orchard soils lost 
approximately 2 per cent of moisture during the dormant season despite 
5 inches of precipitation. The soils that contained the largest amounts 
of moisture in the fall in general lost the larger amounts of soil moisture 
during the dormant season. 

Based on the actual water needs of trees and cover crop, rather than 
the practice of irrigating during the dormant season to save water, 
Beckett, Blaney, and Taylor found that dormant-season irrigation in 
southern California during years of low precipitation is really necessary. 
At Escondido in a period of 25 years there were 6 years in which 2 
winter irrigations were needed, 8 years in which 1 irrigation was needed, 
and 11 years in which no winter irrigation was necessary. Similar needs 
were found for the Fallbrook area in an analysis of a 45-year climatic 
record. 

There is danger in permitting trees to go into the dormant season with 
a very low moisture supply in the soil. After a study of winter injury in 
Utah peach orchards, Abell reached the following conclusion: 

“ Lack of adequate irrigation in an orchard was apparently the single 
most important, predisposing factor for death of trees. In a young 
peach orchard which received no irrigation in 1924, most of the trees 
died. . . . An irrigated orchard across the road recovered. 

“ An orchard of peach and apricot trees on sandy soil received in- 
sufScient irrigation during the summer of 1924. Trees at the lower ends 
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of the rows received no irrigation after July 25. The upper part of the 
orchard was irrigated twice after that date. The trees which were 
inadequately irrigated did not recover, whereas those which received 
the later irrigations recovered fairly well; only an occasional tree and 
branch wilted the following summer/^ 

303. Irrigation Water Requirements. — When grown without inter- 
cropping, and when kept free from weeds, orchards require less irrigation 
water than alfalfa, under the same climatic and soil conditions. The 
differences between the amounts of water needed for the small grains 
and for orchard trees in the inter-mountain states are relatively small, 
but the orchards as a rule require late-season irrigation, whereas the 
grains may be matured by early-season irrigation. The result is that 
grains and orchards compete ” for water only during a short time near 
the middle of the crop-growing season, or in other words, the orchards 
may be irrigated largely after the grains are matured. On the other 
hand, sugar beets and potatoes require water at about the same time 
as it is needed by orchards. Under the same climatic and soil conditions, 
beets and potatoes probably need slightly larger amounts of irrigation 
water than orchards do. 

304. Apples. — Lewis, Kraus, and Rees in 1912 reported extensive 
experiments on the irrigation water requirements of orchards in the 
Rogue River Valley, Oregon, where the mean annual precipitation is 
approximately 29 inches. During the growing season, June 1 to Sep- 
tember 30, the average rainfall is 2.6 inches. These investigators found 
that the irrigation water requirements for apples range from 1000 to 
3500 gallons per tree per season, depending on the type of soil. The 
usual spacing of trees being 25 by 25 feet makes 1000 gallons per tree 
equivalent to 2.56 acre-inches per acre; hence 3500 gallons per tree is 
equivalent to nearly 9 acre-inches per acre. The consumptive use of 
water by the trees was not determined. 

Taylor and Downing found large amounts of irrigation water required 
for Jonathan and Winesap apple orchards in the Snake River Valley, 
Idaho, but the requirements were increased by the growth of a cover crop 
of clover. On a fine sandy loam soil near Twin Falls 28.5 acre-inches 
per acre, which maintained an average moisture content of 19 per cent, 
resulted in the maximum 3deld and in the highest percentage of extra 
fancy and fancy fruit. On a sandy soil of 2 to 3 feet in depth underlain 
by a sand of great depth near Payette, Idaho, these investigators found 
approximately 3 feet in depth annually to give the largest fruit yielda 
The Payette soil also produced a cover crop of clover. 

306. Peaches. — In a study of the irrigation needs of Elberta peaches 
on the gravelly loam soils near Brigham City, Utah, during the year 
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1913, Batchelor found that 10 inches of water was insufficient to produce 
a satisfactory crop. Twenty-four inches of irrigation water produced 
over 50 per cent more marketable fruit than was produced with 10 inches. 
Substantially the same amount of marketable fruit was produced by 
47 inches of irrigation water as by 24 inches. The crop-season rainfall 
during 1913 was over 3 inches, which is more than 4 times the normal 
crop-season rainfall. 

The 4 experimental plots that were given an average of 10 inches of 
water in 1913 were given 12 inches in 1914. One of the plots was irri- 
gated 4 times, one 6 times, one 7 times, and one 8 times. None of the 
plots that received only 12 inches of irrigation water produced any 
marketable fruit in 1913. Plots that were given 31 inches of water pro- 
duced almost as large yields of marketable fruit as those which were 
given 62 inches. 

The gravelly nature of the soils on which Batchelor conducted the 
experiments on the irrigation of peaches precluded the possibility of the 
use of a soil auger, and hence the consumptive use of water by the 
peach trees was not determined. It was noted, however, that small 
irrigations frequently applied in nearly every case gave better results 
than the same seasonal depth of water applied less frequently in larger 
amounts at each irrigation. It is therefore probable, although definite 
proof is lacking, that the soils sustained comparatively heavy deep per- 
colation losses, and hence that the amounts of water consumptively used 
was appreciably less than the amounts applied to the plots. 

306. Citrus Groves. — From extensive experiments conducted in 
1926 and 1927, Beckett, Blaney, and Taylor conclude that citrus groves 
in northern San Diego County, California, including cover crops, require 
from 8 to 12 inches of water during the winter season. As pointed out in 
Article 302, the winter needs of these crops are satisfied by the rainfall 
during years of normal precipitation. 

The net seasonal summer irrigation requirements of mature citrus 
groves, according to these investigators, range from 15 to 18 inches, 
provided the water application efficiency is approximately 60 per cent. 
For trees 6 to 8 years old having 40 per cent to 50 per cent of their prob- 
able ultimate size, 6 to 8 inches of irrigation water are considered suffi- 
cient. Sandy loam soils predominated, in the San Diego County exper- 
iments, there being but one farm of 9 acres on which the soil is classed 
as a loam. The moisture equivalent of the sandy loam soils ranges 
from 10.5 to 15.1 per cent by dry weight. The moisture equivalent of 
the loam soil is 18.0 per cent. 
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CHAPTER XXIII 

IRRIGATION IN HUMID CLIMATES 

Irrigation is fundamentally a practice of artificially supplementing 
the natural precipitation. The percentage of the cultivated land of the 
United States on which irrigation is essential to crop production is very 
small. However, even under humid climates where crops are ordinarily 
grown without irrigation, the rainfall does not come regularly enough 
from season to season, and from week to week during the season, to 
assure the most profitable crop yields. The soils of humid regions, 
generally speaking, are rather shallow and, therefore, capable of storing 
relatively small amounts of water for the use of plants. When long- 
periods occur between rains, crop growth in humid regions is retarded. 
In order to avoid the losses due to decreased crop yields from occasional 
drought, and also to assure continuous and rapid growth of valuable 
truck and orchard crops, humid-climate farmers are becoming more 
and more interested in irrigation. 

307. Irrigation Supplementary to Rainfall. — The ultimate source of 
water for all natural vegetation on the earth is the precipitation in the 
form of rain and snow. Yet, because of the great variability in precip- 
itation from place to place, vast areas of the earth^s surface are almost 
wholly sterile from lack of water. Other areas produce vegetation only 
during the wet seasons and lie sterile for weeks and months each year 
when plants could grow if water were available. Still other areas pro- 
duce crop growth continuously during warm weather in years when the 
rainfall is high, and lie sterile and barren for many days in years of low 
precipitation. And so irrigation is an artificial means of providing the 
soil moisture essential to the production of plant growth in places and 
at times of deficient rainfall. The extent of irrigation essential thus to 
supplement the rainfall is clearly dependent on natural variations. For 
example, in San Diego County, California, as pointed out in Chapter 
XXII, 2 winter irrigations were needed for citrus groves including cover 
crops during 6 years out of 25. In parts of Utah, winter irrigation of 
orchards is never essential, but summer irrigation is always needed; 
and in parts of Oregon, orchards on heavy soils in some seasons will not 
benefit from irrigation. In reality, therefore, the boundary between 
arid and humid climates as related to irrigation needs is decidedly 
indistinct. It is doubtless true that, in many countries of the world in 
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which farmers ordinarily depend wholly on natural precipitation^ as a 
source of water in crop production, yields could be increased, in many 
places during some years, by supplementing the available soil moisture 
with irrigation water. There can be no general rule as to the economic 
advisability of this practice of supplementing the available moisture 
through irrigation. 

308. Deficiencies in Rainfall. — It has been truly said that one of the 
most interesting things in nature is its variation — its changes from time 
to time and place to place. There is no uniformity in nature, and so 
with the rainfall; it is continuously changing from year to year and 
month to month. These changes are of vital concern to agriculture, 
in both the East and the West. The average numbers of rainless periods 
of duration of 1 or more weeks during the crop-growing season in 7 mid- 
western humid-climate states are shown in Table XXXIV,* which shows 
for example that in Michigan during the 10-year period 1917 to 1926 
there were on the average 7 periods each year from 1 to 2 weeks in dura- 
tion in which there was no rainfall. In Iowa there were 8 such periods; 
in Wisconsin, Minnesota, Illinois, and Indiana, 6; and in Ohio, 5. A 
rainless period of 2 to 3 weeks^ duration occurred on the average twice 
each year in Minnesota and once in each of the other states. Rainless 
periods of 3 weeks or more are comparatively rare. 

Similar data compiled by Williams and presented also by Widtsoe 
show that in the 10-year period 1899 to 1909 there were many more 
times when for 15 days or longer the rainfall was 1 inch or less. At 
Ames, Iowa, there were 23 such periods; at Oshkosh, Wisconsin, 27; 
at Vineland, New Jersey, 46; at Columbia, South Carolina, 62; and 
at Selina, Alabama, 60. Considering that after a 15-day period of rain- 
fall of only 1 inch or less irrigation was really necessary, Widtsoe indi- 
cates that during the 10-year period the number of days when irrigation 
was required ranged from 190 at Ames, Iowa, to 724 at Selina, Alabama. 

309. Does Irrigation Pay? — Farmers in southern California, Arizona, 
New Mexico, and southern Utah seldom if ever ask the question, '' Does 
irrigation pay? ” They do, however, properly study the promise of 
profits in the growing of the different crops, but since in these places 
most crops must be irrigated in order to produce, or even to live, the 
question “ Does irrigation pay? has no significance with them. 

Many Montana farmers seriously doubt that it pays to irrigate be- 

* The author gratefully acknowledges his indebtedness to Professor H. B. Roe for 
the use of the data of Table XXXIV which have not heretofore been published. 

After the above acknowledgment was written, the data of Table XXXIV were 
presented in an unpublished report by the Committee on Irrigation of the Am. Soc. 
Agr. Engineers. 
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TABLE XXXIV 

Average Number, to the Nearest Unit, of Rainless Periods of Duration 
OF One or More Weeks fob Midwestern States for Ten-Year Period 


Data prepared by H. B. Roe 


State 

Duration. 

Weeks 

' 19U 

nQii 

M9K 

s 

to 

)192] 

[ 192S 

J192^ 

11924 

11921 

)192C 

) Av. 

Michigan 

1-2 

5 

7 

4 

10 

3 

9 

9 

6 

7 

10 

7 


2-3 

2 

2 

1 

1 

2 

1 

1 

1 

0 

1 

1 


3+ 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Wisconsin 

1-2 

2 

6 

4 

8 

7 

10 

8 

6 

4 

8 

6 


2-3 

2 

2 

1 

1 

0 

0 

1 

0 

2 

1 

1 


3-4 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 


4+ 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

Minnesota 

1-2 

4 

5 

5 

8 

5 

6 

5 

3 

7 

9 

6 


2-3 

2 

1 

1 

1 

1 

2 

3 

1 

2 

1 

2 


3+ 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Iowa 

1-2 

7 

6 

4 

9 

7 

12 

8 

7 

8 

12 

8 


2-3 

1 

2 

1 

0 

0 

0 

1 

1 

2 

1 

1 


3+ 

0 

0 

0 

0 

! 0 

' 0 

0 

0 

0 

0 

0 

Illinois 

1-2 

' 6 

7 

3 

5 

3 

8 

6 

5 

7 

5 

6 


2-3 

0 

1 

1 

1 

1 

0 

0 

0 

1 

1 

1 


3-4 

0 

0 

0 

1 

0 

1 

1 

0 

1 

0 

0 


4+ 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Indiana 

1-2 

8 

5 

2 

7 

4 

7 

9 

6 

6 

6 

6 


2-3 

1 

3 

1 

0 

1 

0 

0 

1 

0 

2 

1 


3-4 

0 

0 

0 

0 

0 

1 

0 

0 

0 

0 

0 


4+ 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Ohio 

1-2 

5 

6 

5 

4 

5 

6 

7 

5 

6 

5 

5 


2-3 

1 

0 

0 

1 

0 

1 

1 

0 

0 

1 

1 


3-4 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


4+ 

0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

Average of 7 

1-2 

5 

6 

4 

7 

5 

8 

7 

5 

6 

8 

6 

states 

2-3 

1 

2 

1 

1 

0 

1 

1 

1 

1 

1 

1 


3+ 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


The stations considered in preparing the above table are as follows: Michigan — 
Ludington, Saginaw, and Kalamazoo; Wisconsin — Spooner, Wausau, and Mad- 
ison; Minnesota ~ Bemidji, Duluth, Minneapolis, and Albert Lea; Iowa — 
Charles City, Ames, and Clariton; Illinois — Kankakee, Springfield, and Cairo; 
Indiana — Ft. Wayne, Indianapolis and Vincennes; and Ohio — Akron, Colum- 
bus, and Cincinnati. 
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cause they can produce reasonably good yields of crops during some 
years without irrigation, and consequently farms under large irrigation 
systems that could be supplied with water are operated without irriga- 
tion. Similar examples may be cited for many other arid-region locali- 
ties where some crops may be grown without irrigation and in which 
the economic advisability of irrigation is not clearly and fully established. 
That farmers in humid climates can assure themselves large and depend- 
able crop yields, in so far as influenced by readily available soil moisture, 
by providing irrigation systems and dependable, adequate water sup- 
plies is now well established. But the fact just stated does not prove 
that the farmers^ profits will thus be increased — they may or they may 
not be. Consequently the humid-climate farmer is fundamentally 
concerned with the question, Does irrigation pay? 

310, Crops Irrigated in Humid Climates. — In general, irrigation in 
humid climates thus far is most widely practiced for the growing of small- 
fruit and truck crops, which bring high returns per acre and which 
therefore justify relatively high investments for irrigation systems. 
These crops as a rule are given some irrigation water every year after 
the irrigation systems are once prepared. Strawberries especially re- 
spond well to irrigation during the fruiting season. 

Next in importance from the viewpoint of gross acre returns come the 
orchards of humid regions. Orchard soils may not need irrigation every 
year as the small-fruit and truck farms do, but the decreases in yields 
during relatively dry years in some humid-climate states fully justify 
the investments necessary to provide irrigation systems. In Virginia, 
for example, where the average annual precipitation is 41.6 inches, or 
3| inches per month for the 30-year period, 1900 to 1929, there were 
10 years in which the average monthly precipitation in July, August, 
and September was only 2 inches per month. According to Professor 
Charles E. Seitz, Virginia orchards need for maximum production 
approximately 6 inches per month during these important months. 

311. Results of Experiments on Irrigation. — During a period of one- 
third of a century a number of experiments have been conducted in 
different humid-climate areas in the United States, and elsewhere, con- 
cerning the influence of irrigation on crop yields. 

In New Jersey, blackberries, raspberries, currants, gooseberries, and 
other small fruits have been found to respond very well to irrigation 
during seasons of low and irregular rainfall. Also in Connecticut, 
strawberries were early found to produce larger yields when supplied 
with irrigation water. Similar results were obtained by Bang in Wis- 
consin in a study of irrigation of potatoes, cabbage, corn, clover, straw- 
berries, and some small grains. Early irrigation experiments in South 
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Dakota gave marked increases in yields of several crops. In the 
Hawaiian Islands, under an annual rainfall of nearly 50 inches, irrigation 
of sugar cane has been found to increase the yield. 

From irrigation experiments in Michigan by the overhead spray 
method Loree found that the yield of onions was increased 233 per cent, 
beets 86, carrots 66, lettuce 60, and early cabbage approximately 100 
per cent. It was also apparent from these experiments that the quality 
of crops was improved, and that more intensive cropping was possible 
with less cultivation than was required without irrigation. 

312. Extent of Irrigation in Eastern States. — It is estimated by a 
committee of the American Society of Agricultural Engineers that in 
the 7 mid-western states listed in Table XXXIV there are now (1931) 
approximately 6000 acres receiving supplemental irrigation. The same 
authorities also estimate that supplemental irrigation might profitably 
be provided for an additional 145,000 acres in these 7 states for the pur- 
pose of carrying various special crops through rainless periods at critical 
times, such as periods of maximum growth and periods of maturing of 
crops; and also as a means of insurance against untimely frosts. Esti- 
mates have also been made for the following 8 states as a group: Del- 
aware, Pennsylvania, New York, Maryland, New Jersey, Connecticut, 
Massachusetts, and Rhode Island. It is believed that an area of ap- 
proximately 5000 acres now receive irrigation in these states and that 
an additional area of more than 10,000 acres would be benefited by 
irrigation. Other humid-climate areas in which supplemental irri- 
gation is now practiced to some extent and in which it will probably 
be increased are eastern Nebraska, Kansas, Oklahoma, and Texas, 
parts of Montana and Idaho, and western Washington, Oregon, and 
northwestern California. 

313. Sources of Water for Irrigation. — In the humid regions of the 
United States, irrigation water is obtained largely from four sources, 
namely: (a) underground water supplies; (b) streams, rivers, ponds, 
and lakes; (c) city water systems; and (d) city sewage systems. Farm 
pumping plants are used to obtain water from wells and also to a large 
extent to obtain water from ponds and lakes. Excluding the relatively 
small amount of water obtained from sewage systems, it is estimated 
for the mid-western states that about 60 per cent of the irrigation water 
is obtained from surface supplies. . In humid regions large water-storage 
reservoirs are built to supply the culinary and industrial water needs of 
great cities, but there are no such reservoirs for irrigation purposes; nor 
are there any great irrigation diversion weirs or canals. 

314. Methods of Irrigation in the Eastern States. — Several methods 
of applying irrigation water to soils are described in Chapter V. In the 
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Fig. 173. — Experimental irrigation plots at Iowa Agricultural Experiment Station. 

(Courtesy: la. Agri. Exp. Sta.) 

on the Iowa State College Farm conducted under the direction of Profes- 
sor Davidson. In irrigating asparagus, for example, the furrow method 
is extensively used. The flooding method is rarely used except for spe- 
cial crops such as rice. It is probable that the furrow and flooding 
methods will be extended as they are better understood. For peat 
soils such as occur in certain areas^ near the Great Lakes, the sub- 
irrigation method is likely to be used to advantage, 

315. Amounts of Water Needed. — The amount of irrigation water 
needed in humid regions for any given crop depends more on the fre- 
quency of rains and the monthly depth of rainfall during the crop- 
growing season than it does on the annual rainfall. The amount of 


humid regions of the United States the spray method is used to a con- 
siderable extent. For small fruits, such as strawberries, and for truck 
crops which bring large financial returns per acre, the spray method is 
quite satisfactory. However, the cost of spray irrigation for orchards 
or field crops, particularly those that are grown in rows and that can 
be easily irrigated by the furrow method, may be so great as to be un- 
profitable, whereas the costs of furrow irrigation may be fully justified 
by the increase in, and insurance of, crop yields. Fig. 173 illustrates the 
furrow method of irrigation which was used in some experimental work 


USE OF SEWAGE WATER 


385 


irrigation water needed in humid regions therefore varies from season 
to season according to the crop-season rainfall. Humid-climate soils 
are relatively of less depth than arid-climate soils, and hence, in soils of 
the same texture and structure, in humid regions, smaller amounts of 
water are stored in the form of soil moisture from the dormant-season 
rainfall for use during the growing season. And likewise the amount of 
water that may be stored in the soil from a heavy rain during the crop 
season in humid regions is less than the amount that may be stored in 
the deeper soils of the arid regions from a single irrigation. Remember- 
ing that in arid-region soils the approximate average increase in moisture 
content from a single irrigation is 6 per cent of the weight of the dry 
soil, and that, if the irrigated soil is appreciably moist before irrigation, 
the increase in is much less than 6 per cent, it is possible to estimate 
the depth of penetration of moisture from a light spray irrigation. For 
example, if the moisture content is increased 4 per cent by a 0.5-inch 
spray irrigation, it follows from equation (42) that the depth of soil 
moistened is 9.6 inches provided the apparent specific gravity (A^) of 
the soil is 1.3. It is therefore apparent that, when it is desired to moisten 
only a few inches of soil, a fraction of an inch depth of water will suffice. 
Mitchell and Staebner advise that a spray irrigation system should be 
large enough and the water supply adequate to deliver at least 1 inch 
depth of water per week. According to Williams, depths not exceeding 
i inch per application are considered sufficient for moistening seed beds 
and for young vegetables. For strawberries and young orchards J to 
1 inch per irrigation is considered ample. For the seasonal needs, 
Williams believes that truckers in humid regions do not use more than 
6 inches and that in many seasons 4 inches will adequately supplement 
the rainfall. 

It is important to note that the above estimates are made in con- 
nection with the spray method of distribution, which permits the applica- 
tion of smaller depths of water per irrigation than the other methods. 
On many western lands it is very difficult to apply less than 1.5 to 2.0 
inches in a single irrigation by either the furrow or the flooding method. 

As a result of a rather extensive study of the water needs for orchards 
in Virginia (yet unpublished). Professor Seitz has found many orchardists 
who have amply demonstrated the financial attractiveness of irrigation 
of orchards. Some of the better Virginia orchards in the lighter soils 
need as much as 3 to 4 inches per month during July to September, the 
months of maximum water needs. In general, the amounts of water 
needed in humid regions are much less than in arid regions. 

316. The Use of Sewage Water. — In the older civilized countries 
the use of sewage water in irrigation is becoming increasingly important. 
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Not only does this use make it possible to cultivate some lands that other- 
wise would lie idle, but also it furthers the saving for society of large 
quantities of valuable plant-food substances. 

Widtsoe called attention to the fact that sewage water has been used 
in many countries for generations past with very satisfactory results. 
The feeling entertained by some persons that the use of sewage water 
for irrigation is likely to endanger the health of those who use the prod- 
ucts of lands that are so irrigated seems to have no basis of fact. For 
many decades the products of sewage farms have been used by man. 

317. The Future of Humid-Region Irrigation. — Irrigation in humid 
regions is likely to expand as its possibilities and advantages are more 
widely understood. The methods of spray irrigation seem to be more 
attractive to eastern farmers than the methods of surface application by 
flooding and by running the water in furrows, methods widely used in 
the arid-region states. However, the spray methods are relatively ex- 
pensive, and their high costs may tend to retard or prevent irrigation 
expansion in humid regions under some soil and crop conditions that are 
well suited to the less expensive surface irrigation methods. Staebner 
has shown that the surface methods of furrow irrigation and of flooding 
which are so extensively used in the West may be adapted to eastern 
conditions without difficulty. It is probable that a wider dissemination 
of information as to the feasibility and the methods of irrigation on 
humid-climate farms by the ordinary surface methods will lead to grad- 
ual expansion of irrigation in humid regions. 

In any event, efficient methods of irrigation in humid regions are essen- 
tial to the attainment of economical results. Especially where irriga- 
tion water is obtained by pumping against high lifts the farmer cannot 
afford to lose large amounts of water either by surface run-off or by deep 
percolation. The former losses are easily detected by inspection — the 
latter can be detected only by a study of the depths of soil that need 
moistening and the amounts of water that may be retained in the soil 
from a single irrigation, and by regulating the depths of water applied 
in each irrigation accordingly. The spray methods enable the irrigator 
to apply water efficiently. For the irrigation of crops that yield high 
returns per acre, such as truck and berry crops, the spray methods of 
irrigation also will be more widely used as the advantages of irrigation 
are better understood. It is sometimes advantageous to provide water 
for furrow irrigation of part of a farm and for spray irrigation of other 
parts by installing only one pumping plant. A typical plan prepared by 
Williams for an 80-acre farm is presented in Fig. 174, suggesting that 
spray irrigation be provided for the intensive truck plats and the straw- 
berries, whereas the general truck crops, bush berries, and orchard be 
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Fig. 174. — Typical 80-acre farm in humid regions, showing development of water 
supply by reservoir and a combination of spray and surface methods of irrigation 

operated from one pumping plant. (XT. S. Dept. Agr. Bui. 495.) ( 387 ) 
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irrigated with the furrow method. The typical humid-farm irrigation 
plan presented in Fig. 174 properly provides different methods of irriga- 
tion for different purposes. The expansion of humid-climate irrigation 
under plants especially adapted to the crop needs, the soil and topo- 
graphic conditions, and the sources and cost of available water will 
tend to encourage irrigation as a means of avoiding the uncertainties 
and the losses due to long periods of drought. 
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CHAPTER XXIV 


THE PROBLEMS OF IRRIGATION 

The problems of irrigation briefly sketched in this chapter include 
particularly those which concern groups of society and which must be 
solved by group action. These problems are therefore of a public or 
quasi-public nature. The economic welfare of the 11 western states 
rests in part on the maintenance and perpetuation of high productivity 
in their irrigated lands. Also, as population increases, the public welfare 
is influenced by the completeness and the economy with which the water 
supplies of the West are used. Obviously, some water is needed for 
culinary and industrial uses in cities — the amount so needed increases 
with the growth and industrial development of western cities. The 
growing use of electricity for lighting, heating, and industrial purposes 
gives the public a genuine interest in the building of more water-power 
electric plants, and these may, if properly located, advance irrigation 
expansion* or they may, if located at points low on the streams, greatly 
retard or permanently prevent the use of the water for irrigation. 

Interest in irrigation farming is growing in many countries. Old 
irrigation projects are being improved and new projects are being con- 
templated in the Americas, Africa, Australia, Asia, European countries, 
and in India. It therefore seems fitting that the student of irrigation, 
after having given thought to its principles and practices, make a 
reconnaissance of its problems and its possibilities. To some extent, 
at least, the public problems of irrigation are common to all irrigated 
countries. 

318. Classes of Irrigated Land. — There is great variability in the 
several classes of irrigated land with respect to irrigation needs. West- 
ern arable lands may be grouped into three classes based on the status 
of irrigation, namely: (1) lands that are fully supplied with irrigation 
water nearly every year, regardless of minor fluctuations in precipitation 
and in stream flow; (2) lands that are only partially supplied with water 
for irrigation during years of average precipitation and that sustain 
serious water shortages during years of low precipitation; and (3) lands 
that yet lie idle awaiting the availability of irrigation water, and also 
lands that are still being used for dry-farming purposes at relatively 
small profits. 
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319, Lands Ftilly Irrigated. — In Utah, Colorado, California, and 
other western states, where the pioneer irrigation settlers first practiced 
irrigation, the best lands naturally were settled and irrigated first, pro- 
vided they were conveniently accessible to the streams from which water 
could easily be diverted. Reservoirs were not built by the pioneer 
irrigators. They had only their labor together with primitive tools 
and equipment with which to construct diversion dams, canals, and 
ditches, and they accomplished these tasks well, sometimes under great 
hardships and physical privations. They had no capital with which to 
build the modern structures essential to the complete control and utiliza- 
tion of the waters of any one river system. Furthermore, their numbers 
were few, and they did not early need all the water of a stream system 
as it is now needed in the more populous sections of the West. Clearly, 
therefore, they obtained only the natural stream flow for their water 
supply. The pioneer irrigators in many of the western states early 
established prior rights to the use of the natural late-season stream flows 
— rights which are highly respected and fully protected under the doc- 
trine of priority of appropriation and beneficial use. The basic requi- 
site for perpetuity of these early-established water rights is continuity 
of use of the water for beneficial irrigation purposes. The Utah public 
has such high regard for the water rights thus established by the pioneers 
that permission is granted by law to transfer water rights to different 
lands in case the lands first irrigated are needed for purposes other than 
agriculture (that is, for residence or industrial purposes), or in case the 
early lands for any reason become unfitted for continued cultivation 
under irrigation. 

Some irrigated lands have become partially non-productive from 
excessive irrigation, seepage from higher land, rise of the water table, 
concentration of alkali salts, and other less obvious causes. Still other 
irrigated lands have become wholly non-productive for the same reasons, 
in spite of the fact that modern irrigation in America is yet less than 
a century old. Some writers have interpreted these facts as convincing 
evidence that agriculture based on irrigation is destined to disintegra- 
tion, decline, and ultimate decay and abandonment. These writers, 
in order to support their contentions, cite some cases of antiquity where 
great civilizations fed by the products of irrigated farms have gradually 
declined and finally disappeared. 

However, many irrigation authorities in western America and else- 
where believe that agriculture under intelligent irrigation practice is 
fundamentally sound and that it may be made permanent. The con- 
ditions of perpetuation of soil fertility under irrigation in some respects 
are common to the conditions essential to permanence of soil fertility 
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in humid climates — in other respects they are unique to irrigation 
practice. The conditions, both in humid climates and in arid regions, 
which, in common, are essential to permanence of soil fertility are fully 
explained by agronomists and soil scientists — they include especially 
intelligent crop rotation, maintenance of favorable soil tilth, and reason- 
able additions of fertilizers, either mineral or organic or both. 

One of the problems of irrigation of first importance on the early- 
settled irrigated lands, which enjoy full water rights under early priori- 
ties of appropriation, is the maintenance and perpetuation of soil 
productivity. This problem will of course ultimately apply to all 
irrigated lands, but it is now of special importance to the lands that 
have been irrigated longest and which have full water rights. 

In addition to the conditions essential to the maintenance of soil 
productivity under humid-climate farming, the conditions of perma- 
nence which are particularly applicable to agriculture under irrigation 
include also moderate irrigation, based on knowledge of soil and water 
relations and soil and plant relations, uniform distribution of water on 
the land to avoid excess water losses by deep percolation and also to 
avoid leaching of plant food substances and assurance of adequate 
drainage of the water which is unavoidably lost. Drainage may be 
provided either by natural or by artificial means. 

Where these conditions of soil fertility are maintained, and accom- 
panied by the enjo3nnent of a dependable right to an adequate quantity 
of water, controlled, and conveyed to the farm at the request of its 
owner, irrigation farming is really attractive. In this connection Dr. 
Elwood Mead, Commissioner of Reclamation, is quoted as having 
recently said; It is a privilege to live on an irrigated farm.’' 

320. Lands Partially Irrigated. — Men who work toward the per- 
petuation and advancement of irrigation in the West are vitally con- 
cerned with the provision of additional supplies of water for lands now 
inadequately supplied, and hence only partially irrigated. The para- 
mount need for construction of irrigation storage works in some of the 
states of the West is to supply late-season water for lands that now have 
sufficient water only during the months of April, May, and part of 
June while stream discharges are high, owing to the melting of moun- 
tain snows. In many western valleys the lands that are only partially 
irrigated lie around the valley rims near the mountains and above the 
lands that are fully supplied with water. Therefore these lands, 
being the highest that are irrigated, receive no water by seepage from 
other lands. It is moreover rather a general rule that the higher lands 
have relatively coarse-textured soils of shallow depth. In some cases 
they are also comparatively irregular in topography and consequently 
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difficult to irrigate uniformly. It is a commonly accepted belief, justi- 
fied by practical experience, that these lands require relatively large 
amounts of water for irrigation. In all probability their consumptive 
use water needs are but little if any greater than those of lower, fully 
irrigated lands, but the water application efficiency is undoubtedly lower. 
The result is that substantial amounts of water from the higher, partially 
irrigated lands, either by surface or underground flow, reach the lower, 
fully irrigated lands through unmeasured channels. In some cases these 
additions are welcomed by the lower canals and land owners — they 
increase the effective water supplies and make complete irrigation easier. 
In other cases when the amounts of seepage water are excessive they 
prove harmful to the lower lands and make artificial drainage necessary. 

Irrigation communities are therefore confronted not only with the 
problem of building large storage reservoirs to hold back the flood waters 
]| ,1 for late-season supplemental supplies to lands now partially irrigated, 

I i but also with the problem of attaining the highest practical efficiency in 

\i the application of these supplemental water supplies in order to protect 

the high lands from excessive leaching and the low lands from excessive 
seepage water. 

Owners of the lower, fully irrigated lands sometimes oppose the efforts 
of the owners of the higher, partially irrigated lands to supplement their 
late-season water supplies, on the grounds that any increase in water 
for the higher lands is sure to cause excessive seepage to the lower land 
with resultant water-logging of the soil. Owners of high lands who 
desire to supplement their water supplies point out the fact that late- 
season water shortages cause many irrigators to apply excessive amounts 
of water to their farms in the early season, with the hope of lessening 
the crop losses due to late-season inadequate supplies. They argue 
further that water losses from the higher lands by deep percolation are 
greater from a few excessive irrigations early during the season than 
from a larger number of irrigations of moderate amounts applied when 
needed throughout the season. Reconciliation of these diverse view- 
points and interests is one of the problems the solution of which is 
essential to complete irrigation of appreciably large areas of land now 
only partially supplied with water. 

321. Lands Not Yet Irrigated. — The area of land that will ultimately 
be irrigated in the western United States is not yet precisely determined. 
It is variously estimated from 30 million up to 50 million acres. It is 
probably not extravagant to assume roughly that the present (1931) 
area will ultimately be doubled. How many generations will pass 
before all the WesUs potential water supply is controlled and used in 
irrigation is almost wholly a matter of conjecture. It is certain, how- 
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ever, that, as the national population continues to increase, the need for 
complete utilization of the water supplies of the West for irrigation, 
power, and domestic purposes also will increase. In the process of 
irrigation advancement, large and costly dams have already been built. 
Great reservoirs have been formed by the building of dams, and canals 
of tremendous length have been constructed. But the future will prob- 
ably bring still larger, more expensive, and, indeed, more magnificent 
irrigation structures. 

If it were possible to spread all the water annually yielded by all the 
streams of the West uniformly over all the arable land that needs irriga- 
tion, then the problem of complete utilization of the water would be 
easily solved. But this is certainly economically prohibitive if not 
physically impossible. For example, the waters of the Sevier River 
in central Utah are now fully used in irrigation. A decade has passed 
since the Sevier River reservoirs were all so completely filled that it 
was necessary to allow any water to go to waste into Sevier Lake. 
Yet there are extensive areas of arable land within easy reach of the 
Sevier River that probably will never be irrigated because the river 
Water supply is inadequate. Logan River and its tributaries annually 
discharge a large volume of unused water into the Bear River, most of 
which goes into Great Salt Lake, but it is impracticable to use this sur- 
plus Logan River water to relieve the water shortages on the Sevier 
River lands because of the prohibitive cost of constructing a reservoir 
in which to store the Logan River flood water and a canal more than 
200 miles in length to convey the water to the Sevier River lands. 

The Sevier River is typical of many other western rivers, the total 
annual water yield of which is too small to permit the irrigation of all 
the arable lands to which canals may be economically constructed. 
The Bear River, like the Snake and the Columbia Rivers, is typical of 
those that yield more water each year than will be required for irrigation 
for a very long time. 

322. Further Water Supplies. — In order to obtain the additional 
water supplies needed for supplemental irrigation of lands now partially 
irrigated, and also to complete irrigation of lands not yet irrigated, hun- 
dreds, if not thousands, of additional storage reservoirs must yet be 
constructed. Intricate engineering problems concerning the suitability 
of reservoir sites, the safety of foundations for dams, and the strength, 
durability, and economy of dams must be solved before the necessary 
reservoirs are made available. 

The problem of determining the total annual water yield of river 
systems and the amount of the water that already is properly claimed 
for irrigation, power, culinary, and other purposes, requires years of 
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painstaking study by competent engineers. River yields vary widely 
from year to year. Those who appropriate the flood discharges to fill 
storage reservoirs assume great responsibility in estimating the amounts 
of water that may be stored. The more nearly the total river yield is 
appropriated and used beneficially, the greater the risk to the new builder 
of storage works who must of necessity depend on the water yield of the 
highest discharges, or in the engineer's language, the peak of the 
hydrograph.’^ Yet these risks are inevitable to the final and complete 
utilization of the water supplies of arid regions. 

Further water supplies may be obtained by using subsurface gravel 
formations or ground-water basins as storage reservoirs. The use of 
such reservoirs as yet is only well begun compared to the possibilities. 
However, in parts of California the use of subsurface reservoirs is highly 
developed. It is estimated that as much as 80 per cent of the total water 
supply in certain sections of southern California is pumped from ground- 
water storage basins. Very large amounts of water are also pumped 
from the ground-water supplies of the Salt River Valley, Arizona, thus 
supplementing the water supplied by the surface reservoirs and also 
lowering the elevation of the water table and hence affording drainage 
of lands formerly water-logged. There is a common misconception 
among some farmers that the water supplies of underground reservoirs 
are unlimited and hence inexhaustible. The measurements of capacities 
of underground reservoirs is indeed more difficult than similar measure- 
ments of surface reservoirs. However, the really important considera- 
tion is to determine the safe annual water yield of such reservoirs that 
may be pumped out of them without excessively high lifts. 

The determination of potential, as well as perfected, rights to the 
waters of underground reservoirs is a legal problem of real complexity 
that must be solved before complete utilization of such reservoirs can 
be made to increase irrigation water supplies. 

323. Trans- Water shed Diversions. — An interesting means of in- 
creasing irrigation water supplies in localities of scarcity is the construc- 
tion of tunnels through mountains in order to permit the diversion of 
water from one watershed to another. Already large amounts of water 
that originate in one watershed are conveyed through tunnels to other 
watersheds in which the need for irrigation water is greater. For ex- 
ample, the Bureau of Reclamation Gunnison Tunnel in western Colorado 
conveys nearly 1000 c.f.s. from the Gunnison River to the Uncompahgre 
River and delivers annually approximately i million acre-feet of water 
for irrigation purposes. The tunnel is nearly 6 miles long and is more 
than 2000 feet below the summit of the mountain separating the two 
streams. In Utah the Strawberry Tunnel also built by the Bureau of 
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Reclamation conveys water from the Colorado River watershed into the 
Spanish Fork River, which runs into the more arid Great Basin area. 
This tunnel is 3.6 miles long and brings to the Provo area approximately 
85,000 acre-feet of water annually. Other trans-watershed diversions 
have been made, some are now under contemplation, and still more must 
be made to utilize completely aU the water supplies of the West. 

324. Water Exchanges. — In some localities it is economically feasible 
to store flood waters for irrigation needs in naturally favorable reservoir 
sites closely adjacent to irrigated lands, at elevations below the partially 
irrigated and unirrigated lands, but above the fully irrigated lands. 
Reservoir sites in the mountains above the lands that need supplemental 
or complete water supplies, though available, are restricted in capacity, 
and the building of dams is economically prohibitive. In order to solve 
the problem of complete utilization of available flood waters in cases of 
this kind, it is essential, and indeed advantageous, to divert the natural 
flows of the mountain streams, which formerly supplied the low lands, 
at higher elevations and convey them to the higher lands. The needs 
of the low lands which enjoy full water rights may then be supplied by 
diversions from the storage reservoirs. Such a practice obviously re- 
quires water exchanges. The owners of the prior water rights for the 
low-lying lands must be fully protected in their rights, and adequately 
assured that the stored flood waters delivered to them will equal in 
amount the direct stream diversions to which they would be entitled 
under all conditions of stream flow. That such water exchanges are 
feasible and satisfactory when fully understood is well demonstrated by 
successful exchanges made on many western projects, notably by those 
in the State of Colorado east of the Rocky Mountains in the Fort Collins- 
Greeley area. That water exchanges are basically essential to the com- 
plete utilization of water resources in irrigation is recognized by many 
irrigation authorities. Authorization of water exchanges by the owners 
of prior rights to water for fully irrigated lands requires assurance of 
continuous and reliable deliveries of water from proposed new water 
sources, whether surface or underground reservoirs, with the reservation 
of authority again to receive the waters from the original source in case 
the new source fails to deliver water at any time. In addition to these 
legal assurances of continuity of enjoyment of early water rights, the 
owners of such rights must clearly see the necessity of water exchanges 
as a means of completely using all the water supply and of thus providing 
the greatest good to the greatest number. 

325. Irrigation and Hydroelectric Power. — Already on many river 
systems great dams serve the combined purpose of storing water for 
irrigation, and equalizing the natural stream flow for generating hydro- 
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electric power. The advancement of American civilization is in no small 
measure due to its having removed much of the physical drudgery of 
human labor by using energy from natural sources such as coal, oil, and 
waterfalls to do the work of man. It is highly desirable that the rivers 
of the West should be made to generate power by construction of large 
hydroelectric plants wherever economically feasible, provided these 
power plants are located high enough on the river systems to permit the 
later use of the water for irrigation purposes. One of the perplexing 
problems that will confront the people who have the responsibility of 
completing the utilization of all the water supply of the various western 
rivers for irrigation will be acquiring water rights which have become 
vested for purposes of power generation at points on the rivers so low 
that the water cannot be diverted for irrigation purposes after it has 
gone through the hydraulic turbines to generate power. 

It is therefore essential to the complete utilization of the West^s 
water supply in irrigation that the granting of water rights by the public 
for purposes of power generation either be restricted to points high 
enough on the streams to permit diversion and use of the water for 
irrigation after it has left the power plants, or that at some future time 
the power rights at low points on the streams be purchased in order to 
make irrigation possible. 

326. Irrigation and City Water Supplies. — The water yields of 
western watersheds are needed not only for irrigation and generation of 
power, but also to supply the culinary and industrial demands of rapidly 
growing western cities. Already vigorous and long-continued conflicts 
have occurred between some of the larger western cities and land owners 
who consider their irrigation water rights infringed by the cities gradu- 
ally but positively reaching out to different water sources to increase 
their water supplies for growing populations. It is almost a self-evident 
truth that a city cannot grow beyond its capacity to supply adequately 
and dependably the water needs of its inhabitants. However, as these 
city water needs increase, it is usually possible for the city concerned to 
pay relatively high prices for the water it needs, and consequently the 
city is a successful water competitor with the irrigated farm. This does 
not mean that the growing city confiscates the farmer’s water right — 
it does mean, however, that waters that have been used for many years 
for irrigation are taken by the cities and the irrigation needs of the 
farms are supplied from other sources which furnish water not suited to 
culinary uses, or that the irrigated lands are purchased by the cities in 
cases where adequate substitution of water supplies cannot be provided. 
The future of irrigation is therefore closely related in many localities to 
the increasing water needs of western cities. 
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327. Coordinated Uses of Water. — The prosperity of arid regions is 
intimately connected with the economy and completeness of use of their 
water resources. It is therefore desirable to coordinate irrigation, power, 
and city water supply uses so far as possible. One of the most interesting 
and also the most difficult problems confronting irrigation engineers and 
other persons interested in the use of the waters of western streams is to 
coordinate the several uses to the best advantage of all the people con- 
cerned. It is good practice to study in detail, long before complete use 
of the waters of a stream system is needed, the possibilities of coordinat- 
ing the several uses of water so as to reduce to a minimum the actual 
wastes of water and of potential power. Comprehensive studies of some 
of the larger stream systems have already been made. The river systems 
thus far studied include the Columbia, the Rio Grande, the Humboldt, 
the Platte, the Sacramento-San Joaquin, and the Colorado Rivers. It is 
not the purpose of this chapter fully to describe the nature of coordination 
studies, but merely to call attention to the fact that complete utiliza- 
tion of water demands coordination, and that investigations of power, 
irrigation, and domestic uses and possible future needs of the waters 
of many of the smaller streams are also quite essential to ultimate econ- 
omy in the use of all the water of these streams. 

A large part of the water used in irrigation, if conservatively applied 
to the land, is consumed in transpiration and evaporation. The use of 
water in irrigation thus differs fundamentally from use for power gen- 
eration, culinary, and other purposes in which very little, if any, water is 
consumed. 

328. The Unfinished Task. — ■ To complete the task of irrigation 
advancement it is necessary to store, control, and convey all the avail- 
able water supplies of the West to arable lands and there to use these 
water supplies efficiently in the production of crops under irrigation. 
The unfinished irrigation task is a monumental one. To complete it 
will require not only more, and probably larger, dams, canals, diversion 
weirs, tunnels, spillways, siphons, drops and chutes, than have yet been 
built, but also clear vision on the part of many men — great leaders are 
needed to guide the completion of the task. Many conflicting interests 
must be satisfied, vested rights must be protected, public interests must 
precede private gains, physical and social forces of large magnitude must 
be fully understood and effectively controlled and utilized. 

And, finally, a complete understanding of the interrelations of soils 
and water and of plants and soil moisture, and of the influence of these 
relations on irrigation practice, is essential to the reduction of water 
losses, to the prevention of waste of water and of plant food, and to the 
perpetuation of a permanently profitable agriculture based on irrigation. 
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The task of designing and building the large irrigation structures essen- 
tial to store, divert, and convey the waters to arable lands is primarily 
that of the civil engineer, whereas the problems of bettering the prac- 
tices of applying water to the irrigated soils in order economically to 
attain high efficiencies in its use is fundamentally the responsibility of 
the agricultural engineer. However, the problems of irrigation in an 
arid region are not to be solved by engineers alone — they require also 
the wisdom of great statesmen, legislators, attorneys, economists, 
sociologists, and learned men in the several branches of agricultural 
science. That successful irrigation advancement demands a high typ^ 
of cooperative effort was forcefully stated by Dr. Widtsoe as follows: 

The nature of irrigation is such as to bring into close social relation- 
ship the people living under the same canal. A common interest binds 
them together. If the canal breaks or water is misused, the danger is 
for all. In the distribution of the water in the hot summer months 
when the flow is small and the need great, the neighbor and his rights 
loom large, and men must gird themselves with the golden rule. The 
intensive culture, which must prevail under irrigation, makes possible 
close settlements, often with the village as a center. Out of the desert, 
as the canals are dug, will come great results of successful experiments 
in intimate rural life; and out of the communities reared under irrigation 
will come men who, confident that it is best, can unflinchingly consider 
their neighbors’ interests with their own; and who, therefore, can assume 
leadership in the advancing of a civilization based upon order and 
equal rights.”* 

*From ^Trinciples of Irrigation Practice, Widtsoe. By permission of The 
Macmillan Company, publishers. 


APPENDIX 

PROBLEMS AND QUESTIONS 

Chaptee II 

1. Consider a farm irrigation ditch in a loam soil having the following dimensions: 

(а) Bottom width, 2.00 ft. 

(б) Total depth, 1.75 ft. 

(c) Side slopes of 1 horizontal to 1 vertical. 

(d) Depth of water 1.00 ft. 

Find the following properties: 

(а) Cross-section area of stream. Ans.: (a) 3.0 sq. ft. 

(б) Wetted perimeter. (h) 4.82 ft. 

(c) Hydraulic radius of stream. (c) 0.62 ft. 

2 . If the bottom of the ditch described in problem 1 has a uniform slope of 5.28 ft. 
per mile (1 ft. in 1000 ft.), and if the bottom and sides are kept smooth and free from 
weeds, what will be the mean velocity of flow and the discharge? Bmt: Use n = 0.02. 

Ans.: V — 1.7 ft. per sec. 
g — 5.1 c.f.s. 

3. If the canal described in problem 1 were permitted to grow weeds on the sides 
and bottom, what would be the velocity and discharge? Hint: Use n == 0.04. 

Ans.: V — 0.85 ft. per sec. 
q == 2.55 c.f.s. 

4 . For a canal of the same dimensions built in earth on a slope of 10.56 ft. per 
mile (2.00 ft. per 1000 ft.), determine the velocity and discharge. 

Am.: V = 2.41. 
q = 7.23. 

6. How do you account for the fact that the velocity and the discharge are not 
doubled when the slope is doubled? 

6. For a concrete-lined ditch in good condition having the same dimensions and 

slope as the ditch in problem 4, determine the velocity and the discharge. Hint: 
Usen = 0.014. Am.: v — 3.45 ft. per sec. 

g = 10.35 c.f.s. 

7. If the concrete-lined ditch were built shallow and wide so that its hydraulic 
radius were only 0.3 ft., what would be its velocity and discharge? 

Am.: V =2.13 ft. per sec. 
q = 6.39 c.f.s. 

8. If the water were conveyed through a good 2-ft. diameter wood stave pipe run- 
ning full, and if the vertical drop in the water surface were 5.28 ft. in the i mile, 
what would be the velocity and the discharge? Neglect losses at entrance and outlet. 

V = 3.80 ft. per sec. 
g = 11.92 c.f.s. 

9. Is gravity a balanced force? 

10. Can a balanced force do work? 

11. Define: (a) turbulent flow; (5) stream-Hne flow; (c) critical velocity. 
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12. Using equations (11) and (12), show that a square covered box flowing 0.95 
full carries more water than the same box flowing full. Explain. 

13. Given a canal with 1 : 1 side slopes and cross-section area of 112 sq. ft. Find 

the most economical dimensions. Ans.: h = 6.48 ft. d = 7.82 ft. 

Chapter III 

1. (a) Find the theoretical velocity in feet per second of a jet of water flowing 
out of a square orifice in a large tank if the center of the orifice is 2 ft. below the water 
surface. 

(b) If the orifice opening considered in problem 1(a) is J ft. by | ft., what is the 
theoretical discharge in c.f.s.? 

(c) What are the probable maximum and the probable minimum actual discharges 
in c.f.s.? Ans,: (a) v - 11.33; (6) q = 2.84 c.f.s.; (c) q = 2.27, 1.7 c.f.s. 

2. (a) In measuring the water that flows through a submerged orifice, is it neces- 
sary to know the vertical distance from the upstream water surface to the center of 
the orifice? Explain. 

(6) Find the discharge in c.f.s. through a rectangular standard submerged ori- 
fice 18 in. long (horizontal dimension) by 8 in. deep (vertical dimension) if the up- 
stream surface is 7 in. vertically above the downstream water surface. Hint: All 
dimensions must be converted to feet. First use the appropriate equation and 
check your result by use of a table. 

3. (a) In using weirs with which to measure water is it essential to make direct 
measurement of the velocity of the water as it flows through the weir notch? Explain. 

(6) By using the appropriate equation compute the c.f.s. over a rectangular weir 
having suppressed end contractions if the weir crest is 24 in. long and the water 
surface at a point 8 ft. upstream from the weir is 5| in. vertically above the weir crest. 
Check your result by use of a weir table. 

(c) If the weir described in problem 3(6) has complete end contractions, would the 
discharge be more or less than your computed result? How much? 

4. For the same length of weir crest and depth of w^ater over crest as in problem 
3(6) compute the discharge over a trapezoidal weir. Check your result with a table. 

5. For a right-angle triangular notch weir, what is the discharge when the depth 
of water vertically above the apex of the weir notch is 0.6 ft. at a point 5 ft. upstream 
from the weir? 

6. Show that doubling the effective head causing discharge through a submerged 
orifice increases the discharge approximately 41 per cent. 

7. Show that doubling the head over a rectangular or a trapezoidal weir makes 
the discharge 2.8 times greater. 

8. Show that doubling the head over a triangular notch weir increases the dis- 
charge by 5.66 times. Does the percentage increase in discharge caused by doubling 
the head vary as the size of the notch increases from 60° to 100°? Explain. 

9. State the basic discharge equation that is used in connection with current 
meter measurements. Explain briefly the rating curve. 

10. Give briefly the conditions that should be provided to make a satisfactory 
division of an irrigation stream into different unequal parts: 

(а) When the stream carries sand and fine gravel and is not measured. 

(б) When the water is clear and is measured over a weir, 

11. Describe an end contraction; a bottom contraction. 

12. Why should the water move slowly as it approaches a weir or an orifice? 
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13. (a) In what terms is potential energy of water per unit mass expressed in the 
c.g.s. system of units? (b) in the f. lb. s. system? 

14. Why do the cups on a current meter revolve when placed in a stream? 

16. Compute the head for which the discharge over a 1-ft. rectangular weir having 
complete end contractions is the same as that for a 90° triangular notch. 

Ans.: 1.054. 

16. Compute the pressure in pounds per square inch necessary to cause a flow of 
1 Utah miner's inch through a 1 sq. in. opening. Assume a coefficient of discharge. 

Ans.: 0,156 lb. (approximately). 


Chaptee IV 

1. An irrigator desires to lift a stream of 500 g.p.m. a vertical height of 40 ft. 

If he purchases an electric motor of 91 per cent efficiency and a pump of 62 per cent 
efficiency, how many kilowatts of electricity will his electric motor use while pump- 
ing? How many horse power? Ans.: (a) KW = 6.68; (5) HP = 8.96. 

2. With the same height of lift and the same efficiencies as given in problem 1, 
how many kilowatts would a motor require in order to deliver a stream that would 
supply enough water in 30 hours to cover a 10-acre tract to a depth of 6 in.? 

Ans.: KW = 12.1; HP - 16.25. 

3. A common net water requirement for orchard irrigation is approximately 

If acre-feet per acre. If a pumping plant (motor and pump) operates at an efficiency 
of 57 per cent, how many kilowatt hours energy will be required to lift water 30 ft. 
for each acre? Arts..* 81 KWH. 

4. A typical irrigation contract for electric power provides for charges as follows: 

(<z) Demand charge of $2.00 per month per horse power of motor capacity, 
which includes 30 KWH per motor HP. 

(5) Energy charges: 50 KWH per motor H.P. at 6 fi; 250 KWH per motor 
H.P. at 4fi; 750 KWH per motor H.P. at 2^; balance of month use 
at 1^. 

If a farmer uses a 10-HP motor, compute the monthly charge and the total kilo- 
watt hours energy consumed under each of the following conditions: 

(a) Five 12-hour days’ operation. 

(6) Ten 24-hour days’ operation. 

(c) Twenty 24-hour days’ operation. 

(d) Continuous operation. 

6. In problem 4 compute the cost per kilowatt hour under each of the 4 conditions 
of pump operation: Ans.: (a) 6j^; (5) 2.93 (c) 1.97}^; (d) 1.64j^. 

6. Under the conditions of fuel consumption outlined in Article 62 give your first, 

second, and third choice of fuel as based only on cost at the following unit prices: 
gasoline 10 per gallon; crude oil $1.40 per barrel; coal $4.00 a ton; and electricity 
1.5^ per KW. Ans.: 1. Electricity. 2. Gasoline. 3. Coal. 4. Crude oil. 

7. Would it be advisable to use the centrifugal pump whose characteristics are 
shown in Fig. 34 where it is desired that 1600 g.p.m. be pumped against a head of 
42 ft.? What is the efficiency? Why is a high efficiency desirable? What horse power 
would be used? 

Chaptee V 

1. A fruit grower is entitled to a stream of 80 Utah miner’s inches for orchard irri- 
gation. How many hours will it take him to apply 5 acre-inches per acre to an 
8-acre orchard? 
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2. A pump owned by H has a capacity of 1100 gal per minute. If he spends 
40 hours in irrigating a 10-acre field of alfalfa when the pump is discharging 75 per 
cent of its capacity, how many acre-inches per acre does he apply? 

3. In case you desired to apply f acre-foot per acre to a 45-acre alfalfa field in a 
period of 30 hours, what quantity of flow would you need? Give answer in (1) second- 
feet, (2) Utah miner^s inches, (3) gallons per minute. 

4. How many acres can be irrigated to a depth of 8 in. with a stream of 1350 gal. 
per min. in a period of 19 hours? 

6. In order to apply an irrigation of 9.5 acre-inches per acre per 24-hour day to a 
60-acre rice field, what depth in feet would you require: (a) over a trapezoidal ww 
having a crest of 2 ft. in length, and (6) over a rectangular weir having the same length 
of crest? 

6. How many hours will be required to apply 4 acre-inches per acre to a 25-acre 
potato tract using a stream received through a standard submerged orifice which is 
18 in. in length, 8 in. wide, and has a coefficient of discharge of 0.61, and an effective 
depth of water (h) of | ft. causing the discharge? 

7. How long will it take for a 3.5 c.f.s. stream to furnish 6 acre-inches per acre net 
to a 20-acre field if 10 per cent of the total is lost as surface run-off? What is the 
average size of the run-off stream, if it is running half the time? 

8. Consider an alfalfa tract prepared for irrigation by the border-strip method. 
Assume that the soil is a loam having a permeability to water of 2 ft. per 24-hour day 
(i.e., if 1 acre were covered with water for 24 hours it would absorb 2 acre-feet). 
The border strips have a mean width of 66 feet (4 rods) and a length of 660 feet. If 
the irrigator turns a stream of 0.5 c.f.s. into each strip, how far will the water advance 
before it is all absorbed by the soil? Hint: 160 sq. rods = 1 acre. Ans.: 20 rods. 

9. If a stream of 1.5 c.f.s. be applied to a border strip 16 J ft. wide (1 rod), how 
many hours will be required for the water to reach each of the following distances 
from the head of the strip: 660, 1320, 1980, and 2640 ft.? Make necessary assump- 
tions. Plot the curve showing time as ordinate and area as the abscissa. 

Ans.: .55 hrs.; 1.22 hrs.; 2.08 hrs.; 3,3 hrs. 

10. In problem 9 compute the average depth of water applied to the border strip 
during the time the water reaches each distance given. 

Ans.: d = 3.28 in.; 3.65 in.; 4.16 in.; 5.1 in. 

11. What are the essential points of difference between the border and check 
methods of irrigation? 

12. What is a contour? Contour interval? How would you determine the slope 
of land from a contour map? Illustrate with an example. 

13. Upon what physical principle does equation (29) depend? 

14. How would you make a field determination of y and p to be used in equation 
(31)? 

15. How would you explain the fact that when q = pAi in equation (31), the time 
becomes infinite? 


Chapter VI 

1. (a) If the head producing flow through a submerged take-out is 0.68 ft. and it 
is increased 41 per cent, how much is q increased? (5) How much would the dis- 
charge increase over a rectangular weir with a corresponding increase in head? 

Ans.: qi = 0,843^2; qi = 0. 597^^2. 

2. {a) What are the essential points of difference between corrugations and fur- 
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rows used for irrigation? (6) For a particular crop, do the soil properties influence 
the selection of furrows rather than corrugations? 

3. (a) What are the major functions of diversion structures? (b) What forces 
are permanent diversion structures required to resist? (c) Are the dimensions of 
farm diverson structures, i.e., lengths, depths, and widths, influenced by the soils in 
which they are built? Explain. 

4. (a) In selection of a permanent farm conveyance structure, give the conditions 
which would influence your choice between a flume, ditch, surface pipe, and under- 
ground pipe. Determine the size of a rectangular flume to convey a stream of 2 ci.s. 
if the slope of the land on which it is to be built is 1 ft. per 1000 ft. Assume that the 
inside bottom width should equal twice the water depth. 

6. (a) Why is it necessary to have a larger bottom width and depth to convey a 
given quantity of water through an earth ditch than through a concrete flume of the 
same slope? (b) If you were going to build an 84n. pipe on a slope of 2 ft. per mile 
and you wanted to get the largest possible quantity of water through it, neglecting 
differences in cost, what kind of pipe would you select? Why? 

6. (a) What major objectives should influence the irrigator’s selection of irrigation 
water distribution structures? (h) Does the cost of water influence the selection of 
a distribution structure? (c) Do the soil properties influence the selection of dis- 
tribution structures? Explain briefly. 

7, A man has 4 horses of the following weights: 1000 lbs., 1400 lbs., and 2 of 1200 
lbs. each. How could they be hitched onto a Fresno scraper to level and smooth 
the land so that each horse would pull proportionately to its weight? 

Chaptee VII 

1. What are some of the chief agencies that influence soil-forming processes? 

2. What is the chief source of the mineral compounds in soils? 

3. Is it practicable for the irrigation farmer greatly to modify the texture of his 
soil? Why? 

4. What kind of soil structure is best suited to irrigation and crop production? 
Give ways by which the farmer can maintain a favorable structure in his soil. 

6. Distinguish between the real specific gravity and the apparent specific gravity 
of a soil. Is it possible for the apparent specific gravity to be equal to or larger than 
the real specific gravity? Explain. 

6. What substances occupy the pore space of a soil? Is the percentage pore space 
of a field soil influenced by its water content? 

7. Why is the permeability of an irrigated soil of importance in irrigation practice. 

8. For a soil of given texture and structure will a 4-ft. depth of soil hold twice as 
much irrigation water as one of 2-ft. depth? Assume that the water table is 30 ft. 
or more below the land surface. Give reasons for your answers. 

Chapter VIII 

1. "Why does water rise in vertical columns of soil that have their lower ends 
immersed in water? 

2. In a silt loam soil having particles of average diameter equal to 1/1000 in., what 
is the probable maximum height in centimeters to which the water will rise in a ver- 
tical column of soil? 

3. How does the probable maximum height of rise vary with the diameter of soil 
particles? 



404 


PROBLEMS AND QUESTIONS 


4. Consider two vertical columns of soil, one a loam and one a clay, both having 
their lower ends in water. After having stood long enough to attain capillary equi- 
librium, which will have the larger moisture percentage in any horizontal plane below 
the maximum height of rise in the loam soil? Why? 

5. Consider 3 soil columns, a clay, a loam, and a sand. After having attained 
capillary equilibrium, what are the probable relative heights of water in each column 
of the points of equal moisture content? 

6. Do plants wilt permanently at about the same moisture content in all soils? 
Why? 

7. How is the moisture equivalent of a soil influenced by the texture? Why? 

8. Are irrigated soils that are naturally well drained ever completely saturated? 
Explain. 

9. Does the capillary saturation of a field soil of given texture and structure change 
as the plane or surface of complete saturation rises and falls? Why? 

Chapter IX 

1. An irrigator having a flow of 150 Utah miner's inches desires to add enough 
water to a 10-acre orchard to increase the soil moisture content of his soil 5 per cent 
to a depth of 6 ft. The dry soil weighs 85 lbs. per cu. ft. Find hours required to 
apply the amount needed. 

2 . Find the c.f.s. to raise the moisture content of a sandy loam soil from 12 per cent 
to 18 per cent on a 22-acre tract in 33 hours. Assume dry soil weighs 80 lbs. per cu. ft. 
and depth of soil is 7 ft. 

3. Prove that Pv - Pw X As, 

4 . Prove that d == PwAsD. 

6 . To how many acres of land will a 5 c.f.s. stream add 6 per cent moisture, dry- 
weight basis, to the upper 5 ft. of soil in 17 hours? Assume soil of an average weight. 

6 . (a) If 100 grams of moist soil weighs 92 grams when oven dried, find Pw- 

(6) If this is a loam soil weighing 80 lbs. per cu. ft., oven dried, how many pounds 
of moisture were present per cubic foot of soil? 

7 . What depth of water in inches was retained by the soil from a 6-in. irrigation 
as shown by the following moisture tests before irrigation and 24 hours after? Soil 
is sandy loam weighing 106 lbs. per cu. ft. when oven dried. 


Depth of Soil 
in Feet 

Per Cent of Moisture 
before Irrigation 

Per Cent of Moisture 

24 Hours after Irrigation 

1 

4.89 

10.08 

2 

5.61 

8.50 

3 

5.35 

9.35 

4 

4.26 

7.94 

5 

5.19 

7.64 


8. Soil moisture determinations from 20 borings in a homogeneous loam soil of a 
10-acre orchard indicated an average Pw of 13.2 per cent. The maximum field capil- 
lary capacity of the upper 6 ft. of soil 3 days after irrigation is 18.5 per cent, and 
As — 1.36. Allowing 15 per cent of the net amount of water applied in a single 
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irrigation for unavoidable losses, what depth of water should the irrigator apply in 
order to store the maximum amount the upper 6 ft. of soil will hold 3 days after 
irrigation? 

9. If the soil of the farm described in problem 8 has a mean pore space of 53 per 
cent, how many surface inches of water would be required to fill all the pore space 
in the upper 6 ft. of soil after the capillary capacity of 18.5 (Pw) per cent is fully satis- 
fied? HinP Pore space is on the volume basis and = PwAs, 

10. How large a stream would be required to fiU all the pore space in the upper 
6 ft. of the soil above described on the 10-acre farm in a period of 60 hours? Neglect 
the water losses that may occur over the boundaries of the tract. 

11. Why is knowledge of the capacity of soils to store water of importance in 
irrigation practice? 

12. If an irrigation farmer knows the depth of his soil, the capacity of each foot of 
soil for water, and the moisture content of the soil before irrigation, show how he 
can use this knowledge to determine the approximate loss by seepage after an exces- 
sively large single irrigation. 

Chapter X 

1. Consider a vertical soil column of 1 sq. ft. cross-section area and 4 ft. long. If 
5 cu. ft. of water percolate through the column in 36 hours from a supply pipe which 
permits the water to flow on to the soil just fast enough to keep the soil surface cov- 
ered, what is the specific water conductivity? 

2. Measurement of the specific water conductivity of a 50-ft. stratum of clay soil 
overlying a water-bearing gravel shows that k — 2X 10“®. If the pressure head in 
the gravel is equal to 75 ft. of water (measured at the lower surface of the clay) and 
50 ft. of water at the soil surface, with respect to the same datum, it is apparent that 
water is flowing vertically upward through the clay. Compute the flow through a 
block of clay 50 ft. thick and 640 acres in area. 

3. A contour map of water pressures overlying an artesian basin, shows an average 
fail in pressures of 30 ft. per mile. Assume a mean thickness of water-bearing gravel 
of 26 ft., and that k — 5 X 10“^, and compute the underground flow through a sec- 
tion of gravel 1000 ft. long at right angles to the direction of flow. 

4. Assume that a certain 40-acre tract of land is irrigated frequently and given 
enough water to keep the soil practically saturated below the 6-ft. depth, but that the 
water table is 100 ft. deep. If the average fc = 3.0 X 10'^’’, compute the number of 
acre-feet of water that flows vertically downward to the water table each month. 

6. Under an 80-acre fallow tract of comparatively level sandy land the water table 
is kept at an elevation of 3 ft. The magnitude of k for the unsaturated soil above the 
water table is 9 X 10“®. If the capillary potential in the surface soil is 225.4 ft.-lbs. 
per unit mass of water (geepound), compute the loss of water by upward capillary 
flow in cubic feet per square foot per month. 

6. If in problem 5, the capillary potential were 96.6 lbs. per unit mass (geepound), 
would capillary flow occur? If yes, would the direction of flow be up or down? 

7. Is the flow of water through soils classed as ‘'turbulent^' or ^^stream-line’' flow? 

8. Considering the flow of water in canals and pipes, explain the relation of fric- 
tional forces to velocity. If the velocity of flow in canals and pipes is doubled, what 
is the increase in the frictional force? 

9. For flow of water in soils, explain the relation of frictional forces to velocity. 
How do you account for the difference between the relation of frictional forces to 
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velocity in canals or pipes from the relation of these factors in the flow of water 
through soils? 

10. Consider an imaginary soil column of unit cross-section area at right angles to 
the direction of flow of water, and state whether or not it is practicable to measure 
accurately the net cross-section area of the channels through which flow occurs: 

(а) For a saturated soil. 

(б) For an unsaturated soil. 

Give reasons for your answer. 


Chapter XI 

1. Explain why humid region soils do not contain excessive amounts of alkali. 

2. Provided one-half of the 831 p.p.m. of alkali salts in lower Sevier River irriga- 

tion water were deposited in the upper 3 ft. of soil each year, how many years would 
it take to add 0.5 per cent total salts to the soil provided 2 ft. of water are applied to 
the soil each year? Assume = 1.40. Ans.: 25.35 yrs. 

3 . Is sodium carbonate a black salt? What is black alkali? What salts give rise 
to the occurrence of black alkali? 

4. A drain tile main outlet from a 1000-acre tract discharges an average of 1 c.f.s. 
during each of the 12 months of the year. If the average alkali content of the drain- 
age water is 1200 p.p.m., the irrigation water applied to the tract is practically free 
from alkali, and the mean depth of drains is 6 ft., what is the annual reduction in 
alkali content of the soil in terms of the percentage of the weight of the dry soil? 

Ans.: 0.0102%. 

6. Explain fully why low^ering of the water table is helpful toward the preventioJt 
of alkali accumulations on the surface of the soil. 

6. In addition to lowering of the water table give other means of preventing, or 
at least decreasing, the accumulations of alkali on the surface of the soil. 

7 . Under what conditions, if any, is it advisable to use, for irrigation purposes, 
water that contains appreciable quantities of alkali salts? What precautions are 
necessary to minimize the danger of using alkali irrigation water? 

8. Are the texture and the structure of soils related to the alkali problem? If so, 
explain. 


Chapter XII 

1. If the transpiration ratio of alfalfa is 850, and field-cured alfalfa contains 

8 per cent water, how many acre-inches of water are transpired in order to produce a 
4.5-ton crop of alfalfa per acre? An-s.: 31 in. 

2. What are the more important factors which increase the transpiration ratio and 
decrease transpiration efficiency? 

3. Is it possible to determine precisely the depth of irrigation water needed annu- 
ally on the basis of experimental determinations of the transpiration efficiency? 
Explain. 

4. What is the essential difference betvreen the term efficiency as applied to pumps 
in Chapter IV and as herein used with respect to transpiration? 

6. Consider a sugar-beet field in which moisture tests in the upper 5 ft. of soil at 
the beginning of the season show respectively 5.6, 4.7, 3.8, 2.2, and 0 percentages of 
moisture greater than at the end of the season. The crop-season rainfall was 2 in., 
and a depth of 16 in. of irrigation water was applied. The average apparent specific 
gravity of the soil is 1.35, the average yield of sugar beets 17 tons per acre, of which 
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18 per cent is dry matter. Assume that there was no deep percolation water loss 
and compute the evapo-transpiration ratio. 

6. In problem 5 assume that the seasonal water loss by direct evaporation was 4 in. 
depth and compute the transpiration efficiency and the transpiration ratio. 

7. Under what conditions, if any, is the magnitude of the evapo-transpiration ratio 
less than the transpiration ratio? Equal to it? Greater than it? 

8. Under what conditions, if any, might the making of a soil mulch by cultivation 
fail to conserve water? 


Chapter XIII 

1. A farmer owning ‘‘bench’' land in which the sandy loam soil averages about 

4 ft. deep and is underlain ’by gravel and coarse sand to a depth of 30 ft. or more 
discovered in March by borings with a soil auger that the light winter precipitation 
had penetrated the soil only to a depth of 6 in. He at once applied a 5-c.f.s. stream 
of flood water to his 20-aere tract and kept the stream well spread out on the land for 
a period of four 24-hour days in order to give the soil a good soaking. Find approxi- 
mately what percentage of the water applied was lost by deep percolations. There 
was no surface run-off. Arts.: 65.6 to 78.5%. 

2. What are the major purposes of irrigating soils during the non-growing or 
dormant season? 

3. Is the growth rate of crops seriously retarded as soon as the moisture content 
falls below the so-called optimum moisture percentage? Explain. 

4. Explain why clay soils retain larger amounts of unavailable w^ater than sandy 
soils do. 

5. Under what conditions, if any, is it justifiable to divert water from partly-filled 
storage reservoirs during the non-growing or dormant season for irrigation purposes? 

Chapter XIV 

1. What is the distinction between the evapo-transporation ratio as defined in 
Chapter XII and the consumptive use in its basic sense as defined herein? 

2. Are studies concerning the consumptive use of water in irrigation likely to in- 
crease in importance as time advances? Why? 

3. Under what conditions, if any, might the farm consumptive use, U/, appear to 
be less than the real consumptive use, 17? 

4. Given: a 40-acre farm, of which 95 per cent is cultivated: 

(а) Irrigation water delivered == 76 acre-feet. 

(б) Average of 3 per cent soil moisture, dry-weight basis, absorbed from upper 
5 ft. of soil in which As = 1.4. 

(c) Crop year rainfall = 5 in. 

(d) Depth of ground-water table = 80 ft. 

(e) Surface run-off from farm equals zero. 

Find the farm consumptive use, Uf. 

6. Is the consumptive use efficiency as here defined related to the transpiration 
efficiency? If so, how? 

6, In Chapter IV it is shown that pump efficiencies are always appreciably lower 
than 100 per cent. Is it possible for the consumptive use efficiency to equal 100 
per cent? to exceed 100 per cent? 

7. What do you consider the most difficult factors to control in determining the 
consumptive use, U, by experiment on field plots? 
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B, Find a graph showing the average mean daily temperature in your locality and 
compute the seasonal heat available to alfalfa in day-degrees. Specify assumptions 
you consider necessary to this computation. 

Chapter XV 

1. (a) Construct a {y, U) curve based on the following data: 


y tons 

U feet 

y ions 

U feet 

0.0 

0.0 

5.8 

2.5 

2.0 

0.5 

6.2 

3.0 

3.7 

1.0 

5.9 

3.5 

4.6 

1.5 

5.7 

4.0 

5.4 

2.0 

5.4 

4.5 



5.0 

5.0 


(h) Determine graphically the slope of your (?/, U) curve at each i-ft. interval of 
U from 0 to 5.0 ft. inclusive. 

2. The data of problem 1(a) were based on the assumption that Z)/ = 0 and there- 
fore that Uf = U, but a careful study of the moisture distribution in the field soil 
gives reason to believe that D/ == 0.8 ft. Plot the true (y, U) curve on the sheet 
used in problem 1, considering Df = 0.8 ft. 

3. If, in the measurement of U in problem 1, it was found that m == 0 and g = 0.6 
ft., considering Df == 0, plot the [?/, (w -}- r)] curve using the data of problem 1. 

4. Give your understanding of the law of diminishing returns. 

6. Under what conditions, if any, is the quantity of water, 17, that produces the 
maximum crop yield, y, the most economical quantity? 

6. What is the major source of uncertainty in the measuring of the total amount 
of water consumed by plants in field plot experiments? 

Chapter XVI 

1- Give the essential differences between quasi-public and public irrigation or- 
ganizations. 

2. Give the essential differences between mutual associations and mutual irriga- 
tion corporations. Can a mutual irrigation corporation sell the land owned by its 
delinquent stockholders in order to collect payments of irrigation assessments? 

3. Why has the commercial irrigation corporation been less influential than the 
mutual irrigation corporation? 

4. Does the Federal Government advance funds with w^hich to build irrigation 
works on Carey Act projects? 

6. Can an irrigation district sell the land owned by its delinquent members in order 
to collect pajnnents of irrigation assessments? 

6. What form of public irrigation enterprise preceded the creation of the United 
States Reclamation projects? 

7. In western water law, what are the distinguishing features between the doctrine 
of appropriation and the riparian-rights doctrine? 

8. What basic elements are essential to completeness of legislation concerning 
water rights? 

9. Give briefly the important procedure in the adjudication of water rights. 

10. What are the several elements requisite to the acquirement of new water rights? 
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Chapter XVII 

1. (a) If an irrigation company that supplies water to a tract of 32,000 acres net 
irrigated area diverts 350 c.f.s. from a river, and sustains a conveyance loss of 1 per 
cent of the water entering each 1-mile section within that mile section in its 30-mile 
main canal, what is the use ratio in acres per c.f.s. measured at the heads of laterals? 

(6) Assuming a loss in the laterals through conveyance and unavoidable waste 
of 40 c.f.s., compute the net use ratio in acres per c.f.s. 

2. For the same conditions as in problem 1, compute the net use ratio in acre- 
inches per acre, for a 4-month, a 5-month, and a 6-month irrigation season. 

3. Is it possible for the net use ratio in acres per c.f.s. to be less than, or equal to, 
the gross use ratio? Explain. 

4. When measured in acre-feet (or acre-inches) per season per acre, under what 
conditions, if any, can the net use ratio be greater than, or equal to, the gross use 
ratio? Explain. 

6. Does the preparation of land for irrigation influence the consumptive use of 
water as defined in a basic sense and represented by the symbol U of Chapter XIV? 
Does it influence U/, i.e., the farm consumptive use? Explain. 

6. How can irrigation farmers increase the gross use ratio, as measured in acres 
per c.f.s. without also increasing net use ratio? 

7. Indicate and explain whether the administrative practices in your community 
encourage carefulness or carelessness in the use of irrigation water. 

8. Is it practicable for the state to specify by law the proper use ratio for each irri- 
gation company within its borders? Why? 


Chapter XVIII 

1. The soil of a certain irrigated farm is a clay loam of comparatively uniform 

texture to a depth of 6 ft., below which there is a coarse gravel to a great depth. 
Moisture determinations before irrigation and again 24 hours after irrigation show 
an average of 4.5 acre-inches per acre irrigation water stored in the soil from an irri- 
gation in which the irrigator used a stream of 3 c.f.s. continuously for 24 hours on a 
10-acre tract of alfalfa. Neglecting consumptive use between completion of irriga- 
tion and the taking of samples for moisture determinations, what was the water 
application efficiency, Ea^. Ans,: 62.5%. 

2. The average apparent specific gravity of the soil of the tract considered in prob- 
lem 1 is 1.3. Provided the mean increase in moisture content to a depth of 6 ft. 
equals 5.35 per cent, what is the application efficiency? Am.: Ea — 69.5%. 

3. For a 40-acre tract, the run-off, R/, during a period of irrigation of 3 days, 

24 hours each, maintained continuously a depth of 0.44 ft. over a right-angled V-notch 
weir. If 240 acre-inches were applied to the farm and 180 acre-inches stored in the 
soil root zone, approximately what percentage of the water applied was lost through 
deep percolation? Aws..* 15.4%. 

4. Consider an irrigation project on which 35 per cent of the water diverted is lost 

in conveyance and delivery, 25 per cent of the water delivered is lost as surface run-off 
and deep percolation, and 30 per cent of the water stored in the soil is lost by evapora- 
tion, and compute the irrigation efficiency, jE?,'. Am..* 34.2%. 

6. Under what conditions, if any, does the reduction of conveyance and delivery 
losses in an irrigation project increase the economy of conveyance and water delivery? 
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6. (a) Give three major conditions that tend to make irrigation farmers satisfied 
with a low water application efficiency. 

(6) Give three major conditions that tend to stimulate irrigators to attain a high 
water application efficiency. 

7. In a locality where the irrigation farmer can obtain plenty of irrigation water 
at a given price per acre, is the economical consumptive use dependent on the annual 
acre cost of rental, taxes, plowing, seeding, and fertilizing? Explain. 

8. Enumerate the conditions, in order of their importance, which you consider 
most essential to the attainment of community economical use of irrigation water. 
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discharge table, 45 
Weir, Walter W., 94 
Weirs, advantages and disadvantages of, 
48 

discharge of, 39, 48 
having suppressed end contractions, 41 
portable, 53, 54 
properties of, 46 
without end contractions, 53 
Welch, J. S., 280, 329, 330, 332, 340, 343 
Wells, 88 
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